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ADAK ISLAND, ALASKA, RESERVATION. 

Location: Latitude, 51° 42^ N.; longitude, 176° 49^ W. 
Nearest post office: Unalaska, Alaska, E. 475 miles. 
Nearest railroad passenger station: Vancouver, B. C, E. 1,930 miles. 
Nearest telegrapn office: Radio, Dutch Harbor, Alaska, E. 475 miles. 
Land: 580 acres; character, dry land; date acquired, June 13, 1902; how acquired, 
Executive order. 

AIBONITO, P. R., RADIO RESERVATION. 

Location: Latitude, 18° 8^ 25'" N.; longitude, 66° 16^ 10^^ W. 
Post office: Aibonito, P. R. 

Railroad passenger station: Caguas, P. R., about 31 miles. 
Telegraph and telephone office: Aibonito, P. R. 

Land: 4 acres; character, dry land; date acquired, February 21, 1916; how ac- 
quired, Executive order. 

ANNAPOLIS, MD., DAIRY FARM. 

Location: Latitude, 39° 4' N.; longitude. 76° 40^ W. Near Gambrills, Md., on 
electric railroad, 14 miles from Annapolis, Md. 

Post office: Gambrills, Md., N. 500 yards. 

Railroad passenger station: GambriUs, Md., N. 500 yards. 

Telegrapn office: Radio, Annapolis, Md., SW. 12 miles; wire, Annapolis, Md., 
SW. 11 miles. 

Land: 778.3 acres; character, dry land; date acquired, 1913; how acquired, pur- 
chase; cost, $56,725. 

ANNAPOUS, MD., EXPERIMENT STATION. 

Location: Latitude, 38° 59^ N.; longitude, 76° 28' W. On Severn River, opposite 

east comer of Naval Academy grounds. 
Post office: Annapolis, Md., W. 1 mile. 
Railroad passenger station: Annapolis, Md., W. 1 mile. 
Teleeraph office: Radio, Annapolis, M:d.; wire^ Annapolis, Md. 
Land: 20 acres; character, dry land; date acquired, 1873; how acquired, purchase; 

cost, $917.40. 

ANNAPOUS, MD., GREENBURY POINT. 

Location: Latitude, 38° 59^ N.; longitude, 76° 27^ W. 

Post office: Annapolis, Md. 

Railroad passenger station: Annapolis, Md. 

Telegraph office: Radio, AnnapoUs. Md.; wire, Annapolis, Md. 

Land: 108 acres; character, dry lana; date acquired, 1873; now acquired, purchase; 

cost, 149,450. 
Used as farm. 

ANNAPOUS, MD., MARINE BARRACKS. 

Location: Latitude, 38° 59^ N.; longitude, 76° 29^ W. 

Post office: Annapolis, Md. 

Railroad passenger station: Annapolis, Md. 

Telegraph office: Radio, Annapohs, M:d.; wire, Annapolis, Md. 

Land: 23.6 acres; character, dry land; how acquired, purchase. 

ANNAPOLIS, MD., NAVAL ACADEMY. 

Location: Latitude, 38° 59^ N.; longitude, 76° 29' W. 

Poet office: Annapolis, Md., Naval Academy. 

Railroad passenger station: Annapolis, Md., SW. 200 yards. 

Telegrapn office: Radio, Annapohs, Md.; wire, Annapolis, Md. 
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ANNAPO£l@, Aii>:,'.NAy>cb A^^DEAlY— Continued. 
Land: " ' •• • 

68} acres; character, dry land; date acquired, 1845 to 1902; how acquired, 

purchase; cost, $373,630.79. 
42^ acres; character, dry land; how acquired, reclaimed. 
Total, 111 acres. 
Berthing space: 

Linear feet, 3,570 Naval Academy proper, 650 experiment station; depth of 

water, 20 ft. m. 1. w. 
Linear feet, 1,332; depth of water, 20 ft. m. 1. w. 
Anchorage offshore: Aj6a, 120 acres; depth of water, 14 to 30 ft. m. 1. w. 
Fresh-water supply: Source, artesian wells; quantity, 450.000 gallons per 24 hours. 
Electric current: Character, d. c. 220-110 volt for academy proper; 1,100-volt 
60-cycle single phase a. c. for hospital and marine barracks. Quantity, d. c, 
1,000 kw.; a. c, 120 k. v. a. Soiurce, U. S. Naval Academy power pliuit. 
Fuel suoply: 

Coal, cnaracter, bituminous; storage capacity, 2,100 tons. 
Oil, character, lubricating and fuel; storage capacity, 400 gallons. 
Steamship connection: Tolchester Steamboat Co., J mile. 

Compressed air: Source, U. S. Naval Academy power plant (used for pneumatic 
lift for wells); quantity, 6,871 cu. ft. per hour; 80 lbs. pressure at 120 r. p. m. 
Derricks: Number, 1; t^^jes and capacities, floating, 10 ton. 
Horses and mules: Number, Naval Academy proper, 13; hospital, 4; marine 

barracks, variable. 
Telephone service (outside connection): 

Name of company, CAP. Tel. Co.; average annual cost, $610. 
Local yard system; Number of stations, 120; average annual cost, $2,000. 
Telegraph service: Office hours, wireless office, 8 a. m. to 10 p. m. 
Method of disposing of garbage: Ashes by filling; other refuse burned. 
Character of climate: Moderate. 

Average temperature: Jan., 35.85; Feb., 38.33; Mar., 39.78; Apr., 57.71; May, 
62.70; June, 70.47; July, 76.70; Aug., 77.26; Sept., 66.37; Oct., 60.62; Nov., 
46.56; Dec, 34. 
Average rise and fall of tide: 2 ft. 

ANNAPOLIS, MD., NAVAL HOSPITAL. 

Location: Latitude, 38° 59^ N.; longitude, 76*' 29^ W. Adjoins Naval Academy 

and Marine Barracks grounds. 
Post office: Annapolis, Md. 
Railroad passenger station: Annapolis, Md. 
Telegraph office: Radio, Annapoks, Md.; wire, Annapolis, Md. 
Land: 

19 acres; character, dry land; how acquired, purchase. 

3 acres; character, marsh; how acquired, purchase. 

18} acres; naval cemetery; character, dry land; how acquired, purchase. 

ANNAPOLIS, MD., RADIO STATION. 

Opened August, 1804. 

Location: Latitude, 38° 59^ N.; longitude, 76° 29^ W. 

Post office: Annapolis, Md., Naval Academy, SW. 1,000 yards. 

Railroad passenger station: Annapolis, Md., SW. 200 yards. 

Land used: Owned by United States (included in Naval Academy grounds). 

Radio system: Wireless Improvement Co. (secondary system). 

Generator capacity: 2 kw. 

Source and character of power used: 110 d. c, from Naval Academy power plant. 

Type of aerial: T. 

Number, height, and type of towers: One mast, 156 feet; tower of Mahan Hall, 

120 feet. 
Number, size, and type of buildings: One room in Sampson Hall. 
Number of operators quartered regularly: Three. 
Call: NAK. 

ANNAPOLIS, MD., RIFLE RANGE. 

Location: Latitude, 38° 59^ N. ; longitude, 76° 28^ W. On Severn River, opposite 

and 1,000 yards downstream from academy grounds. 
Post office: Annapolis, Md. 
Railroad passenger station: Annapolis, Md. 
Telegraph office: Radio, Annapolis, Md.; wire, Annapolis, Md. 
Land: 151 acres; character, dry land; how acquired, piurchase. 
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BAGUIO. ISLAND OF LUZON, RESERVATION. 

Location: Latitude, 16° 25^ N.; 120° 46^ E., about 25 miles inland from west coast 

of island and about 125 miles north of Manila. 
Nearest railroad station: Aringay, Luzon, about 25 miles west. 
Area: 290,283 square meters, more or less, reserved by Executive order October 

10, 1910, for hospital and other purposes of the Navy. 

BALBOA, C. Z., RADIO STATION. 

Opened May 31, 1914. 

Location: Latitude, 8° 56^ 38^^ N.; longitude, 79° 33^ 19^^ W. 

Post office: Balboa, C. Z. 

Railroad station: Balboa, C. Z., W. li miles. 

Land used: 20 (approx.) acres, owned by United States (Navy Department). 

Radio system: Lowenstein ^spark), 5 kw. and Wireless Improvement 2 kw. 

Generator capacity: Two 5 kw. and one 3 kw. 

Source and character of power used: Gatun hydroelectric and Mirafiores turbo 

generatorj substation, Balboa, 2,200-25 v. s. c. 
Type of aerial: T type, with insulators, making two L's. 

Number, height, and type of towers: Two, 300-foot, steel lattice, self-supporting. 
Number, size, and type of buildings: Two, concrete, 30 by 40 feet and 30 by 21 

feet; bachelor quarters frame, 45 by 54 feet; double married quarters frame, 

85 by 39 feet. 
Number of operators quartered regularly: Four, and one yeoman. 

BALBOA, CANAL ZONE, SUBMARINE BASE. 

Location: Latitude, 8° 56^ 35^^ N.; longitude, 79° 33^ 25^' W. 

Land: acres, set aside by direction of the Secretary of War March 14, 1916. 

BEAUFORT, N. C, RADIO STATION. 

Opened October, 1905. 

Location: Latitude, 34° 43^ N.; longitude, 76° 39^ W. On Pivers Island. 

Post office: Beaufort, N. C, J mile southeast. 

Railroad station: Norfolk <& Southern, Beaufort, N. C, } mile southeast. 

Land used: 3 acres, owned by United States (Bureau of Fisheries). 

Radio system: Telefunken. 

Grenerator capacity: 2 kw. 

Source and character of power used: Beaufort city plant; alternating current, 
single phase. 

Type of aerial: Flat top, four wire. 

Numb», height, and type of towers: One, 200-foot, steel, tripod. 

Number, size, and type of buildings: Four. Main operating building and quar- 
ters, six-room, wooden frame; engine house, 12 by 15 feet, wood frame, slate 
roof; boathouse, 25 by 15 feet, wood frame, shingle roof; oil-house, 8 by 10 
feet, brick, slate roof. 

Number of operators quartered regularly: Four. 

BELLEVUE, D. C, NAVAL MAGAZINE. 

Location: Latitude, 38° 48' N.; longitude, 77° 05' W. On east bank of Potomac 
River 4 miles below navy yard, Washington. 

Nearest post office: Anacostia, D. C, NW. 4 miles. 

Nearest tel^;raph office: Radio, Washington, D. C, navy ^rard. 

Land wire, day (9 a. m. to 4.30 p. m.), navy yard, Washington, D. C. Night, 
Western Union, 1401 F Street NW., Washington, D. C; Postal Telegraph, 
Evans Building, Washington, D. 0. (Either company will telephone mes- 
sages through to Bellevue magazine.) 

Nearest telephone : Through navy yard, Washington D. C, direct to magazine. 

Land: 90 acres; character, dry land; date acquired, October 27, 1873; how 
acquired, purchase; cost, $45,000. 

Wharf: Wood, 167 feet long 16 feet wide; value, $2,500. 

Sea wall: Stone, 240 feet long, 4 feet 6 inches wide, value ,$900. 

Railroad connection: Baltimore & Ohio freight line along reservation. 

Water supply: Artesian well. 

Telephone system: Five connections to outside with Chesapeake and Potomac 
Telephone Co.'s lines; one connection with Washington Navy Yard; aerial 
Hues. 

Buildings: Eight; total floor area, 11,623 square feet; total value, $16,500. 

Stock: Four horses, 1 mule: value, $360. 

Fire system: Suction line nrom river; gasoline engine; fire hose, 6 connections; 
value, $1,050. 
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BIORKA ISLAND, ALASKA, RAI»0 RESERVATION. 

Location: Latitude, SS** 4V N • longitude, 166° 03' W. 
Nearest post office: Unalaska, Dutch Harbor, Alaska, NW. 13 miles. 
Nearest railroad passenger station: Vancouver, B. C, E. 1,530 miles. 
Nearest telegraph office: Kadio, Dutch Harbor, Alaska. 

Land: 1,631.89 acres; character, dry land; date acquired, October 19, 1909; how- 
acquired. Executive order. 

BLACKBEARDS ISLAND, GA., RESERVATION. 

Location: Latitude, 31° 32' N.; longitude, 81° 12' W. 
Nearest post office: Crescent, Ga., W. about 10 miles. 
Nearest railroad passenger station: Crescent, Ga., Georgia Coast and Piedmont 

Railroad. 
Nearest telegraph office: Radio, Charleston, S. C, N. about 120 miles. Wire, 

Brunswick, Ga., thence by telephone to Crescent, Ga. 
Land: 1,600 acres; character, timberland; date acquired, April, 1800; how 

acquired, purchase; cost, $15,000. 
Note. — Transferred to Treasury Department September 27, 1889, reserving 

timber. Transferred to Agriculture Department July 17, 1914, subject to use 

of Treasury. 

BLYTHE ISLAND, GA., RESERVATION. 

Location: Latitude, 31° 10^ N.; longitude, 81° 32^ W. 

Nearest post office: Brunswick, Ga., SE. 3 miles. 

Nearest railroad passenger station: Brunswick, Ga. 

Nearest telegraph office: Radio, St. Augustine, Fla., S. 90 miles; wire, Bruns- 
wick, Ga. 

Land: 1,100 acres; character, timberland; date acquired, October 26, 1857; how 
acquired, purchase. 

Custodian; T. J. Doerflinger, Brunswick, Ga. 

BOSTON, MASS., NAVY YARD. 

Location: Latitude, 38° 59^ N.; longitude, 71° 03^ W. 

Nearest post office: Charlestown, Mass., W. J mile. 

Nearest railroad passenger station: Boston, Mass., North Station,' Boston A Maine 

Railroad W. | mile. 
Telegraph office: Radio, Boston, Mass., navy yard; wire, Boston, Mass., navy 

yard. 
Land: 

80 acres; character, dry land; date acquired, 1800, 1801, 1^17, 1840, 1802, and 

1867; how acquired, purchase; cost, $216,556.11. 
31 acres; character, water. 
Total, 111. 
Berthing space: 

Linear feet, 6,800; depth of water, 30 ft. m. 1. w. 
Linear feet, 100; deptn of water, 26 ft. m. 1. w. 
Linear feet, 250; depth of water, 16 ft. m. L w. 
Anchorage offshore: Area, unlimited; depth of water, 35 ft. m. 1. w. 
Fresh- water supply: Source, Metropolitan (State of Massachusetts), city of Bos- 
ton distributing system; quantity, practically unlimited. 
Electric current: Cnaracter, alternating, 60 cycles, 2,300 volts; also direct cur- 
rent, 110-220 volts. Quantity, 3,750 kw. Source, central power plant. 
Fuel supply: 

Co8u, character, bituminous; storage capacity, 12,500 tons. 
Oil; storage capacity, 2,100,000 gallons; gasoline, 90,000 gallons. 
Railroad connection: Direct or by ferry, direct; name of connecting lines, Bos- 
ton & Maine R. R. 
Steamship connection: Distance to wharves of regular Hues, 200 feet to 2 miles; 

names, all trans- Atlantic and coastwise steamship lines. 
Compressed air: Source, central power plant and old C. & R. power plant, building 

No. 105; quantity, 9,700 cubic feet per minute. 
Locomotive cranes: Number, 8; capacities in tons. No. 11, 15; No. 12,40; Na 14, 

15; No. 15, 20; No. 16, 10; No. 17, 10; No. 18, 15; No. 19, 3. 
Locomotives: Number, 2; types, four-wheel, saddle No. 2 and No. 3. 
Floating cranes: 4; No. 1, 75 tons; (to be transferred to Charleston yard) No. 13, 

20 tons; No. 23, 10 tons; No. 21, 150 tons. 
Pillar crane: 1; capacity, 15 tons. 
Shears: None. 
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Shipbuilding cranes: 4; capacity, 5 tons at 95 feet, 10 tons at 50 feet. 

Dredges: None. 

Horses and mules: Number, 19. 

Telephone service: 

Outside connection, number of stations, 41. 

Name of company, N. E. Tel. & Tel. Co.; average annual cost, $1,500. 

Local yard system: Number of stations, 200; average annual cost, $1,875. 
Telegraph service: 

Office hours, yard office, 8 a. m. to 5 p. m.; Postal Telegraph Co. and Western 
Union Co. 

Office hours, wireless office, continuous, 24 hours per day; nearest outside 
night office, Postal Telegraph Co., City Square, Charlestown. 
Method of disposing of garbage: Removed from yard by team and lighter. 
Character of climate: Temperate. 
Average temperature: 

f- 1915: Jan., 33; Feb., 33.2; Mar., 35.8; Apr., 50.8; May, 56.6; June, 63.9. 
^ 1914: July, 68.6; Aug., 70.4; Sept., 64.6; Oct., 57; Nov., 42.7; Dec, 30.4. 
Average fall and rise of tide: 10 feet. 

BOSTON, MASS., RADIO STATION. 

Opened, December 15, 1903. 

Location: Latitude, 42° 22^ 25^^ N.; longitude, 71° 03^ 23'^ W. 

Post office: Charlestown, W. i mile. 

Railroad: Boston, North Station, SW. f mile, Boston & Maine Railroad; South 
Station, S. IJ miles, New York, New Haven & Hartford Railroad, Bangor & 
Aroostook Railroad. 

Land used: On navy yard trax^t. 

Radio system: Navy type and Telefunken. 

Generator capacity: None (receiving service only). 

Type of aerial: Two inverted L antennae. 

Number, height, and type of towers: Two masts, ship type (wood); height, 185 
feet and 153 feet, and one brick chimney, 125 feet high. 

Number, size, and type of buildings: Suite of three rooms on second floor, build- 
ing No. 24; granite warehouse. 

Number of operators quartered regularly: Nine. 

Remarks: Connected by telephone with Chelsea radio station. Connected over 
lines of the New England Telegraph & Telephone Co. for distant control of the 
sending station at Chelsea, Mass. 

Call: NAD. 

CABRAS ISLAND, GUAM, FUEL PLANT. 

Location: Latitude, 13° 27^ N.; longitude, 144° 40^ E. 

Nearest post office: Agana, Guam, NE. about 6 miles. 

Nearest railroad passenger station: Manila, P. I., 1,501 naut. miles; San Fran- 
cisco, Cal., via Midway Islands, 5,093 naut. miles. 

Nearest telegraph office: Radio, Guam. 

Land: 247 acres; character, hard coral; date acquired, November, 1901; how 
acquired, purchase; cost, $2,000 Mex. 

CAPE BLANCO, OREG., RADIO STATION. 

Opened 1907. 

Location: Latitude, 42° 50^ N.; longitude, 124° 32^ W. 

Post office: Denmark, Oreg., east 7 miles. 

Railroad station: Coquille, Greg., NE. 52 miles. 

Land used: 3 acres, owned by United States (Lighthouse Department). 

Radio system: Telefunken quench spark, 2 kw. 

Generator capacity: 110 volts, 30 amp. 

Source and character of power used: Two gas-engine generating sets, supplying 

125 volts a. c. 
Type of aerial: Inverted "L." 

Number, height, and type of masts: Two; 198 feet; constructive. 
Number, size, and type of buildings: Three; one 5-room dwelling house, one 

3-room cottage, and one power house. 
Number of operators quartered regularly: 4. 
Remarks: There is, in addition to building, one tank house, one paint shed, one 

coal and wood shed, and store shed. 
Call: NPF. 
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CAVITE, P. L, NAVAL HOSPITAL. 

Location: Latitude, 14° W N.; longitude, 120** 64' E. 
Post office: Cavite, P. I., SE. 2 miles. 
Railroad passenger station: San Roque, P. I., IJ miles. 
Telegrapn office: Radio, Cavite, P. I.; wire, Cavite, P. I. 
Lanof: 47.8 acres; character, dry land. 

CAVITE, P. L, NAVAL STATION. 

Location: Latitude, 14° 29' N.; longitude, 120° 55' E. 

Post office: Cavite, P. I. 

Railroad passenger station: San Roque, P. I. 

Telegraph office: Radio, Cavite, P. I.; wire, Cavite, P. I. 

Land: 38.3 acres; character, dry land. 

Berthing space: 

Linear feet, 4,320; depth of water, 5, and less, ft. m. 1. w. 
Linear feet, 1,000; depth of water, 5 to 10 ft. m. 1. w. 
Linear feet, 600; deptn of water, 10 to 13 ft. m. 1. w. 
Anchorage offshore: 

Area, 4,450 acres; depth of water, 20 to 30 ft. m. 1. w. 
Area, 950 acres; deptn of water, 15 to 20 ft. m. 1. w. 
Fresh-water supply: Source, artesian well, 504 ft. deep; quantity, 100,000 gallonfl 

per diem (approximately). 
Electric current: Character, direct current, 125 to 250 volts for yard use; direct 
current, 150 to 175 volts for submarine charging. Quantity, 300 kw. for yard 
use; 150 kw. for submarine charging. Source, central power house. 
Fuel supply: 

Coal: Character, bitimiinoue; coaling station, Sangley Point; storage capacity, 

400 tons at power house. 
Oil: None; storage capiacity. none. 
Railroad connection: Direct or by ferry, Manila and Dagupan Railroad at San 

Roque, Cavite, P. I. 
Steamship connection: Distance to wharves of regular Unes, at Manila, 7 miles; 

names. Pacific Mail, U. S. A. transports, Spanish Mail, etc. 
Marine railways: Number, 5; capaaty, No. 1,200 tons; No. 2, 75 tons; Nos. 

3, 4, and 5, steam cutters. 
Compressed air: Source, steam-driven compressor in central power plant; quan- 
tity, 1,000 cubic feet free air per minute to 100 pounds pressure. (Used occa- 
sionally.) 
Pile drivers: Number, 1; types, land driver, placed on ash lighter for work 

afloat. 
Derricks: Number, 3; types and capacities, 1 wharf, 3 tons; 2 floating, 8 tons 

and 2 tons. 
Shears: Number, 1; capacities and locations, 17 tons, Machina wharf . 
Horses and mules: Nimiber, 2 horses, 1 carabao. 
Telephone service: Local yard system, number of stations, 112; average annual 

cost, $1,075.49. 
Telegraph service: 

Oflace hours, post office, Cavite, located in navy yard, 8.00 a. m. to 5.30 p. m.; 
office hours, wireless office, 24 hours per day; nearest outside night office, 
Corre^dor. 
Method of disposing of garbage: Burning or by dumping at sea. 
Character of climate: Tropical. 
Average temperature (Cavite temperatures): 

1915: Jan., 79.4; Feb., 80.2; Mar., 81.8; Apr., 85; May, 84.7; June, 85.6. 
1914: July, 81.8; Aug., 82; Sept., 80.3; Oct., 81.9; Nov., 81.6; Dec, 80.8. 
Average rise and fall of tide: 5.5 ft. 

CAVITE, P. L, RADIO STATION. 

Opened September 5, 1904. 

Location: Latitude 14° 29^ N.; longitude, 120° 55' E. 

Post office: Cavite, P. I., SE. 2 miles. 

Railroad station: San Roque, P. I. 

Land used: Owned by United States. (Included in naval station tract.) 

Radio system: Telefunken. 

Generator capacity: 5 kw. 

Source and character of power used: Naval station power plant, 250 volts d. c. 

Type of aerial: Closed end T, Navy standard. 
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Number, height, and type of towers: Two; 141 feet 6 inches and 134 feet 6 inches 

masts. 
Number, size, and type of bmldings: Two; frame; tar-paper roofs. 
Number of operators quartered regularly: Four. 
Call: NPO. 
Remarks: New station with three 600-foot steel towers now under construction. 

CEBU, P. I., RESERVATION. 

Location: Latitude, 10° 17^ N.; longitude, 123° 54^ E. 

Post office: Cebu, P. I. 

Railroad passenger station: No railroad connection; water transportation; Army 

transport to Manila. 390 miles. 
Telegraph office: Radio, Cavite, P. I., 390 miles; wire, Cebu, P. I. 
Land: 0.13 acrs; character, dry land; date acquired, Jime 19, 1903; how acquired, 

Executive order. 

All land excepting above turned over to War Department by Executive 
order Jime 17, 1910, Asiatic Fleet General Order No. 16, November 3, 1910. 

Land reserved used for storage of 500 tons of coal, and designated as 
"Naval Reservation No. 5." 

CHARLESTON, S. C, MARINE CORPS RESERVATION. 

Location: Latitude, 32° 51^ N.; longitude, 79° 57^ W. Adjoins navy yard. 
Land: 

28.9 acres; character, dry land; date acquired, October, 1909; how acquired, 

purchase; cost, $6,000. 

29.36 acres; character, dry land; date acquired, 1915; how acqiiired, trans- 
ferred from hospital reservation; cost, $5,872. 

CHARLESTON, S. C, MARSH RESERVATION. 

Location: Latitude, 32° 51^ N.; longitude, 79° 57' W. On east bank of Cooper 

River opposite navy yard. 
Land: 937 acres; character, marsh; date acquired, March 21, 1902; howacqiured, 

purchase; cost, $1,000. Purchased to prevent possible objectionable use. 

CHARLESTON, S. C, NAVAL HOSPITAL RESERVATION. 

Location: Latitude, 32° 51' N.; longitude, 79° 57' W. Adjoins navy yard. 
Land: 73.4 acres dry land, 23.1 acres marsh, total 96.5 acres; purchased November 

20, 1902; cost, $200 per acre, total $19,300. 29.36 acres transferred in 1915 to 

Marine Corps reservation. 

CHARLESTON, S. C, NAVY YARD. 

Location: Latitude, 32° 51' N.; longitude, 79° 57' W. 
Post office: Navy yard, S. C. 

Railroad passenger station: Charleston, S. C, S. 7 miles. 
Telegraph office: Radio and wire: Charleston, S. C, navy yard. 
Land: Purchased August, 1901, 171.03 acres, cost $34,206; 760 acres, $1.00; 258.11 
acres, cost $50,000; total, 1,189.14 acres, cost, $84,207. Present area, 411.6 
acres hard land, 756.6 acres marsh, 21 acres water, 3.7 acres piers; total, 1,192.8 
acres. Total, including reservations, 2,251 acres. 
Berthing space: 

Linear feet, 2,550; depth of water, 30 ft. m. 1. w. 
Linear feet, 4,930; depth of water, 20 ft. m. 1. w. 
Linear feet, 3,620; depth of water, 10 ft. m. 1. w. 
Anchorage offshore: Area: 760 acres; depth of water, 18 to 35 ft. m. 1. w. 
Fresh- water supply: Source, Charleston Light & Water Co. (Goose Creek); quan- 
tity, 8-inch main, 50 pounds pressure. 
Electric current: Character, 60-cycle, a. c; quantity, 1,000 k. v. a.; source, 

navy yard power station. 
Fuel supply: 

Coal, character, bituminous; storage capacity, 3,000 tons. 
Oil, character, crude petroleum; storage capacity, 1,415,500 gallons. 
Railroad connection: Direct for freight only. Name of connecting lines, Atlantic 

Coast line, Carolina, Atlantic & Western, and Southern Railroads. 
Steamship connection: Distance to wharves of regular lines. 7 miles. Names, 

Clyde Line, Baltimore & Carolina S. S. line, Philadelphia A Gulf S. S. Line. 
Marine railways: None. 
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CHARLESTON, S. C, NAVY YARD—Continued. 

Compressed air: Source, navy yard power station; quantity, 2,400 cubic feet per 

minute. 
Locomotive cranes: Number, 4; capacities, 10, 15, 15, and 40 tons. 
Locomotives: Number, 2; types, s^dle tank. 
Pile drivers: Number, 1; types, skid, 40-foot leads. 
Dredges: Number, 1; 12-incn electric suction. 
Horses and mules: Number, 5 horses, 8 mules. 
Telephone service: 

Name of company. Southern Bell Tel. & Tel. Co.; average annual cost, $600. 

Local yard system: Number of stations, 97; avenge annual cost, $425. 
Telegraph service: 

Office hours, yard office, 8. 

Office hours, radio office, 24; nearest outside night office, Western Union and 
Postal offices, Charleston, S. C. 
Method of disposing of garbage: Burned; hauling by private parties. 
Character of climate: Very damp, summers hot, winters mild. 
Average temperature: 

1915: Jan., 49.7; Feb., 51. 5; Mar., 49.6; Apr., 63. 3; May, 75.5; June, 78.0. 

1914: July, 81.0; Aug., 81.3; Sept., 74.4; Oct., 68.4; Nov., 57.0; Dec, 48.8. 
Average rise and fall of tide: 5.1 ft. 

CHARLESTON, S. C, RADIO STATION. 

Opened 1904. 

Location: Latitude, 32° 51^ N.; longitude, 79° 57^ W. 

Post office: Navy yard, S. C, N. J mile. 

Railrpad station: Union Station, Charleston, S. C, S. 5 miles. 

Land used: ^ acre, owned by United States (included in navy yard tract). 

Radio system: 30 kw. arc; 10 kw. spark; 2 kw. spark. 

Generator capacity: 30 kilowatts. 

Source and character of power used: From navy yard; alternating current. 

Type of aerial: L type. 

Number, height, ana type of towers: Two self-supporting steel towers, 300 feet- 

Numi:)er, size, and type of buildings: One building, 29 by 24 feet, one story of 

concrete. 
Number of operators quartered r^ularly: Four operators, one yeoman. 
Remarks: It is the intention to erect new buildings and make extensive changes 

within the next two years. 
Call: NAO. 

CHELSEA, MASS., NAVAL HOSPITAL. 

Location: Latitude, 42° 23^ N.; longitude, 71** 03^ W. 

Post office: Chelsea, Mass. 

Telegraph office: Radio, Boston, Mass.; wire, Chelsea, Mass. 

69 acres; character, hard land. 
9 acres; character, marsh. 
20^ acres; character flat. 

Total, 98J acres; date acquired, 1823; cost, $18,000. 

CHELSEA, MASS., RADIO STATION. 

Location: Latitude, 42° 23^ 47^^ N.; longitude, 71° 03^ 03^^ W. 

Post office: Chelsea, NE. J mile. Post-office address: Navy yard, Boston, Mass. 

Railroad station: Chelsea (Boston & Maine Railroad), NE. 1 mile. 

Land used: About 10 acres, owned by United States Navy Department. 

Radio system: Poulsen arc and Telefunken (transmitting apparatus only). 

Generator capacity: (a) Primary system, 60 kw., direct current; (6) secondary 
system, 5 kw., alternating current. 

Source and character of power used: Power plant, navy yard, Boston, Mass., and 
Edison breakdown service; 2,300 volts alternating current, 60 cycles, 3-phase. 

Type of aerial: One T antenna (primary system) and one diagonal (secondary 
system). 

Number, height, and type of towers: Two 300-foot, tripod type, steel towers, 
60-foot base. 

Number, size, and type of buildings: Three — one 30 by 60 feet, brick, one-story 
(operators' quarters); one, 29 by 95 feet, brick, granite trim, one-story (machin- 
ery and operating building); one, 30 by 33 feet, granite, one-story (officer in 
charge quarters). 
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CHELSEA, MASS., RADIO STATION— Continued. 

Number of operators quartered regularly: Four (equipped to accommodate 12 
men). 

Remarks: Connected by telephone with navy yard, Boston, radio station; oper- 
ated by distant control from navy yard station via lines leased from the New 
England Telegraph & Telephone Co. 

COCO SOLO, C. Z., SUBMARINE BASE. 

Location: Latitude, 9° 26^ N.; longitude, 79° 54^ W. On ManzanUlo Bay, about 

1 mile NNE. of Colon. 
Land: acres, set aside by direction of the Secretary of War March 14, 1916. 

COLON, C. Z., RADIO STATION. 

Opened 1904. 

Location: Latitude, 9° 22' N.; longitude, 79*^ 54' W. 

Post office: Cristobal, C. Z., S. 30°, W. J mile. 

Railroad station: Colon, S. 45, W. } mile. 

Land used: 8 acres approximately, leased to United States (Navy Department), 
by Panama Railroaa Company. 

Radio system: Spark sets, Lowenstein 5 kw., Fessenden 25 and 2i kw. 

Source and character of nower used: Gatim hydroelectric and Miraflores turbo 
generators; substation Cristobal, 2,000 v. a. c, 25-cycle, 3-phase. 

Number, size, and type of buildings: Three concrete — Power house, 30 by 50 
feet, with an 8 foot 3 inch by 10 foot 7 inch transformer house adjoining north 
side, and an 11 foot 6 inch by 23 foot 3 inch storage battery house adjoining 
south side; operating room and office, 29 feet 8 inches by 19 feet 4 inches; oQ 
house, 20 feet 3 inches by 20 feet. Three frame — Bachelors' quarters, 2-story, 
44 feet 8 inches by 59 feet; married quarters, double, 1-story, 35 feet 7 inches by 
83 feet; storehouse, 29 feet 4 inches by 19 feet 2 inches. Dimensions as given 
are extreme length and width. 

Number of operators quartered regularly: Five operators, one yeoman, one 
messenger. 

CORDOVA, ALASKA, NEW RADIO STATION. 

To be opened about January, 1917. 

Location: On Copper River and Northwestern Railroad, about 14 miles from 
Cordova. 

CORDOVA BAY, ALASKA, RESERVATION. 

Location: Latitude, 60° 43^ N.; longitude, 145° 53^ W. 

Adjoins Nelson Townsito, near head of Orca Inlet, about 7 miles north of Cordova. 
Post office: Cordova, Alaska. 

Nearest through railroad passenger station: Vancouver, B. C, SE. 1,130 miles. 
Telegraph office: Radio, Cordova, Alaska. 

Land: 296 acres; character, dry land; date acquired, July 15, 1910; how acquired, 
Executive order. Reserved,for coaling station. 

CORDOVA POINT, ALASKA, RADIO STATION. 

Location: Latitude, 59° 27^ N.; longitude, 145° 57^ W. On Orca Inlet near 
Point Whitshed, about 8 miles south of Cordova. 

Nearest post office: Cordova, Alaska. 

Nearest through raibroad station: Prince Rupert, B. C, SE. 750 miles. 

Land used: 82 acres, owned by United States. (Executive order August 15, 
1910.) 

Radio system: Navy and Telefunken. 

Generator capacity: 10 kw. and 45 kw. 

Source and character of power used: Two 25-kw. kerosene and one 50-hp. gasoline 
engine. 

Type of aerial: One T and one inverted L. 

Number, height, and type of towers: Three — 200-foot steel, self-supporting. 

Number, size, and type of buildings: Four frame, one 18 by 24 feet; one 44 by 
37 feet; one 12 by 36 feet; one 30 by 90 feet with an ell 20 by 24 feet. 

Number of operators quartered regularly: 7 operators, 1 machinist's mate, 1 yeo- 
man, 1 cook. 

Call: NPA. 

CRANEY ISLAND, VA. 

Location: Latitude, 36° 53' N.; longitude, 76° 21^^ W. On the western shore of 
Elizabeth River, about 5 miles seaward of the navy yard, Norfolk, Va. 
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CRANEY ISLAND, VA,-^Contmued. 

Land: 32.5 acres, acqidred by purchase May 5, 1817, for War Department. North- 
western third transferred to Navy Department October 12, 1874, for use as 
magazine. June 2, 1899, transferred to Marine Hospital Service for quarantine 
purposes. 

CRESCENT BEACH, MAINE, TRIAL COURSE RANGE. 

Location: Latitude, 44° 05^ N. ; longitude, 69° 03' W. In South Thomaston, Me. , 
at Comer Birchmont St. and Piimsose Avenue. 

Acquired by deeds August 25, 1910, covering 5,280 square feet, and August 30, 
1910, covering 20,800 square feet. Cost, |1,800. Fot erecting beacons mark- 
ing trial course off Rockland, Me. 

CULEBRA, P. R., RESERVATION. 

Location: Latitude, 18° 18' N. ; longitude, 65° 17' W. On Culebra Island, off east 
coast of Porto Eico, 20 miles west of St. Thomas and 55 miles east of San Juan. 
Post office: Culebra, P. R. 

Railroad passenger station: San Juan, P. R., west 55 miles. 
Telegraph office: Radio and wire: San Juan, P. R. 

• acres; character, dry land; date acquired, December 17, 1901; how 

acquired. Executive order. 
15.8 acres; character, dry land; date acquired, June, 1902; how acquired, by 

purchase. 

DARIEN, C. Z., RADIO STATION. 

Opened June 1, 1915. 

Location: Latitude, 9° 07' 10" N.; longitude, 79° 46' 20" W. On Gatun Lake, 
near center of Canal Zone. 

Post office: Mail received and left by mail clerk on trains; address, Darien Radio 
Station. 

Railroad station: Darien Station, at radio station boundary. 

Land used: 87.5 acres, owned by United States (Navy Department). 

Radio system: 100 kw. arc. (Federal Tel. Co.). 

Generator capacity: Two motor generator sets, each 100 kw. 

Source and character of power used: Gatun hydro electric and Miraflores turbo 
generators 44,000 volts, stepped down at radio station transformer house. 

Type of aerial: Triangular mat, flat top. 

Number, height, and type of towers: Three; 600-foot steel lattice; self-supporting. 

Number, size, and type of buildings: Operating building, concrete, 51 by 27 feet; 
power house, concrete, 62 by 30 feet; substation, concrete, 40 by 20 feet; store 
room, concrete, 18 by 16 feet; pumphouse, concrete, 12 by 11 feet; radio office 
house, frame, 40 by 30 feet; chief electrician's house, frame, 25 by 20 feet; opera- 
tors' barracks, frame, 64 by 33 feet; laborers' barracks, frame, 40 by 30 feet. 

Number of operators quartered regularly: Radio officer. Canal Zone; twelve 
operators, one yeoman, one machinist, one hospital steward. 

DUMOND SHOALS, N. C, RADIO STATION. 

Opened 1905. 

Location: Latitude, 35° 05' 08" N.; longitude, 75° 19' 38" W. On Diamond 

Shoals Light Vessel. 
Post office: Baltimore, Md., via Merchant & Miners' Trans. Co., N. 350 miles. 
Radio system: Fessenden. 
Generator capacity: 2 kw. 
Source and character of power used: Storage battery, M. V. 9, Ironclad Exide, 

120 cells. 
Type of aerial: Inverted L. 

Number, height, and type of towers: Two masts; 76 feet; steel. 
Number, size, and type of buildings: None. 
Number of operators quartered regularly: Two on board; three operators detailed. 

DOVER, N. J., NAVAL MAGAZINE. 

Location: Latitude, 40° 53' N.; longitude, 74° 33' W. 
Post office: Dover, N. J., south 7 miles. 
Railroad passenger station: Dover, N.J. 
Telegraph office: Wire, Dover, N.J. 
Land: 

315 acres; character, dry land; date acquired, 1892; how acquired, trans- 
ferred from War Department. 

78.58 acres; character, dryland; date acquired, 1902; how acquired, purchase. 
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DRY TORTUGAS, FLA., RESERVATION. 

Location: Latitude, 24° 38^ N.; longitude, 82° 52^ W. On Garden Key, 71 miles 
west of Key West, Fla. 

Post office: Key West, Fla. 

Railroad passenger station; Key West, Fla. 

Telegraph office: Radio and wire, Key West, Fla. 

Tortugas Islands reserved for military purposes by Executive order September 
17, 1845. Jurisdiction ceded by deed of governor September 17, 1846. Islands 
are as follows: Oarden Key, area about 24 acres; East Key, area about 18 acres; 
Middle Key, area about 5 acres; Sand Key, area about 4 acres; Long Key, area 
about 3 acres; Bush Key, area about 20 acres; Bird Key, area about 7 acres; 
Loggerhead Key, area about 60 acres; total, 141 acres. 

DUTCH HARBOR, ALASKA, RADIO STATION. 

Opened July 6, 1911, 

Location: Latitude, 53° 53^ N.; longitude, 166° 32^ W. 

Nearest post office: Unalaska, Alaska. 

Nearest railroad station: Prince Rupert, B. C, east 1,400 miles. 

Land used: 20 acres, owned by United States. (Executive order June 10, 1902.) 

Radio system: Telefunken. 

Generator capacity: 5 k. w. 

Source and character of power used: Two 12 h. p. kerosene engines. 

Type of serial: Inverted L. 

Number, height, and t)rpe of towers: Two 150-foot lattice. 

Number, size, and type of buildings: Three frame — one 14 by 15 feet, one 18 by 

28 feet, one 36 by 54 feet. 
Number of operators quartered regularly: 4 operators, 1 cook. 

EUREKA, GAL., RADIO STATION. 

Opened October 31, 1906. 

Location: Latitude, 40° 41^ 44^^ N.; longitude, 120° 16^ 22^^ W. 

Post office: Ix)leta, Cal., east 7 miles. 

Railroad station: Loleta, Gal. 

Land used: 1.5 acres, owned by United States (lighthouse reservation). 

Radio system: Telefunken. 

Generator capacity: 5 k. w. 

Source and character of power used: Pacific States Gas & Elect. Co.; 4,000 volts 

60 cycles. 
Type of aerial: Inverted L. 

Number, height, and type of towers: Two 225-foot lattice. 
Number, size, and type of buildings: Five — one 40 by 38 feet, one 20 by 30 feet, 

one 8 by 10 feet, one 12 by 13 feet, one 24 by 24 feet; frame buildings. 
Number of operators quartered regularly: 4 operators, 1 cook. 

FARALLON, CAL., RADIO STATION. 

Opened April, 1905. 

Location: Latitude, 37° 42^ N.; longitude, 123° W. On S. E. Farallon Island, 

35 miles off the Golden Gate. 
Post office and railroad station: San Francisco, Cal. 
Land used: 4 acres, owned by United States (lighthouse reservation). 

FIRE ISLAND, N. Y., RADIO STATION. 

Opened December 1, 1906. 

Radio system: Navy. 

Generator capacity: 2 k. w. 

Source and cnaracter of power used: One 7 h. p. kerosene and one 8 h. p. gasoline 
engine. 

Type of aerial: Inverted L and slanting. 

Number, height, and type of towers: One 186-foot sectional. 

Number, size, and type of buildings: Eight frame — one 60 by 120 feet, one 20 by 
30 feet, two 9 by 11 feet, one 28 by 12 feet, one 8 by 5 feet, one 8-room house, 
and one storehouse taken over from Weather Bureau. 

Number of operators quartered regularly: 4 operators, 1 cook. 

Location: Latitude, 40° 37^ 57'^ N.: longitude, 73° 13^ 08'^ W. 

Post office: Bay Shore, L. I., NNW. 7 miles. 

Railroad station: Bay Shore, L. I. 

Land used: 11} acres, approximate, owned by United States Lighthouse reser- 
vation. 

Radio system: Composite. 

Generator capacity: 3 kw. 
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FIRE ISLAND, N. Y., RADIO STATION-O)ntinued. 

Source and character of power used: 120 cells of type E 5 storage batteries con- 
nected in two banks of 60 cells each; battery chaiged with a 3 kw. Crocker- 
Wheeler shunt wound dynamo, run by a T-horsepower Homsby-Akroyd oil 
engine. 

Type of aerial: T. 

Number, height, and type of towers: Two masts, 180 feet, guyed, wood, three 
sections each mast; also one 88-foot steel tower at Compass station. 

Number, size, and type of buildings: Seven buildings, as follows: Operator's 
house, wood, 29 by 26 feet, with two rooms upstairs, used for operator's quarten 
and operating room. 

Battery house: Wood, 15 feet by 19 feet 6 inches, used for storage battery, en- 
g^e, and charging dynamo. 

Engine house: Concrete, 15 by 19 feet, to be used for new power house; will have 
12-hor8epower oil engine and a generator for charging the storage battery. 

Oil house: Brick, 12 feet by 9 feet 6 inches; used for storing oil and paint. 

Tool house: Brick, 14 feet 6 inches by 11 feet 6 inches; used for storing tools and 
for station coal bin. No coal bin at this station. 

Privy: Wood, 5 feet 6 inches by 5 feet 6 inches. 

Compass house: Concrete, 31 feet 6 inches by 16 feet 6 inches; used for radio 
compass set, and one part of house to be usea for new operating room. 

Number of operators quartered r^ularly: Foifr, including the cook. 

FLEMING KEY, FLA., RESERVATION. 

Location: Latitude, 24° 35^ N.; longitude, 81° 43' W. 
Post office: Key West, Fla., southwest about 1 J miles. 
TeleCTaph office: Radio and wire, Key West, Fla. 
Land: 66 acres. 

FORT LAFAYETTE, N. Y., NAVAL MAGAZINE. 

Location: Latitude, 40° 36' 43'' N.; longitude, 74° 02' 20" W. 

Post office: Brooklyn, N. Y. (Fort Hamilton station.) 

Railroad passenger station: Flatbush Avenue Terminal, Long Island Railroad, 
5iNE. 

Telegraph office: Radio, New York. N. Y., Navy Yard. Wire, 4601 Third Ave- 
nue, Brooklyn, 2} miles NE. Telephone connection New York Telephone 
Co. All No. 112 Bay Ridge. 

Land: 1.6 acres; character, dry land; date acquired, June, 1897; how acquired, 
transferred from War Department. 

FORT MIFFLIN, PA., NAVAL MAGAZINE. 

Location: Latitude, 39° 53' N.; longitude, 75° 12' W. 

Post office: Fort Mifflin Magazine, Paschall Station, Philadelphia, Pa. 

Railroad passenger station: Philadelphia, Pa., Broad Street Station, 8 miles. 

Telegraph office: Radio and wire, Philadelphia, Pa., Navy Yard. 

Land: 147 acres. 

FORT NORFOLK, VA., RESERVATION. 

Location: Latitude, 36° 51' N. ; longitude, 76° 18' W. On east shore of Elizabeth 

River. 
Post office: Norfolk, Va., southeast IJ miles. 
Railroad passenger station: Norfolk Va. 

Telegraph office: Radio, Norfolk, Va., Navy Yard; wire, Norfolk, Va. 
Land: 12 acres, 6 acres dry land and 6 under water; date acquired, September, 

1849; how acquired, transferred from War Department. Origninal purchase 

was made May 21, 1795; cost, £200. 

FORT WRANGELL, ALASKA, RESERVATION. 

Location: Latitude, 56° 28' N.; longitude, 132° 23' W. 
Nearest post office: Wrangell, Alaska. 

Nearest railroad passenger station: Vancouver, B. C, south 530 miles. 
Nearest telegraph office: Radio, Sitka, Alaska, west 125 miles. 
Land: 4 acres; character, dry land; date acquired, June 21, 1890; how acquired, 
Executive order. 

FRENCHMANS BAY, ME., FUEL PLANT. 

Location: Latitude, 44° 23' N.; longitude, 68° 12' W. 
Post office: Ellsworth, Me. 

Railroad passenger station: Franklin Road, Me., 8 miles. 

Land: 51.76 acres; character, dry land; date acquired, May 10, 1900; how 
acquired, purchase; cost, $17,500. 
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FRYING PAN SHOALS, N. C, RADIO STATION. 

Opened August, 1911. 

Location: Latitude, 33° 34^ N.; longitude, 77° 48^ W. On light vessel. 

Nearest post office: Southport, N. C, 20 miles WNW.; tender comes from Charles- 
ton, S. C, 120 miles SW. 

Land used : None. 

Radio system: Fessenden transmitting set, IP 76 receiver. 

Generator capacity: 110 volts, 225 amjperes. 

Source and cnaracter of power used: Oil engine on lightahip. 

Type of aerial: T-shapea. 
.Number, height, and type of towers: Two 70-foot ships' masts. 

Number, size, and type of buildings: Operating and engine rooms on board 
lightship 8 feet by 10 feet. 

Number of operators quartered regularly: Two. 

GREAT LAKES, ILL., TRAINING STATION. 

Location; Latitude, 42° 19^ N.; longitude, 87° 49^ W. 

Post office: Great Lakes, 111. 

Railroad passenger station: Great Lakes, 111. 

Telegraph office: Radio, Great Lakes, 111.; wire, Waukegan, 111. 

Land: 160 acres; how acquired, purchase. 

Berthing space: 

Linear feet, 1,900 inner basin; depth of water, 5 to 12 ft. m. 1. w. 
Linear feet, 1,600 outer harbor; depth of water, 5.5 to 10 ft. m. 1. w. 
Fresh-water supply: Source, Lake Michi^;an; quantity, 375,000 gallons per day. 
Electric current: Character, a. c; quantity, 525 kw.; source, three 175-kw. gene- 
rators; power house. 
Fuel supply: Coal, character, Illinois bituminous; storage capacity, 500 tons in 

bimkers; capacity on bluff, unlimited. 
Railroad connection : Direct or by ferry, Chicago & North Western Ry . direct : Chica- 
go & Milwaukee Electric Ry . direct; Elgin, Joliet & Eastern Ry . via both of above. 
Horses: Number, seven. 
Telephone service: 

Outside connection, number of stations, 3 trunk lines. 
Name of company, Chicago Telephone Co.; average annual cost, $678. 
Local yard system, number of stations, 33; equipment is property of Chicago 
Telephone Co. 
Telegraph service: 

Office hours, yard office, station telegraph connection hot yet installed. 
Nearest outside night office: Chicago, 111., with telephone communication to 
Great Lakes, 111. 
Method of disposing of garbage: Incineration. 
Character of climate: Temperate; winters, cold and windy. 
Average temperature: 

1915: Jan., 24.1; Feb., 34.5; Mar., 34.8; Apr., 56.3; May, 54.1; June, 63.8. 
1914; July, 75.0; Aug., 74.2; Sept., 66.6; Oct., 59.4; Nov., 44.4; Dec, 24.1. 
These temperatures are taken from reports of United States Department of 
Agriculture and represent the average mean temperatures at Cnicago, Ill.» 
for the months stated. 

GREAT LAKES, ILL., RADIO STATION. 

Opened September 25, 1915. 

Ix)cation: Latitude, 42° 18^ N.; longitude, 87° 50' W. 

Post office: Great Lakes, 111., north 700 feet. 

Raihoad station: Great Lakes, 111., west 2,600 feet. 

Land used: 54 acres, owned by United States (included in Naval Training Sta- 
tion tract). 

Radio system: Poulsen arc system. 

Generator capacity: 50 kw. 

Source and cnaracter of power used: Power furnished by steam power house; al- 
ternating current, 3 pnase, 60 cycle. 

Type of aerial: T aerial. 

Number, height and t)rpe of towers : Two square, steel lattice, 400 feet high ; 3 legs. 

Number, size, and tjrpe of buildings: One brick building 45 feet long, 32 feet 
^ide, and 27 feet high. 

Number of operators quartered regularly: Six operators at present; nine r^ular 
complement. 

Call: NAJ. 

33861—16 2 
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GROVERS ISLAND, GA., RESERVATION. 

Location: Latitude, 30° 51^ N.; longitude, 81° 32^ W. 
In mouth of Crooked River, near southeaatem comer of State. 
Nearest post office: Kinlaw, Ga. 

Nearest railroad passenger station: Kingsland, Ga., about 11 miles W. 
Nearest telegrapn office: Radio, St. Augustine, Fla.; wire, Kingsland, Ga. 
Land: 396 acres; character, dry land; date acquired, December 19, 1799; how 
acquired, purchased. 

GUAM, ISLAND OF, NAVAL STATION. 

Location: Latitude, 13° 26^ N.; longitude, 144° 39^ E. 

Post office: Naval Station, Island of Guam. 

Railroad passenger station: Manila, P. I., west 1,501 miles; San Francisco, Cal., 

east 5,093 miles. 
Telegraph office: Radio, Guam; wire, Guam. 
Land: Public lands, which were the property of the Crown of Spain, are under 

jurisdiction of the Navy Department. Area not determined. Approximately 

4,250 acres. Station established by Executive order of December 23, 1898. 
Anchorage offshore: Area, 12,396 acres. 
Fresh-water supply : Source, Fonte River and Asan Spring; quantity, estimated 

capacity of dam, 2,567,700 cubic feet; Asan Spring, 200,000 gallons per day. 
Electric current: Character, d. c; quantity, 32 kw.; source, steam generator. 
Fuel supply: Coal, character, Virginia coal; storage capacity, 7,700 tons. 
Steamship connection: Distance to wharves, 3 miles; names, U. S. A. transports. 
Marine railways: Number, 1; capacity, small boats and launches. 
Pile drivers: Number, 1; type, hand. 

Dredges: Niunber, 1; type and capacity, Heyward, 21 cubic foot bucket. 
Horses and mules: Number, 15 horses, 11 mules. 
Telephone service: 

Outside connection, number of stations, none. 

Local yard system, number of stations, 1; average annual cost, |3,000. 
Telegraph service: Office hours, wireless office, 24 hours a day. 
MeHiod of disposing of garbage: Garbage that can be consumed by fire is burned 

in an incinerator; other garbage La dumped into the flats by the sea. 
Character of climate: Warm. Wet season from July to December, inclusive; 

dry season from January to Jime, inclusive. 
Average temperature: Jan., 82; Feb., 82; Mar.. 81; Apr., 83; May, 85; June, 

86; July, 85; Aug., 85; Sept., 84; Oct., 83; Nov., 82; Dec, 82. 
Average rise and fall of tide: 2 feet. 

GUAM, ISLAND OF, RADIO STATION. 

Opened January 26, 1906. 

Location: Latitude, 13° 26^ N.; longitude, 144° 39^ E. 

Nearest post office: Agana, Guam. 

Land used: Owned by United States. 

Radio system: Slaby-Arco. 

Generator capacity: 3 kw. 

Source and character of power used: Naval Station power plant; direct current. 

Type of aerial: Inverted L. 

Number, height, and type of towers: Two, 156 feet each; guyed. 

Number, size, and type of buildings: Three, wood, with corrugated iron roofs. 

Number of operators quartered regularly: Three. 

Remarks: Two 400-foot steel towers contracted for April, 1916. 

GUANTANAMO, CUBA, NAVAL STATION. 

Location: Latitude, 19° 55^ N.; longitude, 75° 09^ W. On south coast of Cuba 

about 80 miles from eastern end of island. 
Post office: Naval station Guantanamo, Cuba. 
Railroad passenger station: Caimanera, Cuba, 5 miles. 
Telegraph office: Radio, Navsta, Guantanamo, Cuba. 
Land: 29,667 acres; 13,467 hard land, 7,133 marsh, and 9,077 water; date acquired, 

1903; how acquired, leased from Cuba. 
Berthing space: 

Linear feet, station wharf, Toro Cay, 260 and 220; depth of water, 25 and 5 

ft. m. 1. w. 
Linear feet, new station wharf, 500 and 500; depth of water, 30 and 5 ft. 

m. 1. w. 
New station wharf, 1,300 feet quay wall; depth of water, 5 ft. m. 1. w. 
Linear feet, new station oil wh^, 300; deptn of water, 26 ft. m. 1. w. 
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GUANTANAMO, CUBA, NAVAL STATION— Continued. 
Berthing space — Continued. 

Coaling plant wharf, 400 feet; depth of water, 26 and 5 ft. m. 1. w. 
Magazine wharf: 

200 feet; depth of water, 18 and 5 ft. m. 1. w. 
200 feet; depth of water, 26 to 40 ft. m. 1. w. 
Anchorage offshore: Area, approximately 6 s<][uare miles. 

Fresh-water supply: Source, Guantanamo City; (transferred by train and then 
bv Government barges; quantity, 12,000,000 gallons). New station distilling 
plant, quantity, 25,000 gallons per day at quadruple effect smd 50,000 gallons 
per day at double effect. 
Electric current: Character, direct 110-220 volt and a. c. 2,300 v.; quantity. 
240 kw. (for emergency repair installation only); source, new station central 
power plant. 
Fuel supply: 

Coal, by collier from Norfolk, Va. ; storage capacity, 20,000 tons. 

Oil, by collier from U. S.; storage capacity, 8,900,000 gallons. 

Railroad connection: Direct or by ferry, launch to Caimanera, railroad to Guan 

tanamo; tug to Santiago, 40 nules; name of connectinc lines, Guantanamo 

R. R. Co., Guantanamo & Western, Cuba Central, Unitea Railways of Havana. 

Steamship connection: Distance to wharves of regular lines, 4 miles; names, 

Herrera Line and Ward Line. 
Marine railways: Number, 1 Hosp. Cay, capacity, 50 tons (in bad condition); 

1, new station, capacity 500 tons. 
Compressed air: Source, emergency repair power plant; quantity, 1,500 c. f. p. m. 
Pile drivers: Number, 1 floating, 1 land. 
Derricks: 1 floating crane on Alpha, 10 tons; 2 improvised floating, 5 tons; 3 water 

barge derricks, 5 tons. 
Shears: None. 
Dredges: Number, 2; type and capacity, improvised i yard clam shell, and 1 yard 

extra heavy orange peel. 
Horses and mules: Number, 9; 7 horses, 2 mules. 
Telephone service: 

Outside connection, number of stations, connections to two Government 

contractors, French Cable Co., and Ward Line S. S. Co. 
Name of company: Government. 
Local yard system: Number of stations, 61. 
Average annual cost: $2,000. 
Telegraph service: 

Office hours, yard office: Cuban Tel^;raph (Caimanera P. 0.), 7 a. m. to 7 
p. m.: Central <& S. A. Cable Co., on station 24 hours, Caimanera, 7 a. m. 
to 7 p. m.; French Cable Co., Caimanera, 7 a. m. to 7 p. m. 
Office hours, wireless office, yard radio, 24. 
Method of disposing of garbage: Collected daily by cart, then burned. 
Character of climate: lYopical, semiarid. 
Average temperature: Jan., 76.5; Feb., 75; Mar., 76; Apr., 80; May, 81; June, 82. 5; 

July, 84; Aug., 85; Sept., 83.5; Oct., 82.5; Nov., 80; Dec., 76. 
Average rise and fall of tide: 1.35 feet. 

GUANTANAMO, CUBA, RADIO STATION. 

Opened 1905. 

Location: Latitude, 19* 54^ 54'^ N.; longitude, 75° 09^ 27^^ W. 

Post office: Station ship at station (American); north, 6 miles, Caimanera (Cuban). 

Railroad station: Caimanera, north, 6 miles. 

Land used: 6.25 acres for radio purpose; owned by United States (included in 

naval station tract). 
Radio system: Spark, Telefunken; arc, Poulsen. 
Generator capacity: 2-5 k. v. a. and 1-30 kw. 
Source and cnaracter of power used: 1-12 and 1-20 h. p. oil engines (spark set), 

central power plant 2,300 3-phase, a. c. current for 1-5 k. v. a. ana 1-30 kw. 

(arc set). 
Type of aerial: Flat top T. 

Number, height, and type of towers: Two, 250 feet, lattice, steel. 
Number, size, and type of buildings: One operators' quarters, wood, 52 by 18 by 

21 by 13 feet; one story; one chief ele., wood, 12 by 18 by 25 by 50 feet; one 

story; one transmitting and mach., concrete, 21 by 55 feet; one story; one 

storehouse, wood, 15 by 20 feet, one story. 
Number of operators quartered regularly: Five, and one chief electrician. 
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HEALD BANK, TEXAS, RADIO STATION. 

Opened October 14, 1915. 

Location: Latitude, 29° W N.; longitude, 94° 12^ W. On light veaseL 

Radio system: ^ kw. quenched gap. 

Generator caj^ity: ^ kv. motor generator. 

Source and character of power used: 2^ kw. gas-engine driven, d. c, generator 

and storage battery. 
Typeofaenal: Inverted L. 

Number, height, and type of towers: Two masts, 61 feet above water. 
Number, size, and type of buildings: Light ship. 
Number of operators quartered regularly: Three. 

HINGHAM, MASS., NAVAL MAGAZINE. 

Location: Latitude, 42° 15^ N.; longitude, 70° 53' W. 
Nearest post office: Hingham, Mass. 

Railroad passenger station: West Hingham, Mass., near main entrance. 
Telegraph office: Radio, North Truro, Mass.; wire, Hingham, Mass. 
Land: 904.5 acres; character, dry land; date acquired, 1906 to 1912; how acquired, 
purchase; cost, $193,907.26. 

HONOLULU, HAWAU, NAVAL STATION. 

Location: Latitude, 21° 18' N.; longitude, 157° 52' W. 2,091 miles south of west 
of San Francisco. 

Post office: Honolulu, Hawaii. 

Telegraph office: Radio and cable, Honolulu. 

Berthing space: Linear feet, 1,012; depth of water, 31 ft. m. 1. w. 

Fresh- water supply: Source, city of Honolulu; quantity, unlimited. 

Electric current: Character, a. c, 108 volts; source, Hawaiian Electric Co. (Ltd.). 

Fuel supply: Coal, character, bituminous; storage capacity, 50,000 tons in open. 

Steamship connection: Distance to wharves, less than 1 mile; names. Oceanic, 
Toyo Kisen Kaisha, American-Hawaiian, Canadian-Australian, Matson Navi- 
gation Co. China mail, U. S. Army transports. 

Executive order February 21, 1916, transferred to War Department all prop- 
erty excepting Naval Wharves 2 and 3 and tract opposite Wharf No. 3, con- 
taining approximately 65,500 square feet. Transfer effected April 28, 1916. 

Executive order May 11, 1916, transferred to Department of Commerce 
wharf No. 3 and half of slip No. 2, between wharves 2 and 3. 

HONOLULU, HAWAU, RADIO STATION. 

Opened October 1, 1905. 

Location: Latitude, 21° 18' N.; longitude, 157° 52' W. 

Post office: Honolulu, Hawaii. 

Railroad station: Honolulu, Hawaii. 

Land: Owned by United States (on naval station tract). 

Radio system: Transmitting, Telefunken; receiving, Specialty and Shoemaker. 

Generator capacity: IJ kw. 

Source and character of power used: Hawaiian Electric Co. 

Type of aerial: Loop typey single mast. 

Number, height, and type of towers: One, 156-foot, guyed. 

Nmnber, size, and type of buildings: Two, small frsuoae. 

Number of operators quartered regularly: Three. 

INDIANHEAD, MD., PROVING GROUND AND POWDER FACTORY. 

Location: Latitude, 38° 35' N.; longitude, 77° 11' W. 

Post office: Indianhead, Md. 

Raihoad passenger station: Cherry Hill, Va., 4J miles across Potomac River. 

Telegraph office: Radio and wire, navy yard, Washington, D. C. 

Land: 1,931 acres; character, hard land. 

Station established in 1890, when 881 acres were purchased; cost, $13,220. 

The powder factory was established in 1898; 1,050 acres additional purchased 

in 1902; cost, $25,000. 

INDIANHEAD, MD., RADIO STATION. 

Location: Latitude, 38° 36' N.; loi^tude, 77° 11' W. 

Post office: Indianhead, ENE. i mile. 

Railroad station: Cherry Hill, Va., W. 4i miles, across Potomac River. 

Land used: Owned by tJnited States. 

Radio system: Secondary, manufactured by Wireless Improvement Co. 

Generator capacity: One-naif kw. 
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INDIANHEAD, MD., RADIO STATION-^Continued. 

Source and character of power used: Six hundred v. d. c. through 600 v. d. c, 

110 V. d. c. motor generator of 1 kw. capacity. 
Type of aerial: Inverted L. 
Towers: Two 65-foot wooden masts. 
Buildings: Radio station, situated in main office building of Naval Proving 

Ground. 

lONA ISLAND, N. Y., NAVAL MAGAZINE. 

Location: Latitude, 41° 18^ N.; longitude, 73° 58^ W. In Hudson River, about 

9 miles below West Point, N. Y. 
Post office: lona Island, N. Y. 
Railroad passenger station: lona Island, N. Y. 

Telegraph office: Radio, navy yard, New York, N. Y.; wire, lona Island, N. Y. 
Land: 115.8 acres; character, hard land; date acquired, April, 1900; how acquired, 

purchased; cost, |160,000. 

ISABELLA DE BASILAN, P. L, RESERVATION. 

Location: Latitude, 6° 42' N.; longitude, 121° 58^ E. 
Post office: Zamboanga, P. I., NNW. 15 miles. 

Was established by Executive order June 19, 1903; turned over to War 
Department by Executive order of June 17, 1910. 

JAMESTOWN BAY, ALASKA, RESERVATION. 

Location: Latitude, 57° 02^ N.; longitude, 135° 17^ W. 
Post office: Sitka, Alaska. 

Railroad passenger station: Vancouver, B. C, S. 650 miles. 
Telegraph office: Radio, Sitka, Alaska. 

Land: Character, dry land; date acquired, June 21, 1890; how acquired, Execu- 
tive order. 

JAPONSKY ISLAND, ALASKA, FUEL PLANT. 

Location: Latitude, 57° 03^ N.; longitude, 135° 21^ W. 

Post office: Sitka, Alaska. 

Railroad passenger station: Vancouver, B. C, SSE. 660 miles; San Francisco, Cal., 

1,302 miles. 
Telegraph office: Radio, Sitka, Alaska. 
Land: 175 acres; character, dry land; date Jrcquired, June 21, 1890; how acquired, 

Executive order. Improvements occupy about 4 acres, balance unimproved. 
Secretary's order of January 6, 1912, directed abandonment when coal supply is 

exhausted. 

JUNEAU CITY, ALASKA, RESERVATION. 

Tx)cation: Latitude, 58° 18^ N.; longitude, 134° 24^ W. 
Post office: Juneau, Alaska. 

Railroad passenger station: Vancouver, B. C, SSE. 690 miles. 
Tele^aph office: Radio, Sitka, Alaska, S. 100 miles. 

Ijand: Character, dry land; date required, May 2, 1881; how acquired, order 
senior naval officer. 

JUNEAU ISLAND, ALASKA, RESERVATION. 

Ix)cation: Latitude, 58° 18'' N.; longitude, 134° 24^ W. In Gastineaux Channel 
opposite the town of Douglas City, about 2i miles from Juneau. 

Post office: Juneau, Alaska. 

Railroad passenger station: Vancouver, B. C, SSE. 690 miles. 

Telegraph office: Radio, Sitka, Alaska, S. 100 miles. 

Land: 0.50 acres; character, dry land; date acquired, June 21, 1890; how acquired, 
Executive order. 

JUPITER, FLA., RADIO STATION. 

Opened April 7, 1904. 

Location: Latitude, 26° 56^ 54^^ N.; longitude, 80° 4^ 48''^ W. 

Post office: Jupiter, Fla., SW. i mile by water, IJ by land. 

Railroad station: Jupiter, Fla., Florida East Coast Ry. SW. 4 miles. 

Land used: } acre, o^vned by United States (light-house reservation). 

Radio system: Telefunken. 

Generator capacity: 5 kw. 

Source and cnaracter of power used : D. c. storage battery, with charging generator, 

driven b^ either M. & W. or Fairbanks engines. 
Type of aerial: T. 
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JUPITER, FLA., RADIO STATION— Continued. 

Number, height, and type of towerp, two; one mast 184 feet, one steel lattice, 124 

feet. 
Number, size, and type of buildingn: Five; engine, 384 sq. ft., oil, 144 8<^. ft., 

store IGO sq. ft., piimp 120 sq. ft., and operating house 1,200 sq. ft., containing 

storage batteries. 
Number of ox>erator8 quartered regularly: Four. 

KEY WEST, FLA., NAVAL STATION. 

Location: Latitude, 24** 33^ N.; longitude, 81° 48^ W. 

Post office: Key West, Fla. 

Railroad passenger station: Kev West, Fla., 1 mile. 

Telegraph office: Radio, Key West, Fla., naval station; wire: Key West, Fla. 
In the year 1833 about 2.03 acres on the present ate of the station at the 
north end was purchased for $4,000 and formed the original yard. In the year 
1854 a tract bounded by what is known at present as B Street, Eaton Street on 
the west side of Front Street, comprising 2.27 acres, was purchased at a cost of 
$10,400. In the year 1895 a third tract ofO.78 acres was purchased and bounded 
by Greene, Front, and B Streets at a cost of $20,000. The fourth purchase, 
filth accession, and sixth purchase are all included by the present boundaries 
of Front, Eaton, and Whitehead Streets, the foiu*th purchase of 5.01 acres was 
acquired by condemnation proceedings for the sum of $97,050 in 1902. The 
fifth accession of 0.52 acres, originally belonged to the Treasury Department 
and was purchased in 1858 for the sum of $3,000. This tract was tmasferred 
to the Navy Department in 1903. The sixth and last purchase of 1.43 acres 
was acquired in 1903 for the sum of $28,661.51. An area of 0.20 acres, in rear 
of coal shed A extension, was acquired in connection with contract with the 
Penn Bridge Co. in 1909. An area of 4.56 acres north and south of marine rail- 
way slip was reclaimed by dredging in 1909, contract of Trumbo Dredging Co. 
Fleming Key is situated approximately IJ nautical miles northeast of the 
naval station, consists of four mangrove islands, the total areas of them being 
9.30 acres. This tract was selected for a naval depot by the Secretary of the 
Navy and was reserved for such September 17, 1845. 

East and West Crawfish Key, Snipe, Barracouta, Woman, Man, and Boca 
Grande Keys extending west of the naval station from 6 to 10 nautical miles 
comprise a total area of 578 acres. They are said to belong to the Navy Depart- 
ment, but the date of accession is unknown. 

Dry Tortugas (Garden Key) about 60 nautical miles northwest of Key West 
has a total area of 25.3 acres. This tract was reserved by direction of the 
President, September 17, 1845, for miUtary purposes. 

Present areas in acres. 
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Berthing space: 

Linear feet, 600; depth of water, 25 feet m. 1. w. 

Linear feet, 1,000; depth of water, 15 ft. m. 1. w. 

Linear feet, 1,000; depth of water, 10 ft. m. 1. w. 
Anchorage offshore: Area, unlimited; depth of water, 20 to 40 ft. m. 1. w. 
Fresh-water supply: Source, rain, distilled, and well water; quantity, very good. 
Electric current: Character, alternating and direct current; quantity, yearly 

capacity 2,487,840 kw. hours; source, station power plant. 
Fuel supply: 

Coal, character, bituminous; storage capacity, 12,000 tons. 

Oil, character, fuel oil and gasoline; storage capacity, 1,570,000 gallons. 
Railroad connection: Direct or by ferry, none; name of connecting lines, Florida 
East Coast Railway, 1 mile north. 
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KEY WEST, FLA., NAVAL STATION-^Oontinued. 

Steamship connection; Distance to wharves of regular lines, 400 feet and 1 mile; 
names, Mallory S. S. Co. and P. & O. Steamship Co. 

Marine railways: Number, 1; capacity, 750 tons gross. 

Compressed air: Source, compressors in north end of building No. 21; quantity, 
650 cu. ft. of free air per minute to 150 pounds. 

Locomotive cranes: Number, 1; capacities, 2 tons. 

Locomotives: None. 

Pile drivers: Number, 1; types, auxiliary equipment on derrick barge No. 18. 

Derricks: Number, 2; types and capacities, 1 steel, 10 tons; 1 wood, 50 tons. 

Shears: None. 

Dredges: Derrick barge No. 17, type and capacity, at present fitted up for dredg- 
ing. 

Horses and mules: Number, 3 horses. 

Telephone service: 

Outside conriection, number of stations, furnished by contract with Southern 

Bell Telephone and Telegraph Company, eight stations. 
Name of company. Southern Bell T. & T. Co. 
Local yard system, number of stations, 3; average annual cost, $10. 

Telegraph service: Office hours, wireless office, 24 hours; nearest outside night 
office, 300 feet. 

Method of disposing of garbage: Incinerator. 

Character of climate: Tropical. 

Average temperature: Jan., 68.1; Feb., 69.9; Mar., 68.8; Apr., 76.5; May, 78.9; 
June, 82.3; July, 83.6; Aug., 84.2; Sept., 82.0; Oct., 78.3; Nov., 73.0; Dec, 71.4. 

Average rise and fall of tide: 1.25 feet. 

KEY WEST, FLA., RADIO STATION. 

Opened 1905. 

Location: Latitude, 24° 33^ N.; longitude, 81° 48^ W. 

Post office: Key West, Fla., NNW. 800 feet. 

Railroad station: Key West, Fla., northeast 1 mile, Florida East Coast R. R. 

Land used: 3 acres, owned by United States (on Naval Station tract). 

Radio system: Fessenden and Poulsen Arc Transmitters; Wireless Specialty 

Receiver. 
Grenerator capacity: Fessenden 25 kw.; Poulsen arc, 30 kw. 
Source and character of power used.: D. c. 125 volts and 2,200 volts a. c. 
Type of aerial: 400-foot, triangle, ll wires, flat top. 

Number height, and type of towers: Three steel towers, each 300 feet high. 
Number, size, and type of buildings: No. 57, operating house, 984 square feet 

floor space, concrete; No. 40, operators quarters, 2,197 square feet floor space, 

wood. 
Number of operators quartered regularly: Six. 
Remarks: On February 23, 1916, the complement of the station was increased to 

eight men. 

KITTERY, ME., BRIDGE APPROACH. 

Location: Latitude, 43° 05^ N. ; longitude, 70° 45^ W. At north end of combined 
railway and highway bridge between Kittery and Portsmouth Navy Yard. 

Land: Cost, $2,651.73. Area, 38,036 square feet, or 0.87 acre. Purchased to 
provide highway from end of new bridge to street. 

KODUK, ALASKA, RADIO STATION. 

Opened 1911. 

Location: Latitude, 57° 46^ N.; longitude, 152° 22^ W. 

Post office: Kodiak, Alaska. 

Nearest railroad station: Prince Rupert, B. C, SE. 940 miles. 

Land used: 8.39 acres, owned by United States (purchased, 1913). 

Radio system: Navy. 

Grenerator capacity: 7.5 k. w. 

Source and character of power used: Two 12 h. p. Mietz and Weiss kerosene 

engines. 
Type of aerial: Inverted L. 

Number, height and type of towers: Two 221-foot lattice. 
Number, size and type of buildings: Five frame — one 44 by 46 feet, one 20 by 30 

feet, two 12 by 18 feet, one 10 by 14 feet. Three log buildings— two 20 by 30 

feet, one 20 by 18 feet. 
Number of operators quartered regularly: 5 operators, 1 yeoman, 1 cook. 
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KYSKA ISLANDS, ALASKA, RESERVATION. 

Location: Latitude, 51** 58^ N.; longitude, 177** 32^ E. 
Nearest post ofRce: Unalaska, Alaska, 680 miles east. 

Nearest railroad passenger station: Vancouver, B.C., 2,203 miles (nautical) east. 
Telegraph office: Radio, Dutch Harbor, 680 miles east. 

Land: Reserved by Executive orders of June 13, 1902, and December 9, 1903; 
area about 900 acres. 

LAS ANIMAS, COLO., NAVAL HOSPITAL. 

Location: Latitude, 38° 03^ N.; longitude, 103° 12^ W. On Santo Fe Ry., 201 
miles east of Denver. 

Post office: Las Animas, Colo. 

Raihoad passenger stotion: Las Animas, Colo., 7 miles; Rixey, Colo., 3 miles. 

Telegraph office: Wire, Las Animas, Colo. 

Land: Executive order of October 25, 1906, reserved 575.19 acres, being a part 
of the new Fort Lyon abandoned military reservation, for use of Navy De- 
partment. 

MALDEN, MASS., NITRE DEPOT. 

Location: Latitude, 42® 25'' N.; longitude, 71° 05^ W. Corner Commercial and 
Medford Streets, Maiden, Mass. 

Post office: Maiden, Mass. 

Railroad passenger stotion: Edgeworth, Mass., ^ mile. 

Telegraph office: Radio, Boston Navy Yard; wire. Maiden, Mass. 

Land: 6i acres; character, dry land; date acquired, 1864; how acquired, pur- 
chased; cost, $25,000, 

MARE ISLAND, CAL., NAVY YARD. 

Location: Latitude, 38° 05^ N.; lon^tude, 122° 16' W. 

Nearest post office: Vallejo, Cal., NE. i mile. 

Nearest railroad passenger stotion: South Vallejo, Cal., SE. IJ miles. 

Telegraph office: Radio, Mare Island Navy Yard; wire. Mare Island Navy Yard. 

Land: 1,342.5 acres; character, dry land; date acquired, January 4, 1853; how 
acquired, purchase; cost, $83,491. 

Berthing space: 

Linear feet, 3,900 (quay wall); depth of water, 24 to 30 ft. m. 1. w. 
Linear feet, 238 (lumber wharf); depth of water, 24 to 30 ft. m. 1. w. 
Linear feet, 1,229 (receiving ship and torpedo boat wharves); depth of water, 
5 to 9 ft. m. 1. w. 

Anchorage offshore: Area, 2 square miles; depth of water, 20 to 60 ft. m. 1. w. 

Fresh-water supply: Source, Vallejo city waterworks; quantity, 194,555,544 gal- 
lons consumed auring the fiscal year 1915. 

Electric current: Character, 3-phase, a. c, 60-cycle; primary distribution, 2,300 
volts; d. c, 2-wire, 220 volts. Quantity, daily average, 8,300 k. w. h.; daily 
maximum average, 11,200 k. w. h. Source, yard equipment. 

Fuel supply: 

Coal, cnaracter, bituminous; storage capacity, 12,500 tons. 
Oil, character, eastern Australian crude, Cal., asphaltic; storage capacity, 
685,440 gallons; under construction, 4,200,000 gallons. 

Steamdiip connection: Distonce to wharves of regular lines, 32 miles by Southern 
Pacific and Monticello Steamship Company. Names, Army transports, trans- 
Pacific, Isthmus, and coast lines. 

Compressed air: Source, central power plant; quantity, 10,000 cubic feet per min- 
ute; free air to 100 pounds gauge. 

Locomotive cranes: Number, 6; capacities, two 10-ton, coal burning; one 40-ton, 
one 16-ton, one 20-ton, and one 15-ton, oil burning. 

Locomotives: Number, 5; types, 4-wheel, saddle tank, contractors; oil burning. 

Pile drivers: Number, 3; types, 1 floating and 2 skids. 

Electric trucks: Number, 2; capacity, one 5-ton and one 2i-ton. 

Derricks: Number, 4; types and capacities one 15-ton cantilever crane, one 
Grantry crane, one electric traveling crane, one overhead traveling plate crane. 

Shears: Number, 1; capacities and locations, quay wall, 100-ton. 

Dredges: Number, 1; type and capacity, bucket, 500 cubic yards per 8 hours. 

Horses and mules: Numoer, 40 horses. 
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MARE ISLAND, CAL., NAVY YARD— Continued. 
Telephone service: 

Outside connection, number of stations, 10 trunks. 

Name of company, Pacific Telephone & Tel^raph Co. ; average annual cost, 
• $550 for long-distance message. 

Local yard system, number ofstations, I; 260 phones; average annual cost, 
$5,400. 
Tel^raph service: 

OflSce hours, yard office, 8.30 a. m. to 4 p. m. 

Office hours, wireless office, continuous; nearest outside night office, Vallejo, 
sending only to San f^ncisco; wireless. 
Method of disposing of garbage: Incinerator, oil burning. At present is being 

taken by San Francisco Disposal Co., at their expense. 
Character of climate: Mild. 

Average temperature: Jan., 51.7; Feb., 56.2; Mar., 61.8; Apr., 64.3; May, 63.8; 
June, 69.9; July, 69.6; Aug., 68.9; Sept., 67.5; Oct., 65.8; Nov., 60.7; Dec., 50. 
Average rise and fall of tide: Lower low to higher high, average 6.3 feet. 

MARE ISLAND, CAL., RADIO STATION. 

Opened December 15, 1904. 

Location: Latitude, 38** 05^ N.; longitude, 122° 16^ W. In navy yard. Mare 

Island. 
Land: Owned by United States. 
Radio system: Navy. 
Generator capacity: 5 kw. 
Source and character of power used: Navy-yard power plant; 2,200 volte, 60 

cycles. 
Type of aenal: Inverted L. 

Number, height, and type of towers: Two 300-foot, guyed. 
Number, size, and type of buildings: Five frame — one 30 by 30, one 12 by 12, 

one 15 by 12, one 36 by 24, one 12 by 18. 
Number of operators quartered regularly: Five. 

BfARSHFIELD, OREG., RADIO STATION. 

To be opened about January, 1917. 

Location: Latitude, 43° 25^ N.; longitude, 124° 20^ W. On Coos Bay, Pacific 

coast. 
Post office: Railroad station and land wire telegraph office, Marshfield, Oreg. 
Land: Four acres of dry land acquired by deed of gift for use as a radio station, 

January 3, 1916. 

MELVILLE STATION, R. L, FUEL PLANT. 

Location: Latitude, 41° 35' N.; longitude, 71° 17' W. 

Post office: Melville Station, R. I. 

Railroad passenger station: Melville Station, R. I. 

Nearest telegrapn office: Radio and wire, Newport R. I., naval station. 

Land: Purchased May, 1903, for $35,000. Additional cost, September, 1909, for 

certain lands and easements, $13,829.15. Area, 169.71 acres, including a 

lagoon and pond. Hard land about 148 acres. 

MIDWAY ISLANDS, CABLE LANDING. 

Location: Latitude, 28° 13^ N.; longitude, 177° 20^ W. North of west of Hono- 
lulu, 1,149 nautical miles. 

Land: Placed under jurisdiction of Navy Department by Executive order of 
January 20, 1903. Includes all public land between 28* 5^ and 28° 25^ north 

. and 177° 10^ and 177° 30^ west. 

MONROE ISLAND, ME., TRIAL COURSE RANGE. 

Location: Latitude, 44° oy N.; longitude, 69° 03^ W. In West Penobscot Bay, 
about 3} miles S. of E. of Rockland. 

Acquired by condemnation for establishment of permanent signals to mark 
end of naval trial course. Award paid and title passed June 5 , . Area, 
10,000 square feet. Cost, $303.33. Authorized by act of June 24, 1910 (36 
St. L., 617). 
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NANTUCKET SHOAI^ RADIO STATION. 

Opened 1903. 

Location: Latitude, 40° 37^ 0^' N.; longitude, 69*» 36^ 33^' W. On light vessel. 

Poet office: Woods Hole, Mass., northwest 90 miles. 

Railroad passenger station: Woods Hole, Mass., northwest 90 miles. 

Radio system: Spark system, 500 cycles. 

Generator capacity: 2i kw. 

Source and cnaracter of power used: Ship's generators and oil engine attached to 

generators. 
Type of aerial: Inverted L. 

Number, height, and type of towers: Two 88-foot, guyed. 
Number, size, and type of buildings: One deck house, after part of ship. 
Nmnber of operators quartered regularly: Three. 

NEW LONDON, CONN., SUBMARINE BASE. 

Location: Latitude, 41° 24^ N.; longitude, 72° 06^ W. 

Post office: New London, Conn. 

Railroad passenger station: Navy yard station. Conn. 

Telegraph office: Wire, New London, Conn. 

Land: 86 acres; date acquired, April, 18G8; how acquired, gift from State of 
Connecticut. 
Reverts to donors in case use by Government as a naval station is discontinued. 

Berthing space: 

Linear feet, 808; depth of water, 27 ft. m. 1. w. 
Linear feet, 387; depth of water, 14 ft. m. 1. w. 
Linear feet, 314; depth of water, 16 ft. m. 1. w.' 

Anchorage offshore: Area, 22 acres; depth of water, 27 ft. m. 1. w. 

Fresh- water supply: Source, a driven well; quantity, 12,500 gallons per hour. 

Fuel supply: Coal, character, bituminous; storage capacity, 7,456 tons. All un- 
dergoing experiment in storage; none available for issue. 

Railroad connection: Direct or by ferry, direct; name of connecting lines, N. Y., 
N. H. & H. R. R. 

Steamship connection: Distance to wharves of regular lines, 3 miles; names^ 
New England Navigation Co. 

Telephone service: Outside connection, number of stations, 2 official, 4 pay stations; 
name of company, Southern New England Co. ; average annual cost, $147. 

Telegraph service: Nearest outside night office, 3 miles. 

Average temperature: Jan., 36; Feb., 40; Mar., 44; Apr., 59; May, 70; June, 75; 
July, 79; Aug., 78; Sept., 76; Oct., 70; Nov., 53; Dec, 42. 

Average rise and fall of tide: 2 J feet. 

NEW ORLEANS, LA., NAVAL STATION. 

Location: Latitude, 29° 57^ N.; longitude, 90° 02^ W. 

Post office: New Orleans, La., Station A. 

Railroad passenger station: The several stations of New Orleans, west 2 to 3 
miles. Southern Pacific freight tracks run into station. 

Telegraph office: Radio, New Orleans Naval Station; wire. New Orleans, La., 
west 2} miles. 

Land: The original site containing 25.03 acres was purchased in February, 1849, 
at cost of $15,000. Approximately 36.6 acres were purchased October 11, 1894, 
and 10.8 acres October 12, 1894. In 1901 by purchase and condemnation 140.5 
acres were acquired at cost of 1130,002.04. In 1904, 1.83 acres additional were 
purchased for |3,000. Present total area 214.76, of which 205.69 is hard land. 

NEW ORLEANS, LA., RADIO STATION. 

Opened 1905. 

Location: Latitude, 29° 57^ N.; longitude, 90° 02^ W. 

Post office: New Orleans, La., west 2 miles (3 miles by road). 

Railroad station: The several stations of New Orleans, west 2 to 3 miles (S. P. 

tracks run into station). 
Land used: 4 acres; part of naval station owned by United States. 
Radio system: 30-kw. arc and 5-kw. spark. 

Generator capacity: 50-kw. motor generator, and kw. motor generator. 
Source and character of power used: Purchased from Algiers R*y and Light 

Co., 3-pha8e, 60-cycle, 2,200-volt a. c, transformed by station to 220 v. 
Type of aerial: 2 aerials, T type. 
Number, height, and type of towers: Two 300-feet self-supporting steel. 
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NEW ORLEANS, LA., RADIO STATION--Contiiiued. 

Number, size, and type of buildings: One operating building, brick 49 by 20 

feet; height to eaves, 12 feet; chief operator's quarters wood, 37 feet 10 inches 

by 25 feet 4 inches; height to ceiling, 11 feet. 
Dormitory, wood, 46 feet 4 inches by 29 feet 4 inches with a L 14 feet 4 inches 

by 10 feet 8 inches; height to ceiling, 11 feet. 
Number of operators quartered regularly: Eight. 

NEWPORT, R. I., GOVERNMENT LANDING. 

Location: Latitude, 41° 29^ N.; longitude, 71° 19^ W. 

Post office: Newport, R. I. 

Railroad passenger station: Newport, R. I., N. Y., N. H. & H. R. R., about } 

mile. 
Telegraph office: Radio, Newport Naval Station; wire, Newport, R. I. 
Land: Purchased January 9, 1904; area, 2.2 acres; cost, $69,850. Septemb^ 19, 

1904, 0.88 acre, cost $36,000. 

NEWPORT, R. I., NAVAL HOSPITAL. 

Location: Latitude, 41° 29^ N.; longitude, 71° 19^ W. Facer Narragansett Bay 

at Third and Cypress Streets, Newport. 
Post office: Newport, R. I. 

Railroad passenger station: Newport, R, I., N. Y., N. H. & H. R. R., about 1 mile. 
Telegrapn office: Radio, Newport Naval Station; Wire, Newport, R. I. 
Land: Area, 15.38 acres; purchases, 5.92 acres in 1909, $22,500; 5.08 acres in 1909, 

$26,050.38; 4.38 acres condemned in 1911, $30,015.65. 

NEWPORT, R. I., RADIO STATION. 

Opened 1903. 

Location: Latitude, 41. 29^ 17'^ N.; longitude, 71. 19^ 44'^ W. On Goat Island, 
Narragansett Bay. 

Post office: Newport, R. I., east one-half mile. 

Railroad station: Newport, R. I., northeast three-quarter mile. 

Land used: Owned by United States (Navy Department Torpedo Station tract). 

Radio system: Spark system, 500 cycles. 

Generator capacity: 5 kw. 

Source and character of power used: Power plant Naval Torpedo Station, New- 
port, Rj I., direct 110 v. 

Type of aerial: Inverted L. 

Number, height, and type of towers: Two; height, 216 feet 2 inches; self-sup- 
porting. 

Number, size, and type of buildings: IJ story, brick, 37 by 37 feet; one building. 

Number of operators quartered regularly: Five. 

NEWPORT, R. i, TORPEDO STATION (GOAT ISLAND). 

Location: Latitude, 41° 29^ N.; longitude, 71° 19^ W. On Goat Island, Narra- 
gansett Bay. 

Post office: Newport, R. I. 

Railroad passenger station: Newport, R. I. Island connects with Newport by 
Government ferry; carrying capacity, 3 vehicles and 300 passengers. 

Telegraph office: Radio, Newport Naval Station; wire, Newport, R. I. 

Land: Area, 23.5 acres; transferred from War Department July 28, 1869. 

NEWPORT, R. I., TORPEDO STATION (ROSE ISLAND). 

Location: Latitude, 41° 29^ N.; longitude, 71° 19^ W. On Rose Island, Narra- 
gansett Bay. 
Post office: Newport, R. I. 
Railroad passenger station: Newport, R. I. 

Teleffraph office: Radio, Newport Naval Station; wire, Newport, R. I. 
Londf: Area, about 14 acres; transferred from War Department October, 1883. 

NEWPORT, R. I., TRAINING STATION. 

Location: Latitude, 41° 31' N. ; longitude, 71° 20' W. On Ck)a8ter Harbor Island^ 

Narragansett Bay; Causeway connection to Newport. 
Post office: Newport, R. I. 
Railroad passenger station, Newport, R. I. 

Telegraph office: Radio, Newport Naval Station; wire, Newport, R. I. 
Land: Area, 109.16 acres. The island was ceded without consideration by the 

State by acts of legislature, 1881 and 1891. 
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NEW YORK, N. Y., MARINE BARRACKS. 

Location: Latitude, 40® 42' N. ; longitude, 73° 59^ W. In navy yard, on Flushing 

Avenue front. 
Land: 6.71 acres; character, hard land. 

NEW YORK, N. Y., NAVAL HOSPITAL. 

Location: Latitude, 40° 42^ N.; longitude, 73° 59^ W. On Flushing Avenue J 

mile east of navy yard. 
Post office: Brooklyn, N. Y. 
Railroad passenger station: New York, N. Y. 
Tel^japh office: Radio and wire: New York Navy Yard. 
Land: Area, 17.02 acres in hospital tract and 1.41 acres in cemetery adjoining. 

Original tract of 33 acres was purchased in 1823, for $7,650. 

NEW YORK, N. Y., NAVY YARD. 

Location: Latitude, 40° 42-^ N.; lonritude, 73° 69^ W. On east shore of East 

River near above the Brooklyn Bridge. 
Post office: Brooklyn, N. Y. 
Railroad passenger station: New York Grand Central Station about 4 miles; 

Pennsylvania R. R. Station about 4 miles. 
Telecraph office: Radio and wire. New York Navy Yard. 
Lana: Area, 122.21 acres hard land, 72.65 acres water, 3.88 acres piers, total, 

198.74 acres. First purchiase, February 23, 1801, 41.93 acrea^ $40,000. 
Berthing space: Linear feet, 14,700; depth of water, 32 ft. m. 1. w. 
Anchorage offshore: Area, 39.75 acres; aepth of water, 33 ft. m. 1. w. 
Fresh-water supply: Source, city of New York; quantity, 50,000,000 c. f. per 

annu;m. 
Electric current: Character, a. c. 3-phase, 60-c.; quantity, 6,000,000 kw. per 

annum; source, central power plant. 
Fuel supply: 

Coal, character, bituminous; storage capacity, 750 tons. 
Oil, character, crude oil in furnaces in bending shop and smithery; storage 
capacity, 27,600 gallons. 
Railroad connection: Direct or by ferry, ferry; name of connecting lines, all 

lines entering New York. 
Steamship connection: Distance to wharves of regular lines, 7 miles; names, all 

lines entering New York. 
Compressed air: Source, central power plant; 3 compressors, 2 at 5,000 ft., 1 at 

2,500 ft. min. 
Locomotive cranes: Nimiber, 13; capacities, 1 at 50 tons, 2 at 40 tons, 2 at 8 tons, 

2 at 15 tons, 1 at 20 tons, 5 at 10 tons. 
Locomotives: Nimiber, 5; types, Baldwin, Vulcan, Porter (3). 
Pile drivers: Number 5; types, 4 land; 1 floating. 
Derricks (floating): Number, 1 land derrick, 1 derrick, 1 anchor hoy; types and 

capacities, cantilever, 125 tons; stiff leg, 5 tons. 
Horses and mules: Nimiber, 32. 
Telephone service: 

Outside connection, number of stations, trunk lines to Central exchange. 
Nsune of company, New York and New Jersey Telephone Company. 
Local yard system, number of stations, 253. 
Average annual cost, 17,700. 
Telegraph service: 

Omce hours, yard office, 9 a. m. to 4.30 p. m. 

Office hours, wireless office, 24-hours; nearest outside night office, Fulton & 
Johnston Streets, Brooklyn, N. Y., J mile. 
Method of disposing ofgarbage: Removed by contractor. 
Character of climate: Temperate. 

Average temperature: Jan., 34.1; Feb., 35.2; Mar., 36.4; Apr., 53.4; May, 57.7; 
June, 66.6; July, 71.1; Aug., 73.7; Sept., 66.2; Oct., 59; Nov., 44; Dec, 31.5. 
Average rise and fall of tide: 4.2 feet. 

NEW YORK, N. Y., RADIO STATION. 

Opened 1903. 

Location: Latitude, 40° 43-^ N.; longitude, 74° W. In navy yard. 

Radio system: Mixed. 

Generator capacity: 5 kw. 

Source and cnaracter of power used: Navy-yard power plant, 120 volt d. c. 
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NEW YORK, N. Y., RADIO STATION^Continued. 
Type of aerial: T. 

Number, height, and type of towers: Two, 180 feet, guyed. 
Number, edze, and type of buildings: One, stucco. 35 feet 3 inches by 25 feet 4 

inches. 
Number of oi>erator8 quartered regularly: Four operators and one yeoman. 

NORFOLK, VA., MARINE BARRACKS. 

Location: Latitude, 36° 5(/ N.; longitude, 7Q^ 18^ W. In navy-yard tract. 

Entrance at Eighth Street and Key Avenue, Portsmouth, Va. 
Post office: Navy-yard station, Portsmouth, Va. 
Railroad passenger stations: Norfolk, Va., about 2 miles; Portsmouth, Va., 

about 1 mile. 
Telegraph office: Radio, Norfolk Navy Yard; wire, Portsmouth, Va. 
Land: About 30 acres in Norfolk Navy Yard. 

NORFOLK, VA., NAVAL HOSPITAL. 

Lacation: Latitude, 36'' 5V N.; longitude, 76** IS'' W. On western shore of Eliza- 
beth River at entrance to Norfolk Harbor north of Portsmouth, Va. 

Post office: Portsmouth, Va. 

Railroad passenger station: Portsmouth, Va. 

Telegraph office: Radio, Norfolk Navy Yard; wire, Portsmouth, Va. 

Land: Area, 76.64 acres hard land; nrst purchase made in 1827, 61 acres; cost, 
$9,000. The present area of the hospital property inside of pierhead lines is 
about 140 acres. 

NORFOLK, VA., NAVY YARD. 

Location: Latitude, 36° 49^ 30'^ N.; longitude, 76° 18^ W. On west shore of 
southern branch of Elizabeth River, adjoining Portsmouth, Va., on the south. 

Post office: Navy-yard station, Portsmouth, Va. 

Railroad passenger station: Norfolk, Va., and Portsmouth, Va. 

Telegraph office: Radio and wire, Norfolk Navy Yard. 

Land: The original site, contariung approximately 16 acres, was purchased in 
1801, for 112,000. In 1826, six additional parcels were added at a cost of $4,401. 
The following year 11 lots were added at a total cost of $18,475. In 1828 and 
1829, three lots were purchased at a cost of $3,746. The streets included within 
these boundaries were purchased from the town of Portsmouth in 1837 at a cost 
of $4,779. The final purchase was made in 1904, and comprised 272.75 acres. 
The cost of this last parcel was $400,000. The present yard has an area of 
360.015 acres divided as follows: Hard land, 263.36 acres; water, 96.655 acres. 

Berthing space: 

Linear feet, 2,600; depth of water, 35 feet at wall and in channel. 
Linear feet 2,800; depth of water, 35 feet in slips and at wharves. 
Linear feet, 1,000; depth of water, 20 feet at moorings. 

Fresh-water supply: Source, Portsmouth, Berkley & Suffolk Water Co.; quantity, 
two 6-inch mains and one 8-inch main. 

Electric current: Character, 2,300-volt, 3-phase; 220 v.; 3-phase; 220v., d. c; 
quantity, 3,800 kw. (generator capacity); source, central power plant. 

Fuel supplv: 

Coal, character, semibituminous; storage capacit , 600 tons. 
Oil, character, fuel oil; storage capacity, 66,000 gsdlons in yard; 1,500,000 gal« 
Ions in tanks at St. Helena. 

Railroad freight connection: Direct; name of connecting lines. Seaboard Air 
Line. All others through Norfolk & Portsmouth Belt Line Ry. 

Steamship connection: Distance to wharves of regular lines, 1 to 2} miles, mostly 
by ferry. 

Compressed air: Source, central power plant; quantity, 8,500 cubic feet per 
mmute. 

Locomotive cranes: Number, 6; capacities, one, 45 tons; one, 40 tons; three, 10 
tons; one, 15 tons. 

Locomotives: Number, 2; types, side rod; saddle tank. 

Cars: five box, 20 flat, 1 dump. 

Pile drivers: Number, 1 floating, 2 land; types, drop hammer. 

Derricks: Number, 2, floating; types and capacities, one 12(V-ton, swing boom; 
one 30,000 pounds rotating; one 150-ton floating derrick under construction. 

Horses and mules: Number, 26; 23 horses, 3 mules. 

Vehicles: Carts, 21; double wagons, 4; single wagons, 2. 
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NORFOLK, VA., NAVY YARD--Ck)ntiiiued. 
Telephone service: 

Outside connection, 6 trunks to Norfolk, 4 to Portsmouth. 

Name of company, The Chesapeake A Potomac Tel. Co. of Va. 

Annual rental, |2,550; operation and maintenance, $4,450. 
Tel^raph service: 

Office hours, yard office, 9 to 4.30. 

Wireless office, continuous; Portsmouth, Va., night office, f mile. 
Method of disposing of garbage: Garbage crematory. 
Character of climate: Mid. 
Average temperature: Jan., 41.1; Feb., 42; Mar., 48.4; Apr., 56.5; May, 66.2; 

June, 74.6; July, 79; Aug., 77.1; Sept., 72; Oct., 61.4; Nov., 51.6; Dec., 43.1. 
Average rise and fall of tide: 2.78 feet. 

NORFOLK, VA., RADIO STATION. 

Opened 1903. 

Location: Latitude, 36** 49^ 36^^ N.; longitude, 76® 17' 43^' W. In northeast 

corner of navy yard. 
Nearest post office: Navy-yard station, Portsmouth, Va., ^ mile SW. 
Nearest railroad station: Portsmouth, Va., Seaboard Air Line, ) mile NW. 
Land used: Owned by United States (included in navy-yard tract). 
Radio system: Composite, Telefunken and Navy. 
Generator capacity: 5 kw. 
Source and character of power used: 3-phase, 220 v., ac. from transformer supplied 

from nav>r-yard power house. 
Type of aerial: Inverted L. 
Number, height, and type of towen: One wooden mast, 180 feet 10 inches; one 

steel tower, 20is feet 2 inches. 
Number, size, and t3rpe of buildings: 1,226 square feet of ground floor in east end 

of building No. 51. 
Number of operators quartered regularly: Four. 
Remarks: One yeoman, 2d class, quartered at station regularly. 
Call: NAM. 

NORFOLK, VA., TRAINING STATION. 

Location: Latitude, 36® 49^ N.; lon^tude, 76® 17'^ W. On east shore of Southern 

Branch of Elizabeth River, opposite. 
Post office: Norfolk, Va. 
Railroad passenger station: Norfolk, Va. 
Telegraph office: Radio, Norfolk Navy Yard; wire, Berkeley, Va., and Norfolk, 

Va. 
Land: Original purchase, about 40 acres in 1846, |2,403.50. In 1900, about 46 

acres, $132,500. Present area, about 91 acres. 

NORTH HEAD, WASH., RADIO STATION. 

Opened February, 1907. 

Location: Latitude, 46*» 17^ 57^^ N.; lon^tude, 124° 04^ 48^^ W. 

On Pacific coast, 19 miles north of Astoria, Oreg. 

Post office: Ilwaco, east 2 miles. 

Railroad station: Ilwaco, east 2 miles. Ilwaco is on Oregon-Washington Railroad 

and Navigation Co. line, 5 miles by steamer, thence 14 miles by rail north of 

Astoria, Oreg, 
Land used: 1.7 acres (about 250 by 250 feet), owned by United States. 
Radio system: Telefunken Trans.; Telefunken & Wireless Specialty Co., I. P. 76 

1914 type receiving; also ultraaudion detector used in connection. 
Generator capacity: 10 kw. 
Source and character of power used: 25 h. p. Union gasoline engines; duplicate 

machines. 
Tyx>e of aerial: Inverted L. (Modified to suit one mast; might call it a diagonal 

aerial now.) 
Number, height, and type of towers: One, 300 feet, wood, sectional. 
Number, size, and tjrpe of buildings: One wood frame used as operators' dwell- 
ing; one power house. (Three small sheds, n^ligible in value.) 
Number of operators quartered r^ularly: One chief, four operators, one cook, one 

yeoman. (At present one operator in addition to the above, due to considerable 

traffic during break in cable.) 
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NORTH TRURO, MASS., RADIO STATION. 

Opened November, 1903. 

Location: Latitude 42'' 02^ 22^^ N.; longitude, 70^ 03^ 54^' W. 

Poet office: North Truro, Maes., SW. li miles. 

Railroad station: North Truro, New York, New Haven & Hartford Railroad, 
SW. 1} miles. 

Land used: About \ acre, owned by United States, Lighthouse Bureau. 

Radio system: Telefunken. 

Generator capacity: 4 kw. 

Source and character of power used: 7 hp., oil engine and 120 storage batteries. 

Type of aerial: Bellini-Tosi antenna. 

Number, height, and tjrpe of towers. One, 185 feet, ship t3rpe, wood. Number, 
size, and type of buildings. Four buildings — one frame, 29 by 27 feet, wire- 
less station and quarters; on? frame, 19 by 14 feet, power house; one brick, 
16 b> 11 feet, oil house; one brick, 9 by 9 feet, general stores. 

Number of operators quartered r^ularly: Four. 

Remarks: Oil house loaned by United States Department of Commerce, Light- 
house Bureau. Land is part of Highland Light Reservation. 

OLONGAPO, P. I., NAVAL STATION. 

Location: Latitude, 14° 49^ N.; longitude, 120° 17^ E. 

Post office: Olongapo, P. I. 

Railroad passenger station: Florida Blanca, N. E. 20 miles. 

Telegi^ph office: Radio and wire, Olongapo Naval Station. 

Land: Area, 39,755.5 acres; reserved by Executive order, November 26, 1902. 

Berthing space: 

Linear feet, 637; depth of water, 30 to 32 ft. m. 1. w. 
Linear feet, 422; depth of water, 25 to 28 ft. m. 1. w. 
Linear feet, 72; depth of water, 13 to 20 ft. m. 1. w. 
Anchorage offshore: Area, 15 sauare miles; depth of water, 30 to 100 ft. m. 1. w. 
Fresh-water supply: Source, Mabayuan River; quantity, 1,000,000 gallons per 

24 hours. 
Electric current: Character, 110-220 volts, 3-wire system; quantity, 2,00# 

amperes at 220 volts, total 500 kilowatts. Source, six generators driven by 

two engines, horizontal, tandem connection, \\^ by 19^ oy 14 inches and one 

engine, vert, cross compr'n. 
Fuel supply: Coal, character, bituminous; storage capacity, normal, 15,000 tons 

at coaling plant. 
Railroad connection: Direct or by ferry, naval ferry to Cavite and one steamship 

company running boats to Manila; name of connecting line, Yangco Steamship 

Co. 
Steamship connection: Distance to wharves of regular lines (Manila), by boat, 

75 miles; names, Army transport. Pacific Mail, T. K. K., and other lines. 
Compressed air: Source, steam-driven compressor in power plant; quantity, 1,200 

feet free air per minute. 
Locomotive cranes: Number, 2; capacities, 75 h. p., at coaling plant, 3^ tons at 

35 feet radius, 10 tons at 10 feet radius. 
Locomotives: Number, 2; types, one 24-inch gauge, donkey (old Spanish); one 

3 foot 6 inch gauge, New Fomev type. 
Pile drivers: Number, 2; tjrpes, drop nammer, 1 land, 1 floating. 
Derricks: Number, one 20-ton; types and capacities, floating, revolving boom. 
Shears: Number, one 100-ton, one 2^ton; capacities and locations, Spanish, 

land, not erected; floating, timber spars. 
Dredges: Number, 1; type and capacity, peel bucket (orange peel). 
Horses and mules: Number, 6 muies, 3 horses, and 1 colt. 
Telephone service: 

Outside connection, number of stations, none. 

Local yard system, number of stations, 118 phones, 1 central; average annual 
cost, $4,069.18. 
Tel^raph service: 

Office hours, yard office, week days, 8 a. m. to 12 m., 2 to 7 p. m.; holidays 

and Sundays, 8 to 10 a. m., 4 to 5.30 p. m. 
Office hours, wireless office, continuous; nearest outside night office, Manila. 
Method of disposing of garbage: Buried. 
Character of climate: Warm and wet July to October; warm and dry Nov. to 

Feb.; hot and dry March to June. 
Average temperature: Jan., 81.32; Feb., 81.27; Mar., 83.69; Apr., 85.87; May, 

83.01; June, 85.69; July, 81.09; Aug., 81.16; Sept., 80.44; Oct., 83.62; Nov., 

83.93; Dec., 83.17. 
Average rise and fall of tide: About 3.5 feet. 
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OLONGAPO, P. L, RADIO STATION. 

Opened, 1911. 

Location: Latitude, 14*» 49' N.; longitude, 120* 17' E. 

Post office: Olongapo, P. I. 

Railroad station: Florida Blanca, N. £. 20 miles. 

Land: Owned bv United States (on naval station tract). 

Radio system, Telefunken. 

Generator capacity: Two 2 kw. each. 

Source and character of power used: Naval station power plant 110-220 d. c. 

Type of aerial: Flat top. 

Number, height, and type of towers: Two, 267.3 feet and 126.5 feet, guyed. 

Number, size, and type of buildings: Four, wood, with rubberoid roots. 

Number of operators quartered regularly: Five. 

Call: NAN. 

PACinC COAST TORPEDO STATION. 

Location: Latitude, 47° 42' N.; longitude, 122° 37' W. On Dogfish Bay, off Port 
Orchard Inlet, about 11 miles nqrth of the navy yard, Puget Sound. 

Post office: Key port, Wash. 

Railroad passenger station: Seattle, Wash., about 27 miles southeast. 

Telegraph office: Radio and wire, Puget Sound Navy Yard. 

Land: Area, 83.38 acres upland, 128.9 acres water, and 41.75 linear feet under- 
water land; cost, $49,960.75. 

PEARL HARBOR, HAWAD, BISHOPS POINT RESERVATION. 

Location: Latitude, 20° 20^ N.; longitude, 157° 58' W. On east shore of Pearl 
Harbor Channel about 1 mile below naval station. Area, 12 acres. 

PEARL HARBOR, HAWAH, FORD ISLAND RESERVATION. 

Location: Latitude, 20° 21' N.; longitude, 157° 58 ' W. Consists of a strip along 
the southeast shore of Ford Island, opposite naval station, acquired to control 
southeast loch. Area, 24.5 acres. 

PEARL HARBOR, HAWAE, NAVAL MAGAZINE. 

Location: Latitude, 20° 21' N. ; longitude, 157° 58' W. On Kuahua Island, about 

1,000 feet off shore, northeast of naval station. 
Land, 51.54 acres, acquired by purchase. 

PEARL HARBOR, HAWAD, NAVAL STATION. 

Location: Latitude, 21° 21' N.; longitude, 157° 58' W. In Pearl Lochs, about 

4 miles from sea and 10 miles from Honolulu by water. Channel to sea, 30 feet 

at m. 1. w.; dredged at cost of $3,347,975.25. 
Post office: Pearl Harbor, Hawaii. 
Railroad passenger station: Puuloa, Hawaii, 1 mile. 
Telegraph office: Radio, Pearl Harbor Naval Station. Cable, Honolulu. 
Land: 619.83 acres hard land. 22 acres marsh. 
Berthing space: 1,740 feet; depth of water, 35 ft. m. 1. w.; and 1,800 feet, 16 

m. 1. w. 
Fresh-water supply: Source, Moanalua Naval Station well; quantity, 1,000,000 

gallons per day. 
Electric current: Character, alternating current at 2,300 volts; source, naval 

station power plimt; quantity, 1,500 kw. 
Fuel supply: 

Coal, character, bituminous; storage capacity, 200,000 tons in mechanical 

?lant. 
, character, fuel; storage capacity. 10,290,000 gallons 

Railroad connection: Direct with Oahu Railway & Land Company. 3-ft. ^uge. 

Steamship connection: Dbtance to wharves of regular lines, 7 miles by rail and 
10 miles by water from Pearl Harbor; names. Oceanic, Toyo Kisen Kaisha, 
American-Hawaiian, Canadian- Australian, Matson Navi^tion Company. 

Compressed air: Source, power plant; quantity, 3,000 cubic feet per minute. 

Locomotive cranes: Number, 10; capacities, 15 tons. 

Floating crane: 1, 150 tons, bridge tjrpe. 

Locomotives: Number, 10; types, saddle tank, oil burning; four-wheel connected; 
six of standard gauge and three of 36-inch gauge. 

Pile drivers: Number, 1; types, floating, wood. 

Derricks: 1, 15-ton stiff leg; 1, 10- ton floating. 

Horses and mules: Number, 1 horse; 8 mules. 
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PEARL HARBOR, HAWAII, NAVAL STATION-<0ontinued. 
Telephone service: 

Outside connection, Number of stations, 3. 

Name of company, Mutual Telephone Co. (Ltd.); average annual cost, 

$771.45. 
Local yard system, number of stations, 58. 
Telegraph service: Office hours, wireless office, all hours; nearest outside ni^ht 
office, 8 miles from Pearl Harbor; Pacific Commercial Cable Co., Federal Wire- 
less, Marconi Wireless Co.'s. 
Method of disposing of garbage: Hauled by yard labor to yard dump. 
Character of climate: Subtropical. 
Average temperature: Jan., 70; Feb., 69; Mar., 71; Apr., 73; May, 76; June, 78; 

July, 78; Aug., 79; Sept., 79; Oct., 77; Nov., 75; Dec. 71. 
Average rise and fall of tide: 1} feet. 

PEARL HARBOR, HAWAII, RADIO STATION. 

Will be opened about July, 1916. 

Location: Latitude, 21* 2(K 46^^ N., longitude, 157* 57' 56.4^' W. 

Post office: Pearl Harbor, Hawaii, E. 4,700 feet by road. 

Railroad station: Puuloa, Hawaii, S£. 2 miles by mad. 

Land used: Four acres, owned by United States, Navy Department. 

Radio system: Federal-Poulsen, arc. 

Generator capacity: Two 500 kw. each. 

Source and character of power used: Naval station, power plant, 2,300 volts, 

60-cycle, alternating current. 
Type of aerial: Unknown. 

Number, height, and type of towers: Three, 600 feet, steel. 
Number, size, and type of buildings: Chief operator's quarters, 64 feet by 37 

lei 1 10 inches, wood; power house, 55 feet 4 inches by 39 feet 1 inch, concrete; 

operating building, 47 by 26 feet, concrete. 

PEARL HARBOR, HAWAH, WAIPIO POINT RESERVATION. 

Location: Latitude, 20° 20^ N.; longitude, 157® 58^ W. On west shore of Pearl 
Harbor Channel about 2,000 feet oelow naval station. Area, 50 acres. 

PEKING, CHINA, MARINE GUARD. 

Location: Latitude, 39° 54' N.; longitude, 116° 28' E. 

Post office: Peking, China (marine detachment, American l^ation). 

Railroad passenger station: Hsichih Station, Peking-Kalgan line, 6 miles distant. 

Telegraph office: Radio, naval radio station, Peking (NPP); cable address, 
Marguard, Peking. 

Land: The Chinese Government has agreed that the quarter occupied by the 
legations shall be considered as one specially reserved for their use and placed 
under their exclusive control, in which Chinese shall not have the right to 
reside and which may be made defensible. The limits of this quarter have 
been fixed as follows on the annexed plan (Annex No. 14): On tne west, the 
line 1, 2, 3, 4, 5; on the north, the line 5, 6, 7, 8, 9, 10; on the east, Ketteler 
Street (10, 11, 12). Drawn along the exterior base of the Tartar wall and fol- 
lowing the line of the bastions, on the south the line 12.1. In the protocol 
annexed to the letter of the 16th of January, 1901, China recognized the right 
of each power to maintain a permanent guard in the said quarter for the defense 
of its legation. (Art. VII, final protocol entered into between the plenipo- 
tentiaries of various powers at the conclusion of the so-called "Boxer" troubles 
in 1900, p. 2010, S. Doc. 367, 6l8t Cong., 2d sess. Govt. Printing Office, 1910.) 

PENSACOLA, FLA., NAVY AERONAUTIC STATION. 

Location: Latitude, 30*» 21^ N.; longitude, 87*^ 16^ W. 

Post office: Warrington^ Fla. 

Railroad passenger station: Pensacola, Fla., L. <& N. R. R., 9 miles north. 

Telegraph office: Radio and wire, Pensacola Navy Yard. 

Land: Acquired by purchase in 1828; original area, 4,291 acres; present area. 

2,416 acres, of which 2,300 is hard land, 103 marshland, and 12 water; area of 

station proper, 74.75 acres. 
Former navy yard was closed by order of Secretary August 31, 1911 (Bureau 

file 8590-87). Navy Aeronautic Station estabHshed by order November 16, 

1914 (Dept. file 10381-34). 

33861—16 3 
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PENSACOLA, FLA., NAVY AERONAUTIC OTATION-<:;ontinued. 
Berthing space: 

Linear feet, 175, center wharf; depth of water, 15 to 20 ft. m. 1. w. 
Linear feet, 970, permanent wharf and crib; depth of water, 29 ft. m. 1. w. 
Linear feet, 260, S. W. coal wharf; depth of water, 18 ft. m. L w. 
Linear feet, 600, W. B. wharf; depth of water, 25 to 27 ft. m. L w. 
Anchorage offshore: Area: 1) sciuare miles; dei>th of water, 30 ft. m. 1. w. 
Fresh-water supply: Source, cisterns, roof drainage; also wells; quantity, rain, 

40,000 gallons per annum; wells, 300,000 gallons per diem. 
Electric current: Character, direct; also a. c, purchased from Pensacola Electric 

Co.; quantity, 250 kw. direct; source, steam electric generators. 
Fuel supply: Coal, character, bituminous; storage capacity, 330 tons in powerhouse. 
Railroad connection: Direct or by ferry, direct; name of connecting line, Pensa- 
cola Electric Co. 
Steamship connection: Distance to wharves of regular lines, 5 miles; name, 

Pensacola, St. Andrews & Gulf S. S. Co. Tarpon. 
Compressed air: Source, steam; quantity, 300 cubic feet per minute. 
Derricks: Number, 1; t^rpes and capacities, pillar crane, 30 tons. 
Telephone service: Outside connection, number of stations, 38; name of company. 

Southern Bell Telephone Co.; average annual cost, $446. 
Tel^aph service: 

Office hours, wireless office, continual; nearest outside night office, Pensacola, 
Fla. 
Method of disposing of garbage: Cremiation. 
Character of climate: Temperate. 
Average temperature: 

1915— Jan., 58.8; Feb. 59.9; Mar., 60.6; Apr., 72.7; May, 81.6; June, 88.3. 
1914— July, 87.4; Aug., 85.9; Sept., 82.8; Oct., 75.4; Nov., 66.6; Dec, 58.1. 
Average rise and fall of tide: 1.4 feet. 

PENSACOLA, FLA., RADIO STATION. 

Opened 1914. 

Location: Latitude, 30° 20^ 49^ N.; longitude, 87° 16^ 6^ W. 

Post office: Warrington, Fla. 

Railroad station: Pensacola, Fla., Louisville & Nashville Railroad 9 miles NE. 

Land used: Owned by United States (on Navy Aeronautic Station tract). 

Radio system: ^yi^ele8s Improvement Co. 

Generator capacity: 2 kw. 

Source and character of power used: Station power plant, 110 volt d. c, with 

provision for connection to city plant. 
Type of aerial: Inverted L. 

Number, b eight, and type of towers : T wo, 180 feet and 156 feet, guyed 200 feet apart. 
Number, size, and type of buildings: One, wood. 
Number of operators quartered r^fularly: Four. 

PETROLEUM RESERVE NO. 1, CAL. 

Location: Latitude, 35° 15^ N.; longitude, 119° 30' W. About 30 miles south of 

west of Bakersfield, Cal. 
Land: 

Memorandum showing area of naval petroleum reserves in California as it ap- 
pears in data of oil lands in Staf£ of California furnished by the General Land 
Office. 

SUMMARY OP NAVAL PETROLEUM RESERVE LANDS. . 

Acres. 

Patented to Southern Pacific R. R. Co 26, 152. 96 

Patented to mineral claimants 1, 440. 52 

Patented to desert land claimants 176. 16 

School land sections 16 and 36 3, 252. 39 

Total patented (including school sections) 31, 022. 03 

Pending mineral applications: 

Adverse proceedings ordered 24 . . 7, 264. 38 

Clearlisted (unpatented) 12.. 2,080.00 

Awaiting special agent reports 3 . . 640. 00 

Pending other actions __4 . . f , 921. 46 

Total area segregated 43 11,905.84 

Total area unentered 25, 313. 50 

Total area reserved 68, 241. 37 
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PETROLEUM RESERVE NO. 2, CAL. 

Location: Latitude, 35° 15^ N.; longitude, 119° 30^ W. Adjoins Petroleum 

Reserve No. 1. 
Land: See Petroleum Reserve No. 1. 

PETROLEUM RESERVE NO. 3, WYOMING. 

Location: Latitude, 43° 2(K N.; Longitude, 106° 15^ W. In Natrona County, 

about 30 miles north of Casper, Wyoming. 
Area, 9,481 acres, reserved by Executive Order April 30, 1915. 

PmLADELPHU, PA., CEMETERY. 

Location: Latitude, 39° 56^ N.; longitude, 75° IV W. 
Land: See Philadelphia Naval Home. 

PHILADELPHU, PA., MARINE SUPPLY DEPOT. 

Location: Latitude, 39° 55^ N.; longitude, 75° 10^ W. At No. 1100 South Broad 

Street, Philadelphia. 
Poet office: Philadelphia, Pa. 
Railroad passenger station: Philadelphia, Pa. 

Telegraph office: Radio, Philadelphia Navy Yard; wire, Philadelphia, Pa. 
Land: Original plat purchased in October, 1903, square feet, $57,000; second 

purchase in 1907, square feet, $68,250; third purchase in 1908, square 

feet, $12,300; fourth purchase in 1910, square feet, $9,000; present area, 

.746 acre. 

PHILADELPHIA, PA., NAVAL HOME. 

Location: Latitude, 39° 56^ N.; longitude, 75° 11^ W. At Twenty-fourth Street 
and Grays Ferry Road, Philadelphia. 

Post office: Philadelphia. 

Raihoad passenger station: Philadelphia, P. R. R. Broad Street Station, IJ miles. 

Telegraph office: Radio, Philadelphia Navy Yard; wire, Philadelphia. 

Land: Original site, purchased August 29, 1826, for $16,352.91, contained about 
24 acres. Two acres our of this plat have been sold at different periods for a 
total sum of approximately $21,000. The Government also, December 13, 
1844, purchased ^ of an acre at a cost of $3,083.25, and December 13, 1864, 
bought a burial plot in Mount Moriah Cemetery of 10 acres 15.5 perches for 
$9,500. The total present acreage is approximately 20.5 acres in the Home 
grounds and 10 acres in the cemetery. 

PHILADELPHIA, PA., NAVAL HOSPITAL. 

Location: Latitude, 39° 56^ N.; longitude, 75° 11^ W. Adjoins Naval Home, 

Philadelphia. 
Land: Included in Naval Home tract. 

PHILADELPHU, PA., NAVY YARD. 

Location: Latitude, 39° 54^ N.; longitude, 75° 11^ W. On League Island, in 
Delaware River, at south end of Broad Street. 

Post office: Philadelphia, Pa. 

Railroad passenger station: Philadelphia, P. R. R. Broad Street Station, 4 miles. 

Telegraph office: Radio and wire, Philadelphia Navy Yard. 

Lana : Acquired in 1868, by deed from the city of Philadelphia to the Grovemment ,^ 
of 881 acres of land, for a consideration of $1. To this has been added 42 acres 
of reclaimed land, making the total area of the present yard 923 acres, divided 
as follows: Hard Land, 489 acres; marsh, 165 acres; water, 269 acres. 

Berthing space: 

Linear feet, 5,300: depth of water, 31 ft. m. 1. w. 
Linear feet, 8,300: depth of water, 30 ft. m. 1. w. 
Linear feet, 1,800: depth of water, 20 to 28 ft. m. 1. w. 

Anchorage offshore: Area, 107 acres; depth of water, 24 to 30 ft. m. 1. w. 

Fresh-water supply: Source, city of Philadelphia; quantity, 13,656,130. 

Electric current: Character, direct current and alternating current; quantity, 
6,381,911 kw. hours; source, power plant, building No. 22. 

Fuel supply; 

Coal, character, anthracite and bituminous; storage capacity, 4,100. 
Oil, character, mineral and fuel; storey capacity, 52,000 gallons. 

Railroad connection: Direct or by ferry, direct; name of connecting lines, Penn- 
sylvania Railroad. 

Steamship connection: Distance to wharves of regular lines, 6 miles; names, 
American: Red Star: Atlantic Transport: Hamburg- American; Holland-Ameri- 
can: Merchant & Miners: Boston & Philadelphia; Clyde; Allan; Cosmopolitan; 
Philadelphia & Transatlantic: Philadelphia-Manchester. 
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PHILADELPHIA, PA., NAVY YARD— Continued. 

Compressed air: Source, air compressors in building No. 22; quantity, 463,989,203 

cubic feet. 
Locomotive cranes: Number, 10; capacities, four 10-ton, five 15-ton, one 40-toii. 
Locomotives: Number, 3; types, four-wheeled switching engines. 
Pile drivers: Number, 3; types, 1 water machine, 2 land machines. 
Derricks: Number, 1; types and capacities, floating, 20 tons. 
Shears: Number, 1; capacities and locations, 100 tons, pier No. 1. 
Horses and mules: Number, 21 horses. 
Telephone service: 

Outside connection, number of stations, Bell Telephone Co., 67; Keystone 

Telephone Co., 32. 
Name of company. Bell Telephone Co., average annual cost, $16.60; Key- 
stone Telephone Co., average annual cost, $15.37. 
Local yard system, number of stations, 224; average annual cost, $7.37. 
Telegraph service: 

Office hours, yard office, 8.45 a. m. to 4.15 p. m. 

Office hours, wireless office, continuous, day and night; nearest outside night 
office, 4 miles. 
Method of disposing of garbage: Removal from yard by private party without 

expense to the Government. 
Character of climate: Temperate. 

Average temperature: Jan., 36.6; Feb., 38.8; Mar., 38.7; Apr., 57.3; May, 60.8; 
June, 69.6: July, 74.2: Aug., 76.2; Sept., 67.2; Oct., 61.2; Nov., 46.2; Dec., 33.3. 
Average rise and fall of tide, 5.6 feet. 

PHILADELPHU, PA., RADIO STATION. 

Opened December, 1907. 

Location: Latitude, 39^ 54^ N.; longitude, 75° 11^ W. 

Post office: Navy yard, Philadelphia, Pa., i mile north. 

Railroad station: Philadelphia, Pa., Broad Street Station, north 5 miles. 

Land used: Owned by United States (included in navy-yard tract). 

Radio system: Wireless Specialty Apparatus Co. 

Generator capacity: 5kw. 

Source and character of power used: Navy yard, Philadelphia, power station, d. c. 

Type of aerial: T. 

Number, height, and type of towers: Two smokestacks, 155 feet. 

Number, size, and type of buildings: One frame one-story, about 18 by 30 feet. 

Number of operators quartered regularly: Four. 

Call: NAT. 

PICHILINQUE, MEXICO, FUEL PLANT. 

Location: Latitude, 24*» 10^ N.; longitude, 110° 10^ W. On Island of San Juan 
de Nepomuceno, opposite the harbor of Pichilinque, in the Bay of La Paz, 
Lower California, Mexico. 

Post office: La Paz, Baja, California, Mexico. 

Railroad passenger station: Pichilinque, Mexico, about 7 miles. 

Telegraph office: Wire, La Paz, Mexico. 

Land : Originally occupied in 1866 by permission of governor of Lower CaUfomia 
to the Ajnerican consul at La Paz, December 3, 1866. Plant is in charge of a 
custodian, Mr. Louis Black, appointed by the Secretary of the Navy July 17, 
1907. 

PORT ARGUELLO, CAL., RADIO STATION. 

Opened February, 1906. 

Location: Latitude, 34° 35^ N.; longitude, 120° 39^ W. 

Poet office: Lompoc, Cal. N. 10° E. 7i statute miles. 

Railroad station: Lompoc Junction, Cal. N. 10° E. 7i statute miles. 

Land used: 1 acre, owned by United States (lighthouse reservation). 

Radio system: Navy. 

Generator capacity: 2 k. w. 

Source and character of power used: One 10 h. p. and one 15 h. p. gasoline 

engine. 
Type of aerial: Stanting. 

Number, height, and type of towers: One 186-foot sectional. 
Number, size, and type of bulidings: Four frame— one 48 by 38 feet, one 20 by 30 

feet, one 24 by 18 feet, one 8 by 10 feet. 
Number of operators quartered r^;ularly: 4 operators, 1 cook. 
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POINT ISABEL, TEX., RADIO STATION. 

Location: Latitude, 26° 4' 3(K^ N.; longitude, 97° 12^ 3(K^ W. 

Post office: Point Isabel, Tex. 

Railroad station: Point Isabel, Tex., 1,500 feet Rio Grande Railway (narrow 

gauge); Brownsville, Tex., 22 miles (standard gauge). 
Land used: 22 acres, owned by United States; purchased September 9, 1914, 

$2,100. 
Radio system: 30 kw. arc and 5 kw. quenched gap. 
Generator capacity: 50 kw. 
Source and character of power used: Oil engine driven d. c. generator and storage 

battery. 
Type of aerial: T. 

Nmnber, height, and type of towers: Two, 300 feet, self-supporting, steel. 
Number, size, and type of buildings: Brick power house, 30 feet 2 inches by 34 

feet 2 inches; heignt to eaves, 18 feet 10 inches; operator's qiiarters, wood, 

44 feet 10 inches by 46 feet 10 inches; height to eaves, 13 feet 3 incnes. 
Number of operators quartered re^larly: Eleven. 
Remarks: Buildings and installation not completed; station not yet in operation 

(March 11, 1916). 

POINT LOMA, CAL., RADIO STATION. 

Opened December, 1906. 

Location: Latitude, 32° 40^ 30^^ N.; lon^tude, 117° 15^^ W. 

Post office: Point Loma, Cal., north 2 miles. 

Railroad station: San Diego, Cal., Santa Fe northeast 9 miles. 

Land used: 600 by 400 yards, owned by United States. 

Radio system: Federal and Telefunken. 

Generator capacity: 35 kw. primary, 5 kw. secondary. 

Source and character of power used: Alternating current; San Diego Consoli- 
dated Gas and Elec. Co. 

Type of aerial: T. 

Number, height, and type of towers: Four; two 300 feet, two 150 feet; two sec- 
tional, 2 ship typ3. 

Number, size, and type of buildings: Dormitory, 39 by 40 feet; dwelling, 16 by 
24 feet; power house, 31 by 20 feet; coal house, 7 by 10 feet; oil house, 10 by 
6J feet; bam, 24} by 11 feet; cottage, 30 by 24 feet; arc room, 6 by 16 feet; 
power house polusen, 12 by 15 feet; operating house, 16 by 24 feet. Wooden 
frame and corrugated iron. 

Number of operators quartered regularly : Twelve. 

PORTLAND, MAINE, RADIO STATION. 

Opened 1903. 

Location: Latitude, 43° 33^ 58^^ N.; longitude, 70° 12^ 00^^ W. 

Post office: Portland, north, distant 9 miles. 

Railroad station: Portland, north, distant 9 miles. 

Land used: 2 acres, owned by United States (Department of Commerce, Light- 
house Service). 

Radio system: Composite. 

Generator capacity: 4 kw. 

Source and character of power used: Kerosene-oil engine in conjunction with dy- 
namo and storage battery. 

Type of aerial: Inverted L. • 

Number, height, and type of towers: Two, guyed masts, 130-foot. 

Nmnber, size, and type of buildings: Three frame buildinp, viz, office, 25 by 28 
feet; power house, 13^ by 18i feet; coal shed, 10 by 12 feet. 

Number of operators quartered regularly: Three. 

PORT ROYAL, S. C, MARINE RECRUIT DEPOT. 

Location: Latitude, 32° 21^ N.; longitude, 80° 40^ W. On Paris Island, in Beau- 
fort River, about 10 miles from the sea. 

Post office: Port Royal, S. C, NNW. 2i miles. 

Railroad passenger station: Port Royal, S. C, Charleston & Western Ry. 

Teleeraph office: Radio and wire. Port 'Roy^l Marine Recruit Depot. 

Land: Hard land, about 58 acres; marsh about 20 acres; acquired by purchase 
December 2, 1883, June 27 and July 25, 1899, and by decree of court December 
3, 1898; cost, 114,687.49. December 28, 1901, a lot on Grayson's Hill, } mile 
from the station, containing 0.129 acre, was purchased for $2,467.36, for locating 
wells. Was formerly a naval station. Was assigned to the Marine Corps by 
department October 28, 1915 (department file 28267-393>. 
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PORT ROYAL, S. C, MARINE RECRUIT DEPOT-Continued. 

Berthing space: Linear feet, steel wharf, 420; depth of water, 22 ft. m. L w. 

Anchorage offshore: Area, 950,334; depth of water, 22 ft. m. 1. w. 

Fresh-water supply: Source, wells; quantity, 240,000 gallons per day and 140,000 

gallons in cisterns. 
Electric current: Character, direct, 110-220- volt, 3-wire; quantity, total capacity, 

140 kw.; source, yard plant. 
Fuel supply: Coal, character, bituminous; storage capacity, none. 
Railroad connection: Direct or by ferry, by ferry; name of connecting lines, 

Charleston & Western Carolina Railway Co. 
Steamship connection: Distance to wharves of regular lines, station wharf 46 

miles by water, 79 miles by rail ; names, Beaufort & Savannah Line, at station 

wharf; Merchants & Miners Transportation Co., and Ocean Steamship Co., at 

Savannah. 
Marine railways: Number, 1; capacity, 10 tons. 
Horses and mules: Number, 1 mule. 
Telephone service: 

Outside connection, number of stations, long-distance ser^vdce, one exchange. 
Name of company, Home Telephone Co.; average annual cost, $400. 
Local yard system, number of stations, 25; average annual cost, $10. 
Method of disposing of garbage: Temporary incinerator. 
Character of climate: Semitropical. 
Average rise and fall of tide: 6i feet. 

PORT ROYAL, S. C, RADIO STATION. 

Opened February 18, 1913. 

Location: Latitude, 30° 20^ N.; longitude, 80° 42^ W. 

Nearest post office: Paris Island, S. C, on reservation. 

Nearest railroad station: Port Royal, S. C, north 3 miles. 

Land used: Owned by United States (included in Marine Recruit Depot tract). 

Radio system: Spark. 

Generator capacity: 5kw. 

Source and character of power used: Recruit depot plant, 220 v. d. c. 

Type of aerial: Inverted L. 

Number, height, and type of towers: One, 95 feet, water tank. 

Number, size, and type of buildings: One room 20 by 22 feet, approximately, 

in Marine Barracks. 
Number of operators quartered regularly: One. 
Remarks: Two private marines detailed as operators in radio station. One end 

of aerial secured to small mast on roof over radio station. 

PORTSMOUTH, N. H., NAVAL HOSPITAL. 

Location: Latitude, 43° 05^ N.; longitude, 70° 44^ W. On navy-yard tract. 

Post office: Portsmouth, N. H. 

Railroad passenger station: Portsmouth, N. H., 2 miles; Kittery, Me., J mile. 

TeleCTaph office: Radio and wire, Portsmouth Navy Yard. 

Land: See navy yard. 

PORTSMOUTH, N. H., NAVY YARD. 

Location: Latitude, 43° 05^ N. ; longitude, 70° 45^ W. On navy yard or Seavey's 

Island, in Portsmouth Harbor, about 4 miles from the sea. 
Post office: Portsmouth, N. H., SW. about 1 mile. 

Railroad passenger station: Portsmouth, N. H., 1 mile; Kittery, Me., i mile. 
Telegraph office: Radio and wire, Portsmouth Navy Yard. 
Land: Area, 208 acres; Dennett's Island, containing 58 acres, purchased June 12, 
1800, $5,500; Seavey's Island, containing 105 acres, purchased September, 
October, and November, 1866, $105,000. These islands were formerly separate 
but were joined by accretions and filling. 
Berthing space: 

Linear feet, 850; depth of water, 15 ft. m. 1. w. 
Linear feet, 350; depth of water, 23 ft. m. 1. w. 
Linear feet, 2,600; depth of water, 30 ft., and over, m. 1. w. 
Anchorage offshore: Area, ample; depth of water, 36 to 60 ft. m. 1. w. 
Fresh- water supply: Source, Kittery Water District, from Folly Pond, York, Me., 

gravity system; quantity, ample. 
Electric current: Character, direct ciurent; quantity, 2,300 kw.; source, engine 

driven. 
Fuel supply: 

Coal, character, anthracite and bituminous; storage capacity, 10,000 tons. 
Oil, character, fuel oil and gasoline; storage capacity, 20,000 gallons. 
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PORTSMOUTH, N. H., NAVY YARD— Oontinued. 

Railroad connection: Direct or by ferry, direct; name of connecting lines, Boston 

& Maine R. R. 
Compressed air: Source, 2 air compressors; quantity, 5,280 cubic feet per minute. 
Locomotive cranes: Number, 3; capacities, 5, 15, and 40 tons. 
Locomotives: Number, 2; types, yard, switching engines. 
Pile drivers: Number, 1; types, steam or air driven. 
Derricks: Number, 2; types and capacities, 1 floating, 20 tons. 
Shears: Number, 1; capacities and locations, 100-ton, near coal plant. 
Horses and mules: Number, 10. 
Telephone service: 

Outside connection, number of stations, 122. 

Name of company. New Eng. Tel. & Tel. Co. ; average annual cost, $8.53. 
Local yard system; number of stations, 122; average annual cost, |8.53. 
TeloCTaph service: 

Office hours, yard office, 9 a. m. to 4.30 p. m.; otherwise forwarded by 

telephone. 
Office hours, wireless office, 24 hours daily; nearest outside night office, Ports- 
mouth, N. H. 
Method of disposing of garbage: Crematory and taken by private parties. 
Character of climate: Temperate. 
Average temperature: Jan., 19; Feb., 18; Mar., 31; Apr., 43; May, 56; June, 64; 

July, 69; Aug., 69; Sept., 63; Oct., 54; Nov., 43; Dec, 25. 
Average rise and fall of tide: 8.01 feet. 

PORTSMOUTH, N. H., RADIO STATION. 

Opened 1904. 

Location: Latitude, 43° 4' 33'^ N.; longitude, 70° 44^ (/' W. 

Post office: Portsmouth, N. H., IJ miles. 

Railroad station: Portsmouth, N. H., 1} miles; navy yard station, Kittery, Me., 
1 mile. 

Land used: Owned by United States (on navy yard tract). 

Radio system: Telefunken. 

Generator capacity: 2 kw. 

Source and character of power used: Navy yard; direct current, 120 volts, oper- 
ating motor generators supplying 220 volts, alternating current. 

Type of aerial: T. 

Number, height, and type of towers; two; one 185 feet; one 215 feet; guyed masts. 

Number, size, and type of buildings: Two; operating building, one story, 14 by 
17 feet inside; motor generator room 5 by 5 feet, frame building; living quarters, 
36 by 20 feet, two stories, brick. 

Number of operators quartered regularly: Four. 

Remarks: Operating office located 300 yards from radio quarters. 

PU6ET SOUND, WASH., NAVAL MAGAZINE. 

Location: Latitude, 47** 35^ N. ; longitude, 122° 42^ W. On west shore of Ostrich 
Bay, about 3 J miles (air line) northwest from navy yard. 

Post office: Bremerton, Wash., SW. 3} miles. 

Railroad passenger station: Seattle, Wash., east about 20 miles. 

Telegraph office: Radio and wire, navy yard Puget Sound, Wash. 

Land: Original purchase in 1904, of 40 acres, cost $1,600. This has been added 
to by the purchase of four additional parcels, in the same year, totaling 215.25 
acres, at a cost of $12,712. Reclaimed land amounts to 0.85 acres. 

PUGET SOUND, WASH., NAVY YARD. 

Location: Latitude, 47° 34^ N.; longitude, 122° 38^ W. On north shore of 
Sinclair Inlet, about 16 miles west of Seattle, across Puget Sound. 

Post office: Bremerton, Wasli., adjoining. 

Railroad passenger station : Seattle, Wash. 

Tele™,pn office: Radio and wire, Puget Sound Navy Yard. 

Land: Selection of site authorized by act of March 2, 1891. (See report of com- 
mission, S. Ex. Doc. No. 24, 51st Cong., 2d sess.) 

Original purchase, in 1891, comprised 190.25 acres and cost $9,587.25. This 
was added to in 1896 by the purchase of 0.4 of an acre for $500. 1.53 acres 
were added in 1900, at a cost of $1,000. The last purchase was in 1906, and 
consisted of 0.88 of an acre, costing $4,000. Between 1891 and the present time 
32.14 acres of land have been reclaimed . 

Berthing space: 

Linear feet, 3,700; depth of water, 34 ft. m. 1. w. 
Linear feet, 520; depth of water, 10 ft. m. 1. w. 
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PUGET SOUND, WASH., NAVY YARD— Ck>ntinued. 

Anchorage offshore: Area, 900 acres; IJ square miles; depth of water, over 34 ft. 

m. 1. w. 
Fresh-water supply: Source, two reservoirs on Anderson Creek; one reservoir 
on Charleston CreeJk; Bremerton Water Co. Quantity, 500,000 gallons in 24 
hours, but capable of being doubled. 
Electric current: Character, 2,300 volts, S-phase, 60-cycle, a. c. 110/220 volte; 
3-wire d. c; 220 volts, 3-phase, 60-cycle, a. c. 110/220 volt, single-phase 60- 
cycle a. c. Quantity, 2,000 kw. rated (yard) Olynipic Power Co.; 500 kw. 
rated. Source, Central Power Plant and Olympic Power Co., one 500 kw. 
Curtis vertical steam turbine, one 500 kw. Parsons horizontal steam turbine, 
one 1,000 kw. Parsons horizontal steam turbine; seven motor generator sets, 
viz, six 100 kw. and one 75 kw. 110-220 volt d. c, and one 75 kw. Curtis 
and one 35 kw. Kerr turbine-driven exciters. 
Fuel supply: 

Coal, character, bituminous; storage capacity, 75,000 tons. 
Oil, character, California fuel oil; storage capacity, 132,800 gallons. 
Railroad connection: By ferry to Seattle; name of connecting lines, Great North- 
ern R. R. Co.; Northern Pacific R. R. Co.; Canadian Pacific R. R. Co.; Orc^n 
& Washington Ry. & Nav. Co.; Chicago, Milwaukee & Puget Sound R. R. Co.; 
Columbia & Puget Sound Ry. Co. 
Steamship connection: Distance to wharves of regular lines, i mile to nearest. 
Bremerton; names, navy yard route; two steamiships, M. B. Kennedy and 
Tourist. Port Washington route, steamship Wathington. Kingston Transpor- 
tation Co., steamer Kitsap. 
Compressed air: Source, two air compressors, 5,000 cubic feet each per minute; 

quantity, 10,000 cubic feet free air per minute. 
Locomotive cranes: Number, 5; capacities, one of 40 tons; two of 15 tons each; 

two of 10 tons each. 
Locomotives: Number, 2; types, four wheels coupled; saddle tank, switching. 
Pile drivers: Number, 1; types, floating driver; 66-foot gins; 3,500-pound ham- 
mer; mounted on float. 
Derricks: Number, 3; types and capacities, pontoon floating crane, 100-ton; 

stiff-leg electric crane, 15-ton: wharf pillar crane, 5-ton. 
Horses and mules: Number, lOnorses; no mules. 
Telephone service : 

Outside connection, number of stations, 1. 

Name of company, Kitsap County Telephone Co. ; average annual cost (tolls), 

$245.62. 
Local yard system, number of stations, 1 exchange, 236 telephones, includ- 
ing also telegraph and fire-alarm systems; average annual cost, $1,342.68. 
Telegrapn service: 

Office hours, yard office, 8.45 a. m. to 4.30 p. m. 

Office hours, wireless office, all hours; nearest outside night office, Seattle, 
Wash. 
Method of disposing of garbage: About 35 per cent is burned in garbage inciner- 
ator; the remainder sold. 
1915: Jan., 43.2; Feb., 47.7; Mar., 51.1; Apr., 54.8; May, 57.3; June, 62.2. 
1914: July, 63.8; Aug., 63; Sept., 58.3; Oct., 55.3; Nov., 49.5; Dec., 44.5. 
Average rise and fall of tide: 11.6 feet. 

PUGET SOUND, WASH., RADIO STATION. 

Opened November 25, 1906. 

Location: Latitude, 47^ 33' 43'^ N.; longitude, 122«* 37' 59.3^' W. On navy yard 

tract. 
Post office: Bremerton, 1 mile east. 

Railroad station: Seattle, Wash., 15.4 miles by water, east; 1 mile to wharf. 
Land used: 1.2 acres, owned by Government, 

Radio system: Telefunken Trans. Tel. & Wireless Spec. Co., receiving. 
Generator capacity: 5 kw. 

Soiu'ce and cnaracter of power used: 2,200-volt, 3-phase, 60 cycles, yard system. 
Type of aerial : Inverted L. 
Number, height, and type of towers: Two; ship mast, 182 feet; fir tree, trimmed, 

207 feet. 
Number, size, and type of building: One wood frame. 
Number of operators, quartered regularly: Four, and one cook. 
Remarks: Upon the construction of the medium power station at Keyport and 

distant control, more operators will be regularly quartered here. 



— I 
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PUGET SOUND, WASH., RIFLE RANGE. 

Location: Latitude, 47** 25^ N.; longitude, 122° 39^ W. Inland about 9milesflouth 
Puget Sound Navy Yard and 6 miles west from Colvas Passage- 

Post oflSce: Bremerton, Wash. 

Railroad passenger station: Seattle, Wash. 

Telegraph office: Radio and wire, Puget Sound Navy Yard. 

Land: Area, one-half mile square, or 160 acres. Reserved from public lands by 
Executive order June 13, 1902. Use as range discontinued. 

RADIO, VA., RADIO STATION. 

Opened February 13, 1913. 

Location: Latitude, 38° 52^ 05^' N. ; longitude, 77° 04^ 47^^ W. Adjoins Arlington 
National Cemeterv and Fort Myer, Va. 

Post office: Radio, Va. (located in stationj. 

Railroad station: Roslyn, Va., north 3 miles. 

Land used : 13 J acres, owned by United States (Navy Department) . (Transferred 
from War Department in 1911.) 

Radio system: National Electric Signalling Co., Federal Telegraph Co., Wireless 
Improvement Co. 

Generator capacity: Two 100 kw., one 5 kw. 

Source and cnaracter of power used: Potomac Electric Power Co. Three-phase, 
25-cycle, 6,600 volta 

Type of aerial: Tee, with two wings forming triangle. 

Number, height, and type of towers: Three; one, 600 feet; two, 450 feet. 

Number, size, and type of buildings: Three brick buildings, two stories each; 
one brick building, one story, pump house. 

Number of operators quartered regularly: Fourteen. 

Remarks: Station is operated by distant control from Navy Department, Wash- 
ington, D. C, where there are 17 other operators. Continuous service. No 
commercial work. 4i miles from Washin^n . Administration, office of Super- 
intendent Naval Radio Service. No visitors allowed. 

Commimication office started operation November 3, 1915. 

Call NAA. 

ietESURRECTION BAY, ALASKA, RESERVATION. 

Location: Latitude, 60° 04^^ N.; longitude, 149° 28^ W. 
Nearest post office: Cordova, Alaska, east 122 miles. 
Nearest railroad passenger station: Vancouver, B. C, southeast 1,160 miles. 
Nearest telegraph office: Radio, Cordova, Alaska. 

Land: 3,350 acres; character, dry land; date acquired, March 23, 1908; how ac- 
quired. Executive order. 

SACKETTS HARBOR, N. Y., RESERVATION. 

Location: Latitude, 43° 57'' N.; longitude, 76'* 07^^ W. On Lake Ontario near 

eastern end. 
Post office, railroad passenger station, and telegraph office: Sacketts Harbor, 

Land: Area, 3} acres; acquired by purchase in 1814, at cost of $4,425. Improved 
by two quarters buildings, a wooden gun shed, and a storehouse. Storehouse 
(building No. 2) now loaned to New York State Militia. Entire property 
including land appraised in 1899 at $17,350. Property in charge of civilian 
employee rated as ''ship keeper.'' 

SAN DIEGO, CAL., FUEL PLANT. 

Location: Latitude, 32'* 42^ N.; longitude, 117° 14' W. On west shore of San 

Diego Bay, about ^ miles from entrance. 
Post office: Point Loma, Cal. 

Railroad passenger station: San Diego, Cal., 4^ miles by water, 8) miles by land. 
Telegraph office: Radio and wire. Point Loma, Cal. 

184.9 acres; character, dry land; date acquired, September 24, 1901; how 

acquired, Executive order. 
57.8 acres; character, dry land; date acquired, February 25, 1916; how 
acquired. Executive order. 
Berthing space: Linear feet, 350; depth of water, 24 ft. m. 1. w. 
Anchorage offshore: Area, 67,708 square yards; depth of water, 30 ft. m. 1. w. 
Presh-watef supply: Source, dty of San Diego; quantity, 4-inch main.. 
Electric current: Character, a. c. 110 voltage, high voltage can be secured; 
quantity, unlimited; source, San Diego Consolidated Gas & Electric Co. 
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SAN DIBQO, CU..^ TOKL fULNT—OontimMid. 

Fuel supply: 

Goal, chaiacter, in gtore for ianie; stonge cax>acity, 13,000 tons on pl*tfonn; 

unlimited on ground. 
Oil, character, none; storage capacity, 2,100,000 gallons. 
Steamship connection: Distance to wharves of regular lines, 4.5 by water; 8.5 
by land; names, N. P. 8. Co., P. C. 8. Co., P. N. 8. Co. 

SAN DIEGO, CAL.. RADIO STATION. 

Location: Latitude, 32^ 44' N.; longitude, 117* 4' W. On Chollas Heists, 
about 8 miles inland from San Diego. 

Post office: East San Di^o, Cal., 24 miles west of station. 

Railroad station: Lemon Grove, Cal., on S. D. A 8. E. Ry., 2 miles south; San 
Diego, on Santa Fe, 8 miles west. 

Land used: 72.7 acres, owned by United States. 

Source and character of power used: Alternating current from San Diego Cons. 
Gas & Electric Co. 

Number, height, and type of towers: Three steel towers, each 600 feet. 

Number, size, and t3rpe of buildings: Six buildings; power plant, brick and steel 
stuccoed, tile roof, 72 by 40 feet; operating building, same as power house, 48 
by 26 feet (two stories); commanding officer's quarters, frame, stuccoed, tile 
roof, 41 by 61 feet; cmef operator's qixarters, double house, same as c. c, 62 
by 27 feet; operators' quarters, same as c. o., two stories, 64 by 36 feet; pump 
house, same as c. o.. 15 by 16 feet. 

Remarks: Station under construction. 

Telephone service: 

Outside connection, number of stations, 2. 

Name of compan>r, Pacific Tel. & Tel'gh. Co.; average annual cost, $78. 

Nearest outside night office, 8.5. 

Method of disposing of garbage: Burning. 

Character of climate: Temperate. 

Average temperature: Jan., 58; Feb., 57; Mar., 57.5; Apr., 58; May, 59; June, 62; 
July, 67; Aug., 68; Sept., 70; Oct., 69; Nov., 63; Dec, 56. 

SAN FRANCISCO. CAL., MARINE SUPPLY DEPOT. 

Location: Latitude, 37° 47^ N.; longitude, 122° 24^ W. At No. 36 Annie Street, 

San Francisco. 
Post office: Substation K, 2 blocks E. 
Railroad passenger station: Southern Pacific Co.'s, Third and Townsend Street 

Station, 7 blocks S. 
Telegraph offices: Radio: Naval Radio Station, Naval Training Station, San 

Francisco, Cal., 2 miles E. 
Wire: Western Union Telegraph Co.'s branch office, Chronicle Building, i 

block N. 
Land: Six-story concrete building, 53,019.9 square feet floor space, leased. 

SAN FRANCISCO, CAL., MISSION ROCK. 

Location: Latitude, 37° 46^ N.; longitude, 122° 22' W. In San Francisco Bay, 

about 1,800 feet off San Francisco water front. 
Post office, railroad passenger station, and telegraph office (wire): San Francisco, 

Cal. 
Land: 0.15 acres; character, rock; date acquired, January 13, 1899; how acquired, 

Executive order. 
Note. — For history see United States Supreme Court Reports, v. 189, p. 391. 

SAN FRANCISCO, CAL., TRAINING STATION. 

Location: Latitude, 37° 49^ N.; longitude, 122° 22^ W. On Yerba Buena Island 
in San Francisco Bay, about li miles off foot of Market Street, San Francisco. 
Post office: San Francisco, Cal. 
Railroad passenger station: San Francisco, Cal. 

Telegraph office: Radio, San Francisco Training Station; wire, San Francisco, Cal. 
Land: Area, 141 acres, assigned by Executive Order April 12, 1898, from War 

Department reservation. 
Berthing space: 

Linear feet, 100; depth of water, 20 ft. m. 1. w. 

Linear feet, 90. 

Linear feet, 30; depth of water, 12 ft. m. I. w. • 
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SAN FRANCISCO, CAL., TRAINING STATION— Continued. 

Anchorage offshore: Area, 640 acres; depth of water, 25 ft. m. 1. w. 

Fresh-water supply: Source, Peoples Water Co., Oakland, Cal. 

Electric current: Character, direct current; quantity, 1,000 amperes; source, sta- 
tion power plant. 

Fuel supply: Oil, character, fuel schedule 6646; storage capacity, 50,000 gallons. 

Railroad connection: Direct or by ferry, ferry. Same as San Francisco, Cal., and 
Oakland, Cal. 

Steamship connection: Same as San Francisco, Cal., and Oakland, Cal. 

Derricks: Number, 1; types and capacities, 7-ton. 

Horses and mules: Number, 4 horses. 

Telephone service: Outside connection. Pacific Telephone & Telegraph Co.; 
name of company, Pac. Tel. & Tel. Co. ; average annual cost, $1,244; local yard 
system, number of stations, 32; average annual cost, included in above; booth 
at barracks. 

Telegraph service: Operator on duty at all hours. 

Method of disposing of garbage: Sold. 

Character of climate: luiw, damp, windy. 

Average temperature: No record kept. 

Average rise and fall of tide: About 5 feet. 

SAN JUAN, P. R., RADIO STATION. 

Opened June 16, 1904. 

Location: Latitude, 18^ 28^ 04^^; longitude, 66° 05^ 38'^ 

Post Office: San Juan, W. IJ miles. 

Railroad station: American Railroad, W. 1} miles. 

Land used: Five acres, owned by United States Navy Department. 

Radio system: Federal primary set; Telefunken, secondary set. 

Generator capacity: Primary, 30 kw.; secondary, 5 kw. 

Source and character of power used: Porto Rico Railway light & Power Co., 
3 phase. 

Type of aerial: T, diamond shape, one middle spreader. 

Number, height, and type of towers: Two — ^300 feet, steel, self-supporting. 

Number, size, and type of buildings: Five — one officers'. quarters, 38 by 46 feet, 
frame; one operators* quarters, 22 by 48 feet, frame; one storehouse, 30 by 50 
feet, galvanized iron; one radio bmlding, 22 by 48 feet, concrete; one bath- 
house, 10 by 10 feet, concrete. 

Niunber of operators quartered regularly: Six. 

SHEEP ISLAND, ME., TRUL COURSE RANGE. 

Location: Latitude, 44° 04^ N.; longitude, 69° 03^ W. In West Penobscot Bay, 
about 3^ miles S. of E. of Rockland. 

Acquired by condemnation for establishment of permanent signals to mark 
end of Naval Trial Course. Award paid and title passed June 5, 1911. Area, 
10,000 square feet; cost, $303.33; authorized by act of June 24, 1910 (36 St. L. 617). 

SITKA, ALASKA, RADIO STATION. 

Opened October 1, 1907. 

Location: Latitude, 57° 03^ N.; longitude, 153° 21^ W. On 3aponsky Island 

immediately off Sitka. 
Post office: Sitka, Alaska. 

Railroad station: Prince Rupert, B. C, SSE. 280 miles. 
Land used: Owned by United States (Navy Department). 
Radio system: Navy. 

Generator capacity: Two of 20 k. w., one of 5 k. w. 
Source and character of power used: Sitka Wharf & Power Co., 6,600 volts, 60 

cycles. 
Type of aerial: Triangle and Harp. 

Number, height, and type of towers: Two 186-foot sectional, one 225-foot lattice. 
Number, size, and type of buildings: Seven frame buildings — one 40 by 40 feet, 

two 20 by 30 feet, one 35 by 42 feet, one 12 by 18 feet, two 8 by 10 feet. 
Number of operators quartered regularly: 6 operators, 1 yeoman, 1 cook. 
All property at Sitka proper turned over to governor of Alaska, May 9, 19I3. 
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ST. AUGUSTINE, FLA., RADIO STATION. 

Opened 1905. 

Location: Latitude, 29^ 63^ W N.; longitude, 81** W 12^' W, 

Post office: Anastaaia, Fla., NW. \ mile. 

Nearest railroad station: St. Augustine, Fla., W. 2 miles. 

Land used: l-ft acres, owned by United States (Department of Commerce, Light 

House Department). 
Radio system: Composite. 
Source and chiu*acter of power used: St. Augustine Electric Light and Power 

Company^ a. c. 60 Cycles, 125 volts. 
Type of aenal: Flat top. 
Number, Ueight, and type of towers: Two; 175 feet, fitted mast; 125 feet, steel 

lattice tower. 
Number, size, and type of buildings: Three; operating house, two story wood 

frame house, 41 by 34 feet; concrete pimip house, 14 by 18 feet; wooden store 

house, 5 by 6 feet. 
Number of operators quartered regularly : Four. 
Call NAP. 

ST. GEORGE, ALASKA, RADIO STATION. 

Opened 1911. 

Location: Latitude, 56° 36' N.; longitude, 169° 43' W. 

Post office: St. Georg;e, Pribilof Islands, Alaska. 

Raihoad station: Pnnce Rupert, B. C, ESE. 1,700 miles. 

Land used: One acre, owned by United States (Navy Department). 

Radio system: Navy. 

Generator capacity: i k. w. 

Source and cnaracter of power used: \\ h. p. gasoline engine. 

Type of aerial: Inverted L. 

Number, height, and type of towers: Two 60-foot pipe masts. 

Number, size, and type of buildings: One frame, 18 by 24 feet. 

Number of operators quartered r^ularly: One. 

ST. JUUANS CREEK, VA., NAVAL MAGAZINE. 

Location: Latitude, 36° 45^ 40^^ N.; lonjgitude, 76° 18^ 40^^ W. On the western 

bank of the Southern Branch of the Elizabeth River, about 3 miles above navy 

yard. 
Post office: Navy yard station, Portsmouth, Va. 
Railroad passenger stations: Portsmouth, Va., about 4 miles; Norfolk, Va., 5 to 6 

miles. 
Telegraph office: Radio and wire, Norfolk Navy Yard; wire, Portsmouth, Va. 
Land: First purchase, 48 acres, |20,000, in 1896; second purchase, 26 acres, 

$10,713.90, m 1900; third purchase, 22 acres, $22,000, in 1907. 
Fresh water supply: Cisterns. 

Electric current: 2,300 v. 3-phaBe transmission line from navy yard. 
Channel: Depth, 22 feet at m. 1. w. to wharves at station. 
Railroad passenger and steamship connections: By street car (Virginia Railway & 

Power Co.) to Portsmouth, Va., and by ferry from Portsmouth to Norfolk, Va. 
Railroad freight connections: From Nonolk & Portsmouth Belt Line Railroad by 

Virginia Railway & Power Co. to station. 
Locomotive: One 10-ton combination trolley and storage battery. 
Horses and mules: Two horses and four mules. 
Telephone service: Connection with navy yard exchange. 
Telegraph service: Radio and wire, navy yaid service; wire, Portsmouth, Va. 

ST. PAUL, ALASKA, RADIO STATION. 

Opened August 24, 1911. 

Location: Latitude, 57° V 20^^ N.; longitude, 170° 16^ 20^' W. 

Post office: St. Paul, Alaska, south 1,700 miles. 

Raihroad station: Prince Rupert, B. C, ESE. 2,750 miles. 

Land used : 4 acres, owned by United States. 

Radio system: Telefunken. 

Generator capacity: 5 k. w. 

Source and cnaracter of power used: Two 12 h. p. kerosene engines. 

Type of aerial: Inverted L. 

Number, height, and type of towers: Two 225-foot lattice. 

Number, size, and type of buildings: Six frame — ^two 24 by 35 feet, two 48 by 36 

feet, one 10 by 14 feet, one 14 by 12 feet. 
Number of operators quartered regularly: 5 operators, 1 cook, 1 yeoman. 
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TATOOSH. WASH., RADIO STATION. 

Opened February 21, 1907. 

Location: Latitude, 48° 23^ SV^ N.; longitude, 124*^ 44^ 03^^ W. 

Post office: Neah, 6 miles, east, S. E. 

Eailroad station: 150 miles by water, Seattle, E. and S. E. 

Land used: 2.41 acres, ownea by Government. 

Radio system: Telefunken Trans. Tel. & Wireless Specialty Co. 

Generator capacity: 5 kw. 

Source and character of power used: 12 h. p. Fairbanks-Morse gasoline engines; 

duplicate machines. 
Type of aerial: Inverted L. 

Number, height, and type of towers: Two, 250-foot, lattice, wood. 
Number, size, and type of buildings: One dwelling, operators; one dwelling, 

married operators; one power house. 
Number of operators quartered regularly: Five and one cook. 

TIBURON. CAL., FUEL PLANT. 

Location: Latitude, 37° 53'' N.; longitude, 122° 27'' W. On west shore of San 

Francisco Bay, about 6 miles above San Francisco. 
Post office: Tiburon, Cal. 

Raihoad passenger station: Tiburon, Cal., 2} miles by land. 
Telegraph office: Radio, Mare Island Navy Yard; wire, Tiburon, Cal. 
Land: area, 61.63 acres; purchased in 1904; cost, $80,000. 
Berthing space: 

Linear feet, 700; depth of water, 30 ft. m. 1. w. 
Linear feet, 630; depth of water, 9 ft. m. 1. w. 
Anchorage offshore: Area, 20,000 acres; depth of water, 36 to 125 ft. m. 1. w. 
Fresh- water supply: Source, surface water caught in reservoir; quantity, 130,000 

to 900,000 gallons. 
Electric current: Character, alternating 4,000, 440, and 220 v.; quantity, 375, 

150, and 15 kw.; source, purchased on annual contract; station steam plant, 

available for current and power, in reserve. 

Fuel supply: Coal, character, Navy standard; storage capacity, normal 100,000 

tons, emergency 150,000 tons. 
Railroad connection: Direct or by ferry, by ferry; name of connecting lines, 

S. P., A. T. & S. F., W. P., and N. W. P. 
Steamship connection: Distance to wharves of regular lines, 6} to 7i miles; 

names. Southern Pacific Ry. Co., Pacific Coast S. S. Co., American-Hawaiian 

S. S. Co., Kosmos Line, and others. 
Compressed air: Source, motor-driven compressor; quantity, 70 cubic feet at 80 

pounds. 
Horses and mules: Number, 2 horses. 
Telephone service: Outside connection, number of stations, 4; name of company, 

Pacific Tel. & Tel. Co.; average annual cost, $350. 
Telegraph service: Office hours, yard office, none; nearest outside night office, 

Tiburon, Cal. 
Method of disposing of ^bage: None. 
Character of climate: Mild. 
Average temperature: Jan., 51; Feb., 49; Mar., 54; Apr., 54; May, 56; June, 55; 

July, 56; Aug., 56; Sept., 60; Oct., 61; Nov., 57; Dec., 52. 
Average rise and fall of tide: 4 feet. 

TUTUILA. ISLAND OF. NAVAL STATION. 

Location: Latitude, 14° 19^ S.; longitude, 170° 43^ W. One of Samoan Islands, 

4,161 nautical miles southwest of San Francisco. 
Post office: Pago Pago, Tutuila Island. 
Telegraph office: Radio, Tutuila Naval Station; cable, Tutuila, post Honolulu, 

Auckland, or Sydney. 
Land: Total area, 63.26 acres, purchased and reclaimed as follows: 



Date. 


Acres. 


Cost. 


Date. 


Acres. 


Cost. 


1891 


0.30 
8.03 
8.20 
.08 
6.76 
2.09 


1214.29 

1,200.00 

2,077.50 

250.00 

4,295.00 

13,113.98 


1902 


14.60 
2.61 
7.60 
.63 
6.11 
8.40 


114,243.82 

1,306.76 

1,683.05 

195.00 


1891 .... 


1903 •. 


1892 


1904 


1899 


1906 


1900 


1911 


300.00 


1901 


R^Cl^im^.. 
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TUTUILA, ISLAND OF, NAVAL STATION--Oontinued. 

Berthing space: Linear feet, 290; depth of water, 30 ft. m. L w. 

Anchorage offshore: Area, 4,000,000 square feet; deijth of water, 130 ft. m. L w. 

Freeh-water supply: Source, concrete reservoir; rain water; quantity, 240,000 

gallons capacity. 
Electric current: Character, 2- wire, d. c, 220- volt; quantity, 40-kilowatt; source, 

yard. 
Fuel supply: Coal, character, Georges Creek; storace capacity, 4,186 tons, normal. 
Steamship connection: Oceanic S. S. Co., to Honolulu, San Francisco, and 

Sydney. 
Horses and mules: Number, 1 horse. 
Telephone service: Local yard system, number of stations, 32; average annual 

cost, $405. 
Telegraph service: Office hours, yard office, none; office hours, wireless office, 

6 p. m. to 2 a. m.; nearest outside night office, none. 
Method of disposing of garbage: Inflammable refuse burned in crematory; non- 
inflammable dumped in deep water. 
Character of climate: Tropical and damp. 
Average temperature: Jan., 85; Feb., 83; Mar., 84: Apr., 85; May, 81; June, 76; 

July, 81; Aug., 82; Sept., 82; Oct., 83; Nov., 84; Dec, 86. 
Average rise and fall of tide: 3 feet. 

TUTUILA, SAMOA, RADIO STATION. 

Opened July 3, 1914. 

Location: Latitude, 14° 19^ S.; longitude, 170° 43^ W. 

Post office: Pago Pago, Tutuila Island. 

Land used: Owned by United States (Navy Department). 

Radio system: Composite. 

Generator capacity: 4.6 kw. 

Source and character of power used: 8 h. p. kerosene engine. 

Type of aerial: Inverted L, with slanting top. 

Number, height, and type of towers: Two, guyed masts, 150 feet and 50 feet. 

Number, size, and type of buildings: Three, wooden. 

Number of operators quartered regularly: Two. 

UNALGA ISLAND, ALASKA RESERVATION. 

Location: Latitude, 53° 58^ N.; longitude, 166° 06^ W. 

Nearest post office: Unalaska, Alaska, 5 noiles. 

Nearest railroad passenger station: Vancouver, B. C, east 1,585 miles. 

WASHINGTON, D. C, MARINE BARRACKS. 

Location: Latitude, 38° 53^ N. ; longitude, 76° 59'' W. Comer Eighth and G Streets 

SE., Washington. 
Post office: Washington, D. C. 

Railroad passenger station: Washington, D. C, Union Station. 
Telegraph office: Radio, Washinfi^n Navy Yard; wire, Washington, D. C. 
Land: Area, 3.6 acres. Establimed in 1801. 

WASHINGTON, D. C, NAVAL HOSPITAL (OLD). 

Location: Latitude, 38° 53^^ N.; lon^tude, 76° 59^ W. Corner Ninth Street and 

Pennsylvania Avenue SE., Washington, D. C. 
Post office: Washington, D. C. 

Railroad passenger station: Washington, D. C, Union Station. 
Telegraph office: Radio, Washington Navy Yard; wire, Washington, D. C. 
Land: Area, 0.705 acre; purchased, 1821 and 1867; cost, $7,914.50. 
Not now in use. 

WASHINGTON, D. C, NAVAL HOSPITAL (NEW). 

Location: Latitude, 38° 53^ N.; longitude, 77° 03' W. Corner Twenty-third and 

E Streets NW., Washimton, D. C. 
Post office: Washington, D. C. 

Railroad passenger station: Washington, D. C, Union Station. 
Telegraph office: Radio, Washington, Navy Department; wire, Washington, D. C. 
Land: Formerly Naval Observatory; area, 733,775 square feet. (16.84 acres.) 
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WASHINGTON, D. C, NAVY YABD. 

Location: Latitude, 38° 53^ N.; longitude, 77'' (K/ W. Foot of Eighth Street 

SE., Washington, D. C. 
Post office: Washington, D. C. 

Raihoad passenger station: Washington, D. C, Union Station. 
Telegraph office: Radio, navy yard; wire, Washington, D. C. 
Land: Present area, 62.240 acres, of which 42 w«"e purchafied March 17, 1800, 
for $4,000, and 14.058 in 1902, for 1100,184.50. Balance made up by accretion 
and closing streets. 
Berthing space: 

Linear feet, 2,036: depth of water, min., 18.5, max., 22.5. 
Linear feet, Slip No. 1, marine railway, ISO; depth of water, 13.9 ft. m. 1. w. 
Linear feet. Slip No. 2, boat house, 380; depth of water, 15 ft. m. 1. w. 
Linear feet. Slip No. 3, tugs, 380: depth of water, 19 ft. m. 1. w. 
Linear feet. Slip No. 4, barge, 540; depth of water, 17 ft. m. 1. w. 
Anchorage offshore: Area, none. 

Fresh-water supply: Source, Potomac River; quantity, 300,000 cubic feet daily. 
Electric current: Character, direct current; quantity, 23,000 kw. hours daily; 

source, yard plant. 
Fuel supply: Coal, character, bituminoue; storage capacity, 1,100 tons in 

bunkers, 5,000 tons open storage. 
Railroad connection: Du-ect by spur from main line; Pennsylvania lines. Ferry 

connection at Indianhead and Winthrop. 
Steamship connection: Distance to wharves of regulM- lines, about IJ miles; 

names, Norfolk & Washington Steamboat Co. 
Marine railways: Nimiber, 1: capacity, 500 tons. 
Compressed air: Source, yard i)lant, 100 pounds pressure. 
Locomotive cranes, 5; locomotives, 3: electric trucks, 7; gas automobiles, 3. 
Pile driver: Number, 1; types, drop hammer, 60-foot leads. 
Derricks: Number, 1; types and capacities. Bishop's derrick, 65 tons. 
Horses and mules: Number, 6. 
Telephone service: 

Outside connection, number of stations, 54. 

Name of company, Chesapeake & Potomac Tel. Co.; average annual cost, 

11,461.90. 
Local yard system, number of stations, 135; average annual cost, $690. 
Tel^n'aph service: 

Office hours, yard office, 9 a. m. to 4.30 p. m. 

Office hours, wireless office, continuous day and night; nearest outside night 
office, about 2 miles. 
Method of disposing of garbage: Removed by District of Colimibia government. 
Character of climate: Temperate. 
Average temperature, 1915: Jan., 44; Feb., 46; Mar., 46; Apr., 72; May, 69; 

June, 79; July, 85; Aug., 84; Sept., 79; Oct., 78; Nov., 71; Dec., 39. 
Average rise and fall of tide: 2.95 teet. 

WASHINGTON. D. C, NAVAL OBSERVATORY. 

Location: Latitude, 38® 55^ N.; longitude, 77° 04^ W. On Massachusetts Ave- 
nue NW., Washington, D. C. 
Post office: Washington, D. C. 

Railroad passenger station: Washington, D. C, Union Station. 
Telemph office: Radio, Washington Navy Department; wire, Washington, D. 0. 
liana: Area, 80.1 acres; acquired by purchase. 

WASHINGTON, D. C, RADIO STATION. 

Opened 1904. 

Location: Latitude, 38** 52^ 23.69^^ N. ; longitude, 76*» 59^ 49.66^^ W. 

Post office: Washington, D. C, NW. 2 miles. 

Railroad station: 

Passengers, Union Station NW. 2 miles. 

Freight, 4} and Maryland Avenue SW., li miles. 
Land used: Owned by United States (included in navy yard tract). 
Radio system: Wireless Specialty Apparatus Co.'s set. 
Generator capacity: 5 kw. 
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WASfflNGTON. D. C, RADIO STATION—Continued. 

Source and character of power used: D. c. 110 volts; from navy yard power plant. 

Type of aerial: 4- wire T antenna; fiat top 550 feet. 

Number, height, and type of towers: Two towers; 300 feet and 600 feet; tri- 
angular steel. 

Number, size, and type of building: One; 40 by 22 feet, 24 feet high; brick, 
concrete trim; T. & G. roof. 

Number of operators quartered regularly: Four. 

WroOWS ISLAND, ME., RESERVATION. 

Location: Latitude, 44" 08^ N.; longitude, 68° 50^ W. At entrance of Penobscot 

Bay, Me. 
Post office: North Haven, Me., 2 miles. 
Railroad passenger station: Rockland, Me., 12 miles. 
Tel^raph office: Radio, Portland, Me.; wire, North Haven, Me. 
Land: Area, 15 acres. 

WINTHROP, MD., RIFLE RANGE. 

Location: Latitude, 38® 33^ N.; longitude, 77° 14^ W. On Potomac River, east 

shore, about 26 miles below Washington. 
Post office: Winthrop, Md. 

Railroad passenger station: Cherry Hill, Va.. about 5 miles across Potomac River. 
Telegraph office: Radio, Washington Navy Yard; wire, Cherry Hill, Va. 
Land: rart of Indian Head, Md., tract. 

WOODS ISLAND, ME., RESERVATION. 

Location: Latitude, 43° 27^ N.; longitude, 70° 20^ W. At entrance to Ports- 
mouth, N. H., harbor. 

Post office: Kittery, Me., 2} miles northeast. 

Railroad passenger station: Kittery, Me. 

Tel^raph office: Radio, Portsmouth Navy Yard; wire, Kittery, Me. 

Land: Area, 2} acres; acquired by gift in 1869. Now xised as life saving station, 
Coast Guard Service. 

YERBA BUENA, CAL., RADIO STATION. 

Opened 1903. 

Location: Latitude, 37° 49^ N.; longitude, 122° 22' W. 

Land used : Traimiig station tract. 

Radio system: Composite. Receiving station for Mare Island Navy Yard and 

San Francisco training station. Transmitters located at Mare Island. 
Generator capacity: J kw. 

Source and cnaracter of power used: Naval station power plant. 
T^rpe of aerial: Four receiving antenna, inverted L; one transmitting antenna, 

inverted L. 
Number, height, and type of towers: Two guyed masts; 175 feet and 35 feet; 3 

guyed masts, 80 feet; 1 guyed mast, 25 feet; 1 windmill, 40 feet. 
Number, size, and type of buildings: Three; wooden. 
Number of operators quartered regularly: Fourteen. 

YOKOHAMA, JAPAN, NAVAL HOSPITAL. 

Location: Latitude, 35° 30^ N.; longitude, 139° 45' E. 

Post office: Yokohama, Japan. 

Railroad passenger station: Yokohama Station, Japan, 1) miles; Hiranuma 
Station, Japan, 3 miles. 

Telegraph office: Cable address, Navhosp, Yokohama. 

Deed dated October 17, 1906, granted a superficies for 999 years on lot No. 1 of 
No. 98, Yamatecho, Yokohama, Japan, containing 245 toubos (about 8,820 
Bouare feet) for use of the Naval Hospital, to Henry Tucker Percy, the medical 
officer in command, and his successors in office. The superficiary is required 
to pay taxes, etc., has the right to sell, assign, etc., and to purchase the fee in 
case the laws of Japan at any time permit. Consideration, 10,000 yen. This 
tract adjoins the older hospital tract. 
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YOKOHAMA, JAPAN, FUEL PLANT. 

Location: Latitude, 36° 27^ N.; longitude, 139° 38^ E. 
Post office: Yokohama, Japan. 

Railroad passenger station: Yokohama Station, 1 mile. 
Telegraph office: Cable address, care Navhosp, Yokohama. 



Statement showing date of establishment: original cost of site; expenditures for buildings^ 
'public works, improvements, arid machinery to June SO, 1915. 

[Data from statement by Paymaster General.] 



Stations. 



Date 

of 
estab- 
lish, 
ment. 



Frenchmans Bay. Me 

Portsmouth, N.H 

Boston, Mass 

MelviUe,R.I 

Torpedo station, Newport, R.I 

Tiamlngstation, Newport, R.I 

New London, Conn 

New York, N.Y 

Philadelphia, Pa 

Naval Home, Philadelphia, Pa 

Naval Academy, Annapolis, Md 

Naval Observatory, District of Colmnbia.. 
Washington, D. C. 



Proving ground, Maryland. 

Norfolk, Va.........: 

Port Royal, 8. C 

Charleston, S. C 

Key West, Fla 

Pensacola, Fla 

New Orleans, La 

Training station. Great Lakes. 

Las Animas, Colo 

Training station, California 

Mare Island, Cal 

Tiburon,CaI 

San Diego, Cal 

Puget Sound. Wash 

Torpedo station. Pacific coast . 

Sitka, Alaska 

Pichilinque, Mexico 

Guantanamo, Cuba 

Pearl Harbor, Hawaii 

Guam, L.I 

Tutuila, Samoa 

Cavite,P.I 

Olongapo, P. I 

Yokohama, Japan 

Radla stations 



Total. 



1900 
1800 
1800 
1901 
1869 
1881 
1868 
1800 
1868 
1826 
1845 
1880 
1800 
1890 
1800 
1883 
1901 
1833 
1828 
1849 
1904 
1906 
1864 
1853 



1891 
1914 
1900 
1900 
1903 
1900 
1898 
1891 
1898 
1902 
1872 



Initial 

purchase 
of land. 



$24,650.00 
110,500.00 
60,746.92 
85,709.00 



40,006.00 

1.00 

16,352.91 

1, SOL 00 
75,000.00 

4,000.00 
13,220.00 
12,000.00 

6,000.00 
84,207.00 

4,000.00 

(») 
15,000.00 



83,419.00 

9,587.25 
60,80L39 



68,140.50 



a. 



714,356.26 



Land ac- 
quired 
since initial 
purchase. 



1367,753.83 



76,850.00 
78,566.03 



562,002.23 



12,683.25 
476,048.54 



152,914.50 
25,000.00 

572,304.50 
9,687.50 
20,300.00 

156,111.51 



130,002.04 



19,812.00 



133,150.50 
"38,'665.'ii" 



4,980.00 



2,836,740.54 



Total expend- 

Ituresior 

buildings, 

public works, 

and improve- 

ments and 

machinery 

installed in 

the various 

buildings. 



$516,517.44 

11,268,728.03 

16,266,450.41 

1,215,579.22 

1,761,619.38 

2,142,128.35 

433,875.61 

30,542,110.34 

13,581,143.19 

100,224.64 

11,936,099.52 

909,662.30 

14,271,888.92 

1,519,114.15 

19,266,476.34 

1,241,188.32 

4,801,418.92 

2,651,874.63 

7,760,51L89 

2,627,344.34 

3,693,279.60 

430,713.39 

412,063.96 

20,807,97L80 

1,153,935.20 

281,703.17 

10,364,210.68 

19,553.01 

145,48L69 

56,657.64 

2,048,345.45 

9,068,215.54 

497,274.35 

528,051.04 

2,636,763.25 

3,363,354.00 

85,236.07 

2,568,42L47 



202,975,087.95 



1 No cost for original site. 



» No record. 



> Leased for 99 years at $2,000 per year. 



Note.— Expenditures of $85,775.41 and $33,144.43 were made for improvements at San Juan and Ctdebra, 
respectively. These stations are now oloeed. 
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PUBLIC W0EK8 OP THE KAVY. 



Character, value, and condition of buUdings 
ANNAPOLIS, MD. 



No. 



Stnicturo. 



Material. 



I 
Foundation. !Length. 



Width. 



Sto- 
ries. 



Height 



a-16 

29,30 
31-34 
35-38 
39-42 
43-50 



Naral Aeademf. 

Libxary; recitation; physics 
and chemistry; electrical 
engineering. 

Office bfuilding 



Ifidshlpmen's quarters. 
Chapel , 



Brick and granite 
trimming. 



....do 

Granite and brick. 



General store 

Seamanship and gymnasium. 

Armory 

Marine engineering and naval 

construction. 
Power house 



thic con- 
crete, brick, and 
panlte. 

Bnck and granite 
trimmings. 

Granite 

....do 

Brick and gnmite 
trimmings. 

Concrete; brick 
and granite 



Concrete 
and piles. 

Concrete on 

sou. 
Concrete 

and piles. 
Concrete on 

sou. 

Concrete on 
piles. 

do 

do 

}....do 

..do 



Ft, to 
235 



60 

680 

120 

120 



F$. to. 

80 



50 

170 

120 

65 



ShopbuUding 

Superintendent's quarters.. 

Officers' mess 

Boat overhanp 

Boat shed 

Gun shed 

Band stands 



Brick and granite 

trimminss. 
Brick and stone 

trimmings. 

,....do....T. 

Cast-iron columns. 



do. 

do. 

Wood.. 



.do. 



Concrete.. 



do 

Concrete 

pUes. 
Concrete on 

pUes. 
do 



Brick. 



Midshipmen's boathouses . . . 

Conservatory 

Stable 

Stablekeeper's quarters 

Gardener's quarters 

Officers' quarters 



.do. 
.do. 
.do. 
.do. 
.do. 



Foreman laborer's quarters.. 
Total 



do 

Brick and glass. . . 

Brick 

do 

do 

Brick and granite 
trimmings. 

Brick 

do 

do 

do , 

do 



Frame. 



PiUng 

Brick 

Concrete 

Brick 

do 

Concrete on 

pUes. 

Concrete 

do 

do 

do 

Concrete on 

pUes. 
Brick 



Marine barracks. 
Officers' quarters 



....do. 

....do 

Marine barracks 

Shops and storeroom. 



Brick. 



....do. 

do. 

....do. 
Wood.. 



Stable 

Garbage and store shed . 



Boathouse. 
Total.. 



.do. 
.do. 



.do. 



Concrete 



do 

do 

do 

Brick and 

concrete 

piers. 

do , 

Concrete 



Wood pUes.. 



425 
425 
275 
120 
155 



100 
100 
U80 
S65 
110 



120 
60 



160 
80 



430 



230 

20 

100 
100 
77 
108 
27 
33 
50 

70 
60 
60 
60 
60 



55 

60 

55 
30 

40 

40 

20 

30 
80 
69 
108 
27 
22 
50 



32 



50 
60 
60 
60 
60 

24 



Ft. to. 
48 



51 



24 



41 4 



40 



41 
41 



40 
40 
44 



32 

8 



<4 

*4 
M 
•5 

2 



33 



18 



24 



27 

8 

8 

8 
17 









17 
10 
10 
8 
12 
13 
10 
31 

31 
25 
25 
25 
25 

18 



40 9 



40 
40 
45 
21 



14 

7 9 



70 



1 Main buUding. >Shop. * Not Indosed. ^Includes basement and attic, without porches. 
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Roof. 



Floor 
space. 



Cabio 
space. 



Bimt. 



Cost. 



Addi- 
tions. 



Ck>8tto 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Slate and cop- 
per. 



Sq.ft. 
176,383 



Cu.ft 
833,849 



.do. 
.do. 



Tena ootta 
and copper. 

Slate andglass. 



Ckypper 

siate..'.V.*.!I!! 

Slateand glass. 
.....do........ 



13,628 

568, 

17,540 



112,500 

1,960,984 

650,000 



17,400 288,800 



45,104 
45,104 
44,144 
7,6661, 
37,1591, 



2,424,511 
2,434,511 

}l,866,e91 

,193,500 



....do. 
....do. 



.....do 

Corrugated gal- 

YBnizediron. 

do 



....do... 
Shingles.. 

Tin 

.....do... 

do... 

Glass 

Slate 

>....do... 
.....do... 
....do... 



17,400 
14,600 
31,456 



.do 

.do 

.do 

..do 

.do 



5,800 

3,080 
6501 
650j 
8,000 
3,000 
3,526 
7,223 
1,350 
1,068 
12,480 

16,760 
7,640 
11,164 
11,164 
11,292 



283,800 
103,100 
233,500 

96,000 

(•) 
(») 

81,000 
81,000 
20,620 
99,976 
13,636 
10,468 
714,000 

101,000 
240,000 
240,000 
240,000 
240,000 



Tin. 



1,536 13,824 



1907 

1907 
1908 
1908 

1908 

1903 
1903 

1905 

1909 

1909 

1906 

1905 
1907 

1906 

1907 

1903 

1805 
1896 
1901 
1904 
1904 
1901 
1905 

1902 
1902 
1904 
1808 
1809 

1868 



11,408,012.00 



11,548,813.00 



1112,640.00 



11,296,372.00 



62,433.00 

3, 511, 115. 00 12, 74a 00 3, 
374,194.00 



56,571.00 

589,720.00 
445,635.00 

406,592.00 

285,423.00 



55,563.00 

77,539.00 

149,636.00 
13,301.00 

26,759.00 

26,811.00 
1,664.00 

3,800.00 

4,952.00 

24,309.00 

2,991.00 

1,684.00 

348,154.00 

35,363.00 
19,860.00 
30,000.00 
29,921.00 
58,469.00 



68,676.00 
,862,226.00 
411,613.00 

62,228.00 

619,206.00 
467,916.00 

426,921.00 

313,965.00 

61,119.00 

81,416.00 

157,118.00 
14,631.00 

28,097.00 

29,492.00 
1,747.00 

3,990.00 

5,200.00 

25,624.00 

3,290.00 

1,768.00 

365,562.00 

37,131.00 
20,853.00 
31,500.00 
31,500.00 
63,000.00 

1,500.00 



4,995.00 
210,667. 
22,452.00 



003. 



57,438.00 
1,300,448.00 
351,742.00 



3,404.00 63,167.00 



94,355.00 
71,291.00 

48,791.00 

11,417.00 

2,222.00 

7,754.00 

17,956.00 
1,065.00 

2,676.00 

2,145.00 
266.00 

380.00 

980.00 

2,430.00 

418.00 

337.00 

41,778.00 

6,365.00 
3,574.00 
4,200.00 
7,800.00 
14,400.00 



495,365.00 
374,344.00 

357,801.00 

274,006.00 

53,341.00 

69,785.00 

131,680.00 
12,236.00 

24,083.00 

24,666.00 
1,398.00 

3,420.00 

3,972.00 

21,879.00 

2,573.00 

1,347.00 

306,376.00 



3-16 
29,30 



28,998.00 

16,286.00 31^4 

25,800.00 35-38 

22,121.00 39-42 

44,069.00 43^0 



500.0 



7,354,213.00 



Red shingle 
tiles. 

. do 

.....do 

do 

Rubberoid 



Wood shingles 
Corrugated 

iron. 
.....do , 



5,284 

5,284 

6,284 

68,000 

2,800 



1,900 
300 

504 



53,192 

53,192 
53,192 
653,488 
28,900 



1903 

1903 
1903 
1903 
1905 



30,550.00 

114,500.00 
2,472.00 



3,530.00 



46,020.00 



^•i 



14,632.00 



r.i 



13,300 1906 



2, 
4,200 



191' 
1910 



1,600.00 
162.00 

200.00 



174,000.00 
3,337.00 



2,160.00 
205.00 

270.00 



12,020.00 

54,000.00 
1,360.00 



960.00 
80.00 



34,000.00 



« 



95.00 



120,000.00 
1,977.00 



1,200.00 
125.00 

270.00 



I indnded In above prices. 



167,922.00 
• Indudes basement and attic (does not indude verandas). 
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Character, valuB, and condUion ofbuildmgu 
ANNAPOLIS, ICD.-Continued. 



No. 


Structure. 


Material. 




Leniitb. 


Width. 


Sto- 
ries. 


Height 
eaves. 


1 


Englmeerlnff experiment 
sUtlon. 

JE^cperimental purposes 

[Bot]l<v house. 


Brick, concrete, 

andsteeL 
do 


Concrete cm 

piles. 
.... do....... 


Ft. «n, 

318 

SI 

86 2 

60 
60 
60 
60 
42 
49 

49 
49 6 
49 6 
78 

22 6 

78 
32 6 

39 8 

89 8 
39 8 
60 8 
67 4 


Ft, In. 
68 

68 

44 6 

60 
60 
60 
60 
33 
18 

18 
8 6 

8 6 
63 

9 9 

63 
9 9 

49 2 

42 6 

43 
86 8 
28 4 


1 
1 

4 

2 
2 
2 
2 
2 
3 

2 
3 
3 
3 

3 

3 
,3 

3B 

3B 

3B 

3B 

3 


Ft. In. 
88 8 

33 

36 
26 
36 
36 
18 
18 

18 

33 
22 

34 

32 

34 

33 

38 

28 
28 
88 
32 




NsTsl hospital. 
Administration building 

Northward 


White brick teeed 
with granite, 
bufl quoins. 

do 


Concrete.... 
do 




East ward 


do 


do 




Southward 


do 


do 

do 

do 




Westward 


do 




Power house 


do 




Northwest solarium 


Basement, white 
brick faced with 
granite; second 
story, wood and 
glass. 

do 


do 

do 




Southeast solarium 




Northwest passage 


do 


do 

do 




Southeast passage 


do 




Northwest Isolatton ward .... 
Corridor 


White brick and 
granite. 

Basement, white 
brick and gran- 
ite; first story, 
wood and glass. 

White brick and 
granite. 

Wliite brick and 
granite; first 
story, wood and 

wliSe brick «aoed 
with granite, 
bufl quoins. 

do.... 


do 

do 

do 

do 

do 

do 




Southeast isolation ward 

Corridor 




Medical officer in command . . 
First junior officer 




Second Junior officer 


do 


do 

do.-.. 




Female nurses 


do 




Stable 


do 


do 




Total 








Bifle range, 
Magaeines 


Brick 


Concrete.... 
do 


62 
30 
30 
21 
30 
24 

6 
30 
18 
60 

7 
20 

10 


24 
24 
30 
87 
13 
24 

7 

12 

13 
30 

8 
30 

10 


1 


13 

13 

14 
31 
13 
13 

6 
9 
9 

13 

7 6 
U 






do 


do 




Range house (old) 

Range keepers house 

Wood and tool shed 


do 

Wood 


do 

Brick pien.. 
do 




do 




Storehouse 

6phone booths 


do 

do 


Logs...::.:. 

Timber 

Logs 

do , 

Concrete.... 
do 

Conoret^e 

T^iber 




Shelter, SOO-yard firing line. . . 


do 




Old magazine 


do 




Range Souse (new) 


Brick 




5 phone booths (new) 


do 






Wood .. .* 




Punfipiinuse .X 


do 




Total 




1 


Aviation field. 

Hangar or shed for care and 
repair of aeroplanes and for 
instruction in aviation.! 


Wood 


Wooden 
posts. 


129 


34 


1 


11 








1 J 1 











I Temporary structure. 
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at the end of the fiscal year i5i5— Continued. 

ANNAPOUS, MD^-Continued. 



Roof. 



Floor 
space. 



Cubic 
tpaoe. 



Built. 



Cost. 



Addi- 
tions. 



Cost to 
dapUcate. 



Deteriora- 
tions. 



Present 
value. 



No. 



Tile and con- 
crete. 
do 



2l5'(fi* 
2,223 



Slate. 



do 

Flat part slag. 

do 

Slag 

do...... 



....do. 
....do. 
....do. 
Slate... 

Blag.... 

Blato... 
Slag... 

Slate... 



....do 

..-.do 

....do 

....do 



Slate 

do 

do 

do 

Tar paper.. 

do 

Bbinfle 

do 

do 

do...... 

do 

Tar paper.. 

Shingle 



Tar paper.. 



16,920 



4,418 
4,418 
4,418 
4,418 
2,418 
1,552 



1,562 
048 
643 

6,000 

360 



6,000 
380 

7,346 



6,300 
6,300 
8,712 
8,000 



Cu.ft. 
832,459 

80,246 



211,600 



66,270 
96,270 
06,270 
66,270 
36,270 
18,620 



18,620 
7,060 
7,060 

73,000 

3,600 



73,000 
3,600 

73,460 



57,760 
57,760 
87,100 
80,000 



1908 
1908 



1907 



1907 
1907 
1907 
1911 
1907 
1907 



1907 
1907 
1907 
1911 

1911 



19a 
1911 



1911 



1911 
1911 
1911 
1911 



W 



1,022.65 



8536.00 



8225,000.00 



822,500.00 



8202.500.00 



261,860.00 



275,000.00 



3,000.00 



272,000.00 



91,600.00 



95,000.00 



1,248 

720 

900 
1,089 

390 

576 
32.5 

360 

156 

1,104 

40 

400 

100 



14,976 
8,640 

10,800 

22,869 
4,680 
6,902 

227.5 
3,240 
1,404 

17,664 

400 

4,400 

400 



1908 
1908 



1911 



1911 
1911 
1911 

1911 



4,458.33 

2,229.16 

2,000.10 

2,200.00 

100.00 

70.00 

350.00 

100.00 

50.00 

4,000.00 

10,000.00 

564.00 

50.00 



600.00 



4,500.00 

2,200.00 

2,000.00 

2,800.00 

100.00 

75.00 

450.00 

100.00 

60.00 

4,000.00 

10,000.00 

564.00 

50.00 



4,386 



56,166 



1911 



1,750.00 



272,000.00 



200.00 

100.00 

100.00 

1,400.00 

25.00 

25.00 

100.00 

25.00 

40.00 

200.00 

600.00 

25.00 

5.00 



2,000.00 425.00 



4,235.41 

2,117.70 

1,900.00 

1,400.00 

75.00 

50.00 

350.00 

75.00 

10.00 

3,800.00 

9,500.00 

539.00 

45.00 



24, 097. U 



1,575.00 



8,033,797.11 
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PUBLIC W0BK8 OF THE NAVY. 



Character, value, and condUion of buildings 
BOBTON, MABB. 



No. 



Stractore. 



ICftterial. 



Foundation. 



L«ngtb 



Width. 



Sto- 
ries. 



Height 



N 



38 



NaT7 7trd. 



Quarters. 
..,.do... 



.do. 
-do. 
.do. 



Briok.. 
.....do. 
.....do. 

do. 

do. 



.do... 
.do... 
.do... 



.do. 
.do. 
.do. 



.do. 
.do. 
.do. 



Storage , 

Workshop and storage * 

Fay office, labor hoard, muse- 
um, dental office, storage.* 

Storehouse 

Scale house 

Bam 

.....do 



.do. 
.do. 

..do. 

..do. 
..do. 



..do. 



....do.. 
Wood... 
....do.. 
Granite. 



fleetrical storage, riggers and 
laborers. 

Water-closets* 

Partially burned 7 

Lunchroom* 

Telephone exohanen, ohemi- 
cal laboratory, offices of cap- 
tahi of 3rard and captain oi 
watch. 

Commandant's office , 

Storehouse; sailloft,third floor 
Storehouse 

Joiner shop* 



.do.. 



Briok... 
Granite. 
Brick... 
....do.. 



....do.. 
Granite. 
....do.. 

....do.. 



Naval prison and storehouse!*. 



Accounting department and 
inspection office; hull divi- 
sion offices and drafting 
room; general storekeei>er's 
offices; storehouse; garage; 

k armory .u 

Chain and anchor shop; roll- 
ing miU.u 



.do. 



Bri(di.. 
do. 



Granite. 
....do.. 
....do.. 



.do. 
.do. 



..do. 
..do. 
..do. 



.do. 
.do. 
.do. 



do... 

Rubble.. 
.....do... 

Concrata. 
Granite.. 

do... 

do... 



Ft. 
41 
16 
83 
94 
82 
34 
82 
24 
82 
24 
82 
24 
00 
89 
30 
89 
30 
89 
30 
89 
80 
47 
S3 

<207 



do 

Concrete..., 

Piles , 

.....do , 

Granite and 
piles. 



.do. 
.do. 
.do. 

.do. 



.do. 



.do. 



Concrete and 
piles. 



Ft. to. 

21 

16 
26 

17 . 

24 6 \ 

24 6 * 



49 8 
14 li 
60 6 



88 
[100 
60 
70 
79 
200 
70 
88 



73 
200 
200 



24 
24 

24 
18 
24 
18 
89 
27 
20 
27 
20 
27 
20 
27 
20 
21 
«47 
60 

84 
12 
22 
27 
40 
40 
42 
80 
70 
40 
88 



80 8 
76 



/200 3 
\19 



(273 
\ 50 
I 49 4 



281 2 



33 2 

65 4 

49 6 

70 8 

33 



50 3 
14 



90 
40 
24 

179 10 



Ft. In. 
20 
21 
24 
24 
35 



26 
36 
27 
27 



40 
87 
36 
87 
36 
37 
36 
37 
36 
18 
25 
20 

24 
17 
18 
9 
87 
87 
12 
10 
28 
26 
42 



20 
41 
40 
39 
14 



43 



41 

18 7 

13 4 

23 



1 Addition completed 1870. 

* Addition completed 1890. 

* Width on one side 39 feet 4 inches. Width on one side 66 Itot. Average 47 feet 2 Inches. 
« Average. 

• Length on one side 220 feet 7 inches. Length on one side 196 feet. Average 207 feet iaohes. 8,600 
square feet occupied by offices. 

• Remodeled in 1906. 

T Only walls standing. 
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at the end of ^fiscal year 1915 — Continued. 

BOSTON, MASS. 



Roof. 



Floor 
space. 



Cubic 
space. 



Built. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Ilate on wood. 

...do 

' do 

.do 

do 



do 

►Tin 

Plastic slate.. 

..do 



Tin 

Slate on wood. 
Tin on wood.. 
Slate on wood. 



do 

Tin on wood.. 

Shingled 

Slate on wood. 



..do. 

..do. 
..do. 
..do. 
..do. 



...do. 
...do. 
...do. 

...do. 



Slate on wood, 
south end. 

Slate on wood, 
north end. 

Slate on wood, 

. eU. 



Isial 



kte on wood. 



Sq.ft, 
1,948 

3,350 

3,672 

3,672 

3,350 

3,350 
7,884 
6,280 

5,280 

6,280 

5,280 

910 

4,437 

28,950 

3,120 
202 

2,300 
950 

20,730 

2,100 

38,900 

5,200 

3,770 



4,000 
50,780 
44,600 

73,500 

23^460 

26,968 

1,251 



Cu.f 
24,500 

33,927 

38,805 

38,805 

33,927 

33,927 
90,235 
46,792 

46,792 

40,792 

46,792 

17,745 
56,500 
347,400 

45,240 
2,600 
35,500 
12,700 

806,862 

30,800 

533,000 

80,000 

44,600 



1829 

1840 

1840 

1840 

1840 

1840 
1823 



0) 






1867 
1827 
1803 

1852 
1873 



1840 

/1832 
\1856 

1840 
1847 
1850 
1852 



89,400.00 



110,000.00 



51,487 
657,000 
486,000 

892,000 



105,320 
49,390 



516,200 

1,362,000 
1,550,000 



1857 
1850 
1837 

1866 



1854 



1866 



8,645.00 



139,000.00 



64,934.00 



163,800.00 



$6,000.00 

8,ooaoo 

8,000.00 

8,000.00 

8,000.00 

8,000.00 
20,000.00 
11,000.00 

io,5oaoo 

10,600.00 

10,600.00 

1,500.00 

6,000.00 

60,000.00 

6,000.00 

500.00 

3,500.00 

2,000.00 

45,000.00 

12,000.00 

80,000.00 

14,000.00 

9,000.00 



10,000.00 
100,000.00 
75,000.00 

140,000.00 



93,000.00 



12,600.00 

3,ooaoo 
8,ooaoo 

3,000.00 

3,000.00 

8,000.00 
6,000.00 
2,500.00 

2,500.00 

2,500.00 

2,500.00 

1,000.00 
4,500.00 
50,000.00 

4,000.00 

moo 

3,000.00 
1,500.00 

80,000.00 

8,000.00 
75,000.00 
10,000.00 

4,000.00 



4,000.00 
40,000.00 
35,000.00 

70,000.00 



43,000.00 



200,000.00 110,000.00 



12,400.00 

5,000.00 

5,000.00 

5,000.00 

5,000.00 

5,000.00 
15,000.00 
8,500.00 

8,000.00 

8,000.00 

8,000.00 

500.00 

1,500.00 

10,000.00 

2,000.00 
400.00 
600.00 

5oaoo 

15,000.00 

9,000.00 
6,000.00 
4,000.00 
5,000.00 



6,000.00 
60,000.00 
40,000.00 

70,000.00 



50,000.00 



90,000.00 



Slate and cop- 
per on con- 
crete. 

I Octagonal building. Enlarged in 1909. 
9 600 square feet, occupied by offices. 



97,143.00 150,00a00 80,000.00 70,000.00 



A 

B 
C 
D 

E 
F 

a 

L 
M 
N 

O 

1 
4 

5 

10 
19 
20 
21 



28 
24 
28 
31 



82 
33 
84 

36 



38 



40 



I storekeeper's department. 



» 4,692 square feet occupied by the general storekeeper's dei 

u Of total floor area 4,148 square feet occupied by accounting department, 1,922 square feet occupied by 

ispection department, 7,290 square feet occupied oy hull division, 4,600 square feet occupied by armory. 

alance hallwavs and storage. 

II Enlarged 1904. Anchor shop 



and roUlBg mill closed. BpAce used for storage. 
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PUBUC WOBKS OF THE NAVY. 



Character^ vahUf and condition of buildings 
BOSTON, If AM.-€oiitiDixed. 



No. 



Straotvre. 



MaUrfol. 



Foiinistloii. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



42 



58 

00 

62 

63 
64 
75 
76 

77 

78 
79 
80 
96 

97 

100 

101 
103 



£11 
104 
105 
106 
107 

108 

109 
110 
111 
113 
114 



NtTf 7erd— Contln^od. 

Hachine shop No. 1 (mecbio- 

ery dlTlsion).i 



ne shop No. 2. 



Hachine shop (tool).... 

Boiler shop 

Pattern shop 

Foundry* 

C^per shop 

Offices and storerooms . 



.Electric substation « 

Storage of ordnance material, 
etc.» 

Warrant offices; storage 

Boatswain's office 

Magazine 

Saluting shed 



Brick. 



Oniniteand 

pU€B. 



.do- 



Wood.. 
Brick.. 
....do.. 



Posts... 
Piles... 
....do.. 



Wood. 



Poets.. 



Ropewalk.. 



Granite. 



Granite. 



Tarring house , 

Hemp and rope storage.. 

Iron storehouse 

Timber storehouse 

do , 

....do 



Boat shop" 

Cart shed 

Wire rope mill. 
Klfai furnace'.. 



....do 

Granite and brick 

Stone and wood... 

....do 

....do 

....do 

Granite 



..do 

f Granite and 
\ concrete. 

Granite 

....do 

....do 

...do 



Ft, M. 



«476 7 



120 

50 10 
37 5 
12 

51 

[473 
780 6 
[ 46 6 

221 

150 11 



Ft. In. 



>285 3 



60 

28 5 

23 5 

12 

15 



ri39 
450 
450 
450 

450 



.do.. 



Stone and wood.. 

Brick 

....do 

....do 



Main gate, guardhouse > 

Tool room and planning office. 

Timber kihi and belt shop . . . 
Electrical shop 



Brick and terra 

cotta. 
Corrugated iron... 

Brick 

Brick and steel.... 



None 

Granite.. 

do 

Concrete and 

rubble. 
Concrete and 

granite. 
Concrete. 



77 10 

95 3 

187 3 

17 

120 9 



Chain storage; miscellaneous 

storage.^ 
Outside shlpfitters' shop ». . . 

Shipsmiths' shop, power 

house." 
Storage and inside shipfltters' 
shop.i* 

Public works offices, receiving 
room and storehouse.^ 

Central power plants* 

Coal storage 

Pitch house 

Storage 

Millwrights' shop 



►Comigatediron. 
Brick and steel.. 

• — do 

• — do 

....do 



Piles and 
concrete. 

....do 

....do 

Concrete 



62 9 
450 



165 

450 

r329 

L94 8 



450 
340 



iron 



Shipwrights' shop and boat 
storage.1* 



....do 

Brick 

Corrugated 

and steel. 
Brick, steel, and 

corrugated iron. 
Corrugated iron 

and wood. 
Wood and ooiru- 

Sated iron, 
ck and steel..., 



....do.... 

....do 

Concrete and 

pUes. 
Concrete .... 



Posts. 
None.. 



119 



78 
287 



Concrete and 
piles. 



17 6 

30 

60 I 

^373 10 



45 
45 
61 

19 
60 
69 
60 
60 
60 
60 

27 

80 

40 3 

13 

44 6 

/ 50 

\ 64 

30 2 

84 
60 



48 



110 

110 
110 

110 

60 



161 8 

39 2 

91 

16 

20 

26 2 

/96 8 

\160 8 



Ft. in. 
U 



1 Of total floor area 35,564 square feet occupied by shop No. 1, 21,412 square feet occupied by shop No. 2, 
7,688 square feet occupied by tool shop, 19,048 square feet occupied by boiler shop, 32,736 square feet occu- 
pied by pattern shop and pattern storage. 

s Of total floor area 21,671 square feet occupied by iron foundry, 12,400 square feet occupied by copper 
foundry, 11,340 square feet occupied by offices and storerooms. 

* Court yard 200 by 128 feet. 

« Of total floor area 988 square feet occupied by electric substation. 

* Formerly used for power house and coal storage. 

iX) square feet occupied by offices. 
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at the end of the fiscal year 191S — Continued . 

B0ST0I7, MASS.-Gotxtlnoed. 



Roof. 



Floor 



Cubic 
space. 



Boot. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tlon. 



Present 
value. 



Slate on con- 
crete. 

Tin on con- 
crete. 



Slate on wood. 

do 

do 

do 

Tin on con- 
crete. 
Slate on wood. 
....do 



Sq.ft. 
162,737 



Cu.ft. 
4,264,9«7 



do 

do 

do 

[Corrugated 
[ iron. 

hSlate on wood. 



6,620 

1,400 
742 
97 

420 



171,000 

26,200 
11,700 
1,640 

4,325 



137,0001,330,000 



....do 

do 

Concrete... 
Slate on wood. 

do 

do 

do 



f....do 

Tar and gravel. 
Slate on wood. 

None 

Slate on wood. 



Composition. . 

Corrugated 
iron. 

Slate on wood. 

Slate on con- 
crete, corru- 
gated iron. 

fCorrugated 

I iron. 

fSlate on oon- 

[ Crete. 

do 

do 



7,533 
23,200 
16,300 
27,000 
27,000 
27,000 
27,000 

63,900 

2,860 

14,000 

175 

4,970 

3,000 
1,475 

1,950 
25,370 



87,000 
336,500 
304,800 
607,500 
607,600 
594,800 
587,800 

1,032,300 

36,300 

212,800 

4,100 

159,000 

33,000 
25,600 

23,600 
1,063,000 



1857 



1858 

1866 
1863 
1863 

1906 



1836 



1838 



$109,247.00 



1600,000.001250,000.00 



1911 
1848 
1848 
1848 
1848 

1848 

1866 
1852 
1866 
1899 

1903 
1900 

1900 
1903 



$49,500.00 



16,000.00 
23,500.00 



90,000.00 



27,500.00 



20,000.00 

2,000.00 

1,800.00 

250.00 

350.00 



200,000.00 

15,000.00 

96,000.00 

50,000.00 
50,000.00 
50,000.00 
50,000.00 

150,000.00 

2,000.00 

30,000.00 

400.00 

22,000.00 

24,000.00 
2,600.00 

3,500.00 
125,000.00 



15,000.00 

1,000.00 
800.00 
160.00 

250.00 



100,000.00 

7,500.00 

26,000.00 

25,000.00 
25,000.00 
25,000.00 
26,000.00 

80,000.00 

1,600.00 

18,000.00 

375.00 

4,000.00 

4,000.00 
1,100.00 

1,500.00 
10,000.00 



$350,000.00 



5,000.00 

1,000.00 

1,000.00 

100.00 

100.00 



100,000.00 

7,600.00 

70,000.00 

25,000.00 
25,000.00 
25,000.00 
26,000.00 

70,000.00 

500.00 

12,000.00 

25.00 

18,000.00 



20,000. 
1,500. 

2,000. 
115,000. 



7,340 
64,300 



141,200 
1,882,000 



36,900'1,338,000 



^....do 

.....do 

^Slate on wood. 

Copper 

Corrugated 

iron. 
do 



64,300 
57,240 



536,300 

1,882,000 

833,800 



26,300 757,000 



C o r r u g ated 

iron on wood. 

do 



Asphalt and 
felt on con- 
crete. 



2,800 
26,820 

280 

560 

1,460 

83,600 



1906 

1903 
1904 

1903 

1904 

11904 



200,000.00 
200,000.00 



220,000.00 



20,000.00 



220,000.00 20,000.00 



200,000. 
200,000. 



200,000.00 
205,000.00 



220,000.00 
110,000.00 



20,000.00 
10,000.00 



34,200 
1,239, 900 '1904 



39,000.00 



$167,000.00 



110,000.00 10,000.00 
$186,000.00 $26,000.00 



2,700 

9,200 

19,700 

2,023,700 



1901 
1901 
1901 
1904 



466.00 



200,000.00 



400.00 

900.00 

2,000.00 

260,000.00 



300.00 

700.00 

1,000.00 

20,000.00 



200,000. 
100,000. 

100,000. 

$160,000. 

100. 

200. 

1,000. 

240,000. 



7 Not in use. 

* 1,000 square feet occupied by office. 

• 2,100 square feet occupied by office. 

10 2,900 square feet occujpied by offices, 
u 600 square feet occupied by offices. 
IS 2.800 square feet occupied by offices. 

11 Office area, 5,200 square feet. 

" 400 square feet occupied by offices. 

u Second floor is used mainly for storage of boats under the general storekeeper. 
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PUBLIC WOBKS OP THE NAVY. 

Character, valiie, and condition of buildings 
BOSTON, MA88.-€ontinaed. 



No. 



Straoture. 



Material. 



Foundation. 



Length. 



Width. gtS; 



Heiglit 



116 
117 



118 
119 
120 
121 
122 

123 
124 
125 

126 
127 
128 
129 
130 

131 

133 

134 

136 



H 
I 

K 

136 



Navf yard— Continned. 

Shipwrights' shop and boat 
storage.^ 

Stable and wagon shed 

Carriage house 

Water-closets 

do 

Disi>6n8anr> 

OUtenks*. 

Rifle range 



Pump house.. 
Water-olosets. 
PaintShop*... 



Wood and corru- 
gated irou. 

Brick and wood.. 

do 

Brick 

do 

do 

do 

Wood 

Brick 

do 

do 



Oranite and 
concrete. 

Ckmcrete.... 

None 

Concrete 

....do 

.....do 

.-..do 

None 



Ft, in. 
23 3 



76 3 



Ft. in. 
9 6 



Ft. in. 
8 



Water-closets.. 

....do 

Scale house 

Padio station.. 
Tackle storage.. 

Oil storehouse.. 



Brick and granite 

Brick 

Wood 

do 

Wood and corru- 
gated iron. 
Concrete , 



Storage of brick, etc., coke 
shed.« 

Power house for U. S. S. Wa- 
bash. 

Refuse incinerator 



Wood and corru- 
gated iron. 

\ do 

Brick 



Concrete. 

....do 

Concrete and 
piles. 

Concrete 

....do 

Stone 

Piers 

Stone 

PUes and 

concrete. 

None 



Concrete 

Piles and 
concrete. 



39 3j 

39 3] 
64 6 
73 8 
70 

«43 4 

37 

113 

37 

27 4 

12 3 

20 4 

40 

76 2 

70 

61 6 

31 



32 
40 
24 
12 
16 
16 
33 



12 



13 4 
51 8 



13 
13 
9 

10 4 

30 

50 8 

33 

23 10 

22 4 



Total 

Karine btrracka. 



Officers' quarters 

Barracks for enlisted men . 

Officers' quarters 

Administration building . . 



Brick 

do 

do 

Brick and concrete 



Granite. 
....do... 



....do.... 
Concrete. 



64 

ri40 3 

163 

162 

67 



20 

26 

44 

20 

28 



Total. 



Naval hospital, Chelsea. 



New hospital' (front) 

New hospital (back) 

Old hospital (main) 

Old hospital (eU) 

Old contagious hospital • 

(nudn). 
Old contagious hospital (ell) . . 



Brick., 
do. 



Stone. 
.....do. 
Wood.. 

.....do. 



Concrete, 
do... 



Stone 

Concrete. 
Brick.... 



189 
148 
35 
48 



60 10 
47 
70 
20 



28 



.do. 



Contagious hospital. 

Morgue 

Quarters 

do 

do 

.....do 



....do. 

Brick.. 
.....do. 

do. 

do. 

do. 



do. 

.....do. 
Stone.. 
.....do. 
.....do. 
.....do. 



36 2 
41 10 
19 2 



47 



Laundry 

Boiler house 

Fanner's house 

MMAsine 

Shell house, No. 2. . . . 

Shell house, No. 3.... 

Shell house, No. 4.. . . 
Fitting house, No. 1.. 
Fitting house, No. 2.. 
Storehouse, fuel 

Bam 



Wood.. 
Brick.. 



.do. 
.do. 



.....do. 
Stone.. 
....do. 



Brick.. 
Stone.. 
.....do. 



Brick.. 

.....do. 
Wood., 
.do. 



.do. 
.do. 



....do 

....do , 

Wood and glass... 

1 Formerly used for testing wire cables. 

s Also quarters on second floor for pharmacist. 



Storehouse.. 

Stable 

Greenhouse. 



.....do. 

.....do. 
Brick.. 
....do. 
Stone.. 

Brick.. 

....do. 
Stone., 
-...do. 






38 1 
38 1 

96 

34 9 

24 
141 8 
33 2 

96 1 

59 6 
55 10 

60 4 
132 9 

100 8 
4 
6 



17 6 
38 8 



4 

1 

1 
1 

16 10 



16 
35 
22 
26 



21 1 



24 
73 
29 



30 
22 
30 
16 10 

36 4 



21 

48 
76 10 



19 
42 
16 10 



s Mainly underground. 
4 Diameter. 
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at the end of the fiscal year 1915 — Continued. 

BOSTON, MASS.— Continued. 



Roof. 


Floor 
space. 


Cubic 
space. 


BuUt. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Slate on wood. 

do 

Tin 


200 

/ 6,000 

\ 940 

2,200 

940 

520 

520 

5,680 

1,140 

790 

1,300 

430 

8,000 

430 
430 
108 
190 
2,300 

5,100 

2,240 

1,464 
580 


Cu.ft. 
1,600 


1899 






1250.00 


1150.00 

1,000.00 

3,000.00 

1,000.00 

1,000.00 

600.00 

900.00 

600.00 

1,000.00 

500.00 

4,000.00 

500.00 

500.00 

75.00 

100.00 

1,000.00 

1,000.00 

600.00 

700.00 


$100.00 

8,000.00 

6,000.00 

2,000.00 
2,000.00 
11,000.00 
2,000.00 
300.00 

14,000.00 
2,500.00 
32,000.00 

2,500.00 

2,500.00 

25.00 

100.00 

1,000.00 

13,000.00 

600.00 

800.00 
4,700.00 


116 






117 


60,400 
37,300 
23,500 
8,700 
8,700 
67,600 
12,700 
9,500 

67,300 

6,500 

155,400 

6,500 
6,500 
1,100 
1,700 
23,100 

81,700 

20,200 

23,300 
8,300 


1902 
1902 
1902 
1901 
1902 
1905 
1902 
1902 

1905 
1904 
1906 

1904 
1904 
1904 
1904 
1901 

1910 

1905 

1906 
1910 


17,500.00 

2,500.00 
2,500.00 
11,105.00 




9,000.00 

3,000.00 
3,000.00 
11,600.00 
2,900.00 
900.00 

15,000.00 

3,000.00 

36,000.00 

3,000.00 

3,000.00 

100.00 

200.00 

2,000.00 

14,000.00 

1,200.00 

1,500.00 
4,700.00 




Slate 






Tin 


118 


do 

do 

Concrete 

Ruberoid 
roofing. 

Concrete 

Tin 




119 




120 




121 


589.54 




122 




123 


2,885.00 
32,056.00 

2,850.00 

2,066.00 

400.00 

3,386.00 




124 


do 

do 

Tin on wood.. 
Slate on wood. 

Shingled 

Corrugated 

iron on wood. 
Plastic slate 

on concrete. 
Corrugated 

iron. 

}-t 

do 




126 




126 




127 




128 




129 




130 


13,661.00 




131 




133 






134 


4,700.00 




135 








2,619,550.00 




Slate on wood. 
}....do 

do 

Tin on wood.. 


6,372 

31,365 

6,492 

5,700 


56,500 

216,700 

57,600 
67,000 


1823 

1823 

1823 
1909 






9,500.00 

37,000.00 

9,800.00 
19,000.00 


3,500.00 

12,000.00 

3,600.00 
1,000.00 




6,000.00 

25,000.00 

6,300.00 
18,000.00 


H 






I 






K 


18,400.00 




136 






56,300.00 




\siate 


61,772 
46,633 

3,768 

4,437 

278 

7,705 

8,385 
3,385 

1,528 

} 629 

1,024 

9,973 

768 

} 2,274 
1,653 
1,165 
1 740 
2,086 
7,042 

378 
3,162 
3 252 


863,462 
566,431 

55,310 

40,867 

4,031 

93,877 

29,259 
29,259 

25,489 

15,980 

10,925 
128,292 
12,482 

33,153 

26,448 
10,601 
31,494 
20,026 

99,851 

6,899 
26,502 
26,010 


1913 
1861 


293,419.76 
69,047.00 




$292,419.76 
130,000.00 

12,000.00 

8,200.00 
1,000.00 
15,000.00 

20,000.00 

2,600.00 

1,800.00 

1,200.00 
16,000.00 
1,600.00 

4,300.00 

3,600.00 
1,800.00 
3,300.00 
2,000.00 

6,500.00 

750.00 
1,500.00 
3,500.00 






$292,419.75 
76,000.00 

3,000.00 

3,000.00 

500.00 

10,000.00 

18,000.00 

1,000.00 

1,300.00 

800.00 
6,000.00 
1,200.00 

2,000.00 

1,800.00 
1,000.00 
1,500.00 
1,000.00 

4,000.00 

600.00 
1,000.00 
2,000.00 




}....do 

Shingles 

Tin 


130,000.00 


$65,000.00 

9,000.00 

6,200.00 

500.00 

6,000.00 

3,000.00 

1,600.00 

600.00 

400.00 

10,000.00 

400.00 

2,300.00 

1,800.00 

800.00 

1,800.00 

1,000.00 

1,600.00 

250.00 

600.00 

1,500.00 












V-*> 

Slate 












|siateandtin.. 

pfetalonooQ. 
\ Crete. 
Slate 


1856 
\1907 


11,760.00 
17,976.00 




/ ^ 




A 




I c 


















do 

do 

rsiateandoop- 

'GravSv.v.:*.:; 

}shlnglei 

.....do 

do 

Glass 


1861 


18,013.00 















































































• 200 square feet occupied by offices. 

• Spaoe about equally divided between general storekeeper and hull division. 



'About. 

■*< Pest house." 
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PUBLIC WOBKS OF THE NAVY. 



Character^ value, and condition of buildings 
BOSTON, lCA88.-Oontina«d. 



No. 


Structure. 


lCat«rial. 


Foondatlon. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




NftTtl hoflplttl, Chtbea— 

Continued. 

Gatehouse 


Brick 


Brick 

Wood 


n. in. 
20 1 
25 3 
40 


Ft. in, 
16 1 
18 2 
25 2 


2 
1 

1 


Ft. in. 
10 3 
8 4 
10 6 




Storehouse 


Wood 




G&rage 


do 




Total 




A 


Naval magazine, Hlngham. 
Quarters 


Wood and stucco. . 
... .do . 


Concrete 

do 

Stone 

Concrete — 

Stone 

do 

do 


fiO 

40 
68 
112 

35 
30 
50 
40 
40 

ao 

65 

ao 

180 

180 
180 
47 

47 

} 90 

150 
11 
24 
40 

80 

21 


37 

31 4 
22 

24 

25 
25 
40 
30 
30 
25 
50 
10 
50 

50 
50 
16 

16 

50 

50 

8 6 

30 

18 

30 

6 


•2 

•2 
2 
1 

2 

I' 

2 
2 

1 
1 
1 

1 

1 

1 

i 

1 

1 
1 


24 10 

23 9 
15 

14 9i 

18 

15 
22 
15 
18 
17 
10 

6 
21 

21 
21 
8 

8 

21 

21 

6 
15 

12 

13 

7 


B 


. . .do 


C 


do 


Wood 


9 


. .. do 


Wood and stucco.. 
Wood 


1 


do 


2 
3 


do 

do 


do 

do 


4 


do 


do 


do 


5 
6 

7 


do 

do 


do 

do 

do 


do 

do 

do 


8 


Paint shop 


do 


do 


10 


Storehouse 


Reinforced con- 
crete. 
do 


Reinforced 

concrete. 

do 


11 


Shell house 


13 


Fixed ammunition house 

Filling house A 


do 


do 


14 


Corrugated iron on 

wood frame. 
do 


Concrete 

do 


15 


Filling house B 


11 

19 
16 


Three magazine buildings .... 
Power house 


/Reinforced con- 

\ Crete. 

do 


Reinforced 

concrete. 
do 


12 


Fuse and primer house 

Stable and carriage house 

Locomotive shed 


Wood 


Nome 

Stone 

Concrete 

do 

do 




.do 




Corrugated hron 

on wood frame. 

Galvanised iron... 

do 




Shipping house at wharf 

Ignition house 




Total 








Niter depot, Maiden. 
Niter denot (main) 


Brick 


Stone 

do 


154 10 
114 8 

33 

34 
19 4 
27 
31 6 
30 
19 3 


50 
89 10 

19 4 
14 8 
12 10 
16 

20 
20 
19 3 


3 
2 
3 

1 
1 
1 
2 
1 
1 


29 8 
15 6 
25 2 
12 

8 
11 
15 3 
14 

8 




Niter depot (ell) 


do 




Gunner's house (main) 


.do 


do 

do 




Gunner's house (ell) 


. ..do 




do - ..'..-' 


Wood 


. ..do 




Storehouse ^ 


Brick 


do.. 




Bam 


do 


do 




Watch house * 


.do 


....do 




Shed 


Wood 


do 




Total 






1 


North Truro, Mass.s 

Radio station. 

Radio station and quarters 
for operators.* 

Power house 


Wood 


Brick 

do 


28 4 

19 

S 4 

10 2 
5 2 


26 4 

14 

8 4 

7 2 
5 2 


2 

1 

1 
1 
1 


12 

/ 9 5 

\ 16 

/ 7 8 

\ 12 

5 2 

8 Q 

189 


2 


..do 


4 


Gwieral storehouse -, 


Brick 

Wood 


do 


5 


Coftl atorAhousA. •• •••..••. 


g 


Water-closet 


.do 


Brick. 


7 


Radio mast ....... t ..... ^ . r , . 


do 




Total 














Grand total .„.,... 




















■ 











i No use at present. 



> Used for shop. 
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at the end of the fiscal year 1915 — Continued. 

BOSTON, MASS.-Continued. 



Roof. 


Floor 
space. 


Cubic 


Built. 


C06t. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Slate 


537 
415 
943 


Cu.ft. 
5,633 
5,726 
13,808 


1862 






1800.00 
500.00 
473.00 


1400.00 
250.00 


$400.00 
250.00 
473.00 




Shinies 








1912 


$473.00 













428,142.75 




Asbestos, slate 
onwocMd. 

do 

Wood shingles 
Asbestos, slate 

onwooid. 
Wood shingles 

do 

do 

do 

do 

do 

do 

do 

Asbestos, slate 
on wood, 
do 


7,151 

4,772 
2,945 
3,879 


09,511 

42,477 
26,265 
72.577 


1910 
1911 


14,618.34 
7,675.00 




15,000.00 

8,000.00 
6,000.00 
10,000.00 

6,000.00 
3,000.00 
6,600.00 
3,000.00 
4,000.00 
3,500.00 
6,500.00 
300.00 
21,000.00 

18,000.00 

20,009.00 

1,400.00 

1,400.00 
11,000.00 
11,000.00 
12,000.00 
24,000.00 
50.00 
2,200.00 
600.00 

1,520.00 

150.00 






15,000.00 

8,000.00 
4,800.00 
9,500.00 

4,000.00 
2,700.00 
4,950.00 
2,700.00 
3,600.00 


A 


"i666.*66 




B 


1,200.00 
500.00 

1,000.00 
300.00 
550.00 
300.00 
400.00 
350.00 

3,000.00 
60.00 


C 


.1910 


10,277.00 


9 


2,625! 25,375 
2,250 19,500 
6,000 69,000 
3,600 35,400 
3,600 36,600 
2,250 21-7.W 


296.00 
467.00 
690.00 
536.00 
466.95 
406.00 


1 






2 






3 






4 






.I 






3,150.00 6 
2,500.00 7 


9,750 

300 

8,948 

R.»n8 


58,500 

2,400 

362,381 

261,729 

261,729 

8,272 

8,272 

381,579 

208,826 

762 

16,200 

11,880 

39,600 

975 












240.00 
21,000.00 

18,000.00 

20,000.00 

1,330.00 

1,330.00 

11,000.00 

11,000.00 

12.000.00 

24,000.00 

50.00 

1,980.00 

500.00 

1,520.00 

150.00 


8 


1910 

1910 
1911 
1910 

1910 

1910 

1911 


20,895.00 

17,962.00 
19,185.00 
1,334.95 

1,381.89 

f 10,927.00 

10,927.00 

11,646.00 

23,343.00 




10 






11 


do ! l\m 

Corrugatedj 752 

iron. 
do 1 752 

/Asbestos, slate ,\ jo 407 
i on wood. i|*3,497 

do 1 7,673 

Wood shingles 94 

do 1,200 

Corrugated 720 

ir<Hi. 1 
Galvanizedl 2,400 

iron. 1 
do 126 






13 




70.00 
70.00 


14 




15 




17 






18 


"$376.'o6 




19 




ti! 




12 








1220.00 




1910 
1912 
1911 


500.00 

1,520.00 

150.00 
























185,000.00 




Slate 22,010 

do ! 19,950 

do 1 1,823 

do 1 416 

Shi^le 1 206 

V.\V.^o\\V.\\\\\ 1,062 
do ; 331 


314,718 
304,278 
18,349 
5,603 
1,850 
3,675 
10,170 
6,455 
2,717 


1866 
1886 
1865 


60,000.00 

60,000.00 


















80,000.00 
4,600.00 


46,666.661 4G.6oo.66 






1,500.00 


3,000.00 
































800.00 
2,000.00 
1,200.00 

100.00 


500.00 

1,000.00 

700.00 

25.00 


300.00 

1,000.00 

900.00 

76.00 




1868 
1866 
1866 














do 


302 
















44,875.00 




Shingle 

\ ..do 


1,284 

234 

67 

70 
20 


11,870 

2,808 

641 

385 
160 


1903 

1903 
1903 






5,000.00 

400.00 

300.00 

25.00 

40.00 

1,000.00 


1,200.00 

100.00 

75.00 

5.00 

10.00 

500.00 




3,800.00 

300.00 

225.00 

20.00 
30.00 
500.00 


1 


400.00 
306.00 




2 


Board 




4 

5 
6 
7 




Shingle 


1 






















4,876.00 






















3,282,030.00 
















1 





* The Navy Department owns no land at North Truro, but occupies a portion of the Highland Light 
Beservation bv permission of the Department of Commerce and Labor. 

* Cost of radio station quarterg and mast, $6,905. 

33861—16 5 
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PUBLIC WORKS OP THE NAVY. 



Character J value, and condition of buildings 
CAVITB, P. I. 



Structure. 



Material. 



Foundation. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



Naval station. 

Administration building and 

quarters. 

Quarters 

Sawmill, Joiner shop, and 

storerooms. 

Former barracks 

Quarters 

Naval prison 

Offices and stores 

Storehouse 

....do 

.-..do 

.-..do 

....do 

-...do 



Stone and wood. . 

Brick and wood., 
jlronandbriok... 

Stone and wood.. 

Wood and stone., 

Brick 

Brick and wood. . 

do 

do 

do 

do 

Wood 

Stone and wood. . 



Stone.. 
do. 



Cement storehouse 
[Ck>ppersmith shop 



ipfltter, plumbing, and 
. blacksmith shops. 

Iron foundry , 

Publio-works shop , 

PaintShop 

Storehouse 



...do. 
...do. 



.do. 
.do. 



do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 



.do. 



Ft. in, 
136 

77 

ri32 

L 98 

151 

177 

52 

03 11 
121 
121 
121 
121 
148 8 
135 2 



Stone and 
concrete. 

Stone 

do 



Storeroom, kitchen, and din- 
ing room. 

Storehouse 



.do., 
.do.. 

.do.. 



Storeroom and acid store- 
house. 
Storehouse and Library, G. 

CM. room 

Officers' club 

Boat shop, block and copper 

shop. 
Boat builders' office, power 

house for ways, O. F. office. 
/Spar shed and covered ways. 

\8torehouse 

Hull division offioe^aocount- 

ing office, and P. W. office. 
Submarine base, machine 

shop and storerooms. 

Quarters 

Central powerplant , quarters 
F, and Joiner shop storerooms. 
Submarine base and to^edo 

stores. 
Gynmasium and storerooms.. 

Storehouse 

Rigging loft 

Storehouse 



Wood. 
Brick., 



...do.. 
...do.. 

...do.. 



/Stone and 
\ Concrete. 
Stone , 



^Briok and wood.. 
Stone and wood.. 
Iron and wood... 
Brick and stone.. 



Stone 

Wood and iron... 
Brick and wood., 



Machine and electric shop . . 

Stores, sail loft, and quarters. 

Outside foreman's office 

Storeroom 

Quarters 



....do. 

....do. 
Wood.. 
....do. 

....do. 
Stone.. 
Wood.. 
Stone.. 

Wood.. 

....do. 
....do. 
....do. 
Stone.. 



....do , 

....do 

....do 

— do , 

}....do 

...do 

do 



....do... 
Concrete. 
....do... 

....do... 

Stone 

Concrete. 
Stone 

Concrete. 

....do... 

Stone 

do... 

....do... 



■•{ 



.do. 
.do. 



Stone and wood., 
.-..do 



.do. 
.do. 



Storehouse. 



Garrison prison 

Chapel and chaplain's office. . 

Quarters 

Chart room and chronometer 
room. 

Yard police 

Tool house for prisoners 



....do. 
Stone. . 



....do 

'Stone and wood. , 



.do. 

.do. 
.do. 



.do. 



Stone. 
Brick - 



.do. 
.do. 



126 11 

136 

108 10 
37 
27 10 
70 6 
70 8 

49 



124 
45 
73 



103 
114 8^ 

53 
375 

46 

97 



233 9 
135 5 

154 6 

58 1 
42 5 
126 1 
75 10 

133 8 
30 6 

129 
40 10 

112 6 

138 10 
29 8 

29 6 
195 9 

54 8 

30 6 

131 



16 
56 
12 
24 



45 



?] 



Ft. in, 
86 6 



49 
132 
29 
40 
34 
27 
38 
39 
39 
39 
39 
58 
34 



56 

103 7 

94 8 

28 3 

11 6 

47 8 

46 8 

27 7 

16 

41 11 

58 1 



23 
45 

S2 

26 8 
40 6 



98 4 

84 5 

56 7 



21 

29 
151 4 
213 11 

(«) 

15 8 

96 

61 3 

16 6 

11 11 

36 1 

12 9 

42 10 

19 7 
22 11 
10 
24 

28 8 



n 



Ft. <n. 
26 



} '{ 



1 Unknown. 



s Variabla. 
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at the end of the fiscal year 1915— Continued. 

CAVITE, P. I. 



Boof. 



Floor 
apace. 



CubtB 



Built. 



Coat. 



Addl^ 

tlODS. 



Cost to 
duplicate. 



Deteriora- 
tlan. 






Corrugated 

iron. 
do 



|....do 

do 

do 

do 

do 

do 

do 

do 

do 

Rubberold 

Corrugated 

iron. 
do 



-do. 

.do. 
-do. 

.do. 

-do. 



Kubbcrdd 

fCorrugated 

\ iron. 

do 



..do 

..do 

}....do 

do 



-do. 



TUe 

Corrugated 

iron. 
do , 



.do. 
-do. 



...do.. 
...do.. 
...do.. 
...do.. 



v.. ..do 

.....do 

do 

do 

Tile and cor- 
nigated iron. 

Tiie... ■.*.!*.!!!! 

{Bubboroidand 
corrugated 
iron. 

}Tlle 

\Oalyanized\ 
/ iron. ; 

Ruberoid . . 



TUe 

Corrugated 
iron. 



20,626 

7,457 

20,616 

5,820 
11,942 
1,246 
4,900 
8,788 
8,788 
10,063 
8,768 
7,322 
4,033 

6,414 

14,922 

11,500 
1,347 

3,533 

3,036 

2,359 

\ 4,383 
4,001 

7,919 
14,351 
13,495 

4,646 

20,152 
9,438 

12,048 

1, 192 
24,326 
17,660 

11,659 

440 

5,106 

1,568 

10,875 

16,494 

490 

330 

5,196 

1,405 
273 

i 5,434 

1,352 

544 

2,460 

397 
228 



301,300 


1873 


91,926 


1873 


336,689 


1884 


108,834 
180,267 
22,711 
72,455 
134,347 
134,347 
148, 182 
133,937 
115,295 
118,167 


0) 
0) 
1900 
1878 
1878 
1878 
1878 
J 878 
1849 
1849 


168,047 


1849 


442,009 


/1871 
\1908 


179,879 
16,869 


1871 
1871 


52,534 


1871 


42,402 


1870 


22,151 


/1870 

\1904 


45,343 


1902 


59,617 


1886 


113,810 


1885 


19,234 


1885 


377,268 


1860 


81,616 


1880 


497,020 


188-1 


127,413 


1891 


147,799 


1882 


17,165 


1884 


367,030 


1902 


297,466 


1902 


211,011 

5,720 

78,991 

273.753 


1902 
1901 
1901 
1902 


162,862 


1905 


287,078 

4,900 

4,786 

65,199 


1903 
1901 
1901 
(«) 


13,229 
3,003 


1874 
1874 


70,099 


/1902 
\1908 


18,160 


1878 


9,395 


1854 


35,874 


187 
190 3 


4,565 
1,824 


1894 
1884 



0) 
0) 
0) 

(0 

0) 
0) 

0) 

(') 
0) 

0) 
0) 



} « 



0) 
0) 

0) 
0) 

i}) 
(}) 

0) 
0) 

0) 

0) 
0) 
0) 

110,697 

450 

3,500 

(•) 

6,600 
28,727 
(«) 

200 
(«) 

(«) 
(*) 

2,300 
(«) 

(«) 

(«) 
(«) 



945, Ono S2U,900 «24, 100 



14,000 

27,000 

11,000 

27,000 

8,000 

7,000 

13,000 

13,000 

15,000 

13,000 

3,500 

6,500 

10,000 

15,000 

10,000 
2,000 

4,000 

3,500 

2,000 

1,500 
5,000 

5,000 
2,500 
10,000 
10,000 

20,000 
10,000 

5,000 

2,500 
15,000 
10,000 

8,000 

500 

3,500 

2,500 

8,000 

30,000 

200 

200 

6,000 

2,000 
260 

4,000 

2,500 
1,000 
3,500 

300 
150 



6,600 

10,200 

6,000 
17,000 
3,000 
3,400 
6,300 
6,300 
7,600 
6,300 
700 
600 

1,600 

6,200 

6,400 
1,000 

1,300 

1,400 

900 

600 
2,600 

2,700 
1,000 
2,500 
3,500 

6,100 
2,400 

1,300 

1,000 
5,000 
2,500 

2,700 
350 
600 

1,100 

1,500 

4,000 
100 
100 

1,000 

1,300 
150 

1,900 

1,000 

400 

1,300 

150 
130 



7,400 

16,800 

5,000 
10,000 
5,000 
3,000 
6,700 
6,700 
7,400 
6,700 
2,800 
5,900 

8,400 

8,800 

3,600 
1,000 

2,700 

2,100 

1,100 

900 
2,400 

2,300 
1,500 
7,500 
6,500 

14,900 
7,600 

3,700 

1,500 
10,000 
7,500 

5,300 

150 

2,900 

1,400 

6,500 

26,000 

100 

100 

4,000 

700 
100 

2,100 

1,500 

600 

2,200^ 

150 
20 



« Irregular form. 
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PUBLIC WORKS OF THE NAVY. 



Character J value, and condition of buildings 
CAVITB, P. I.-<:onttou«d. 



No. 



Structure. 



Matorlal. 



Foundation. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



59 



62 



100 

101 
102 

103 
104 
105 

106 

107 
lOS 

109 
110 
111 



Naval station— Continued. 
Storeroom 



Brick. 



Quarters B, kitchen 

Quarters B, toilets and lava- 
tory. 

Saw-ming room 

Submarine base, carpenter 
shop, and storeroom. 

Storehouse 



Brick and wood. 
Wood and iron. . 



Wood.. 
....do. 



Stone. 



....do.. 
do.. 



Ft. in 
36 2 



13 2 

14 



Wood.... 
Concrete. 



50 
45 



Yard dispensary and quarters 

Bandstand 

Fire-engine house 

Recreation room 

/Submarine base, blacksmith 
\ shop. 

Shipwright shop 



....do 

....do 

....do 

....do 

Stone and wood. 
Wood 

....do 



Shed over iron racks 

Pump house, laundry 

Naval prison 

/Public work shop 

\Pattem storage 

/Public work shop 

\Pattem storage 

Miscellaneous store 

Radio building 

Radio power house 

Brass foundry and boiler shop 

Lumber stores; guardhouse; 
post office; stable. 

Enlisted men's club 

/Enlisted men's club; bowling 
"1 alley. 

Yard craft storehouse 

Oil storehouse 

Mess hall 



....do-. 

....do.. 
Brick... 



Barracks 

/Quartermaster stores and of- 

\ flCo 

Brass foundry 

Paint shop 

Submarine base, power house, 
and stores. 

Storeroom 

Telephone exchange 

Storeroom 

Yard cleaning gear 

Quartermasters 



Wood and st<me.. 

-.do 

Wood 

....do 

....do 

.---do 

Stone and brick. . 
Stone and wood- 
Wood 

.-..do 

Stone 

Stone and wood.. 



Wood.. 

> do.. 

.do.. 



....do... 
....do... 

Stone 

....do... 
....do... 
Concrete. 

....do-.- 

....do '{ 

....do 

....do 

....do 




7 

3 

1 
76 10 

24 



153 
180 



72 



do.... 

Concrete.. 

do 

do 

do 

Stone 

do 

Concrete. . 

do 

Stone 

do 



Concrete 



.do.. 



Iron., 



.do.. 

.do., 
-do., 
.do.. 



Launch house 

Submarine base and barracks 

Shelter for guards, main gate. 

Receiving and shipping shed 

Boat storage shed 

/Yard, dispensary, and dentist 
\ office. 

Civilian quarters 

Stables and corral 



Stone and wood.. 

Wood 

do 

Brick 

Wood and stone.. 



Wood.- 
....do.. 



....do.. 
....do.. 
do.. 

► do.. 

Stone.. 
Wood.. 



Stone 

Brick 

Concrete 

Stone 

Stone and 
concrete. 

Wood 

Concrete 



....do 

....do 

....do 

....do 



Stone 

Concrete 



Wagon shed 

Paint shop 

Submarine base, bathhouse. 



....do 

Concrete 

Wood and iron.. 



.do., 
.do., 
.do.. 




8 
2 

2 

16 10 
51 1 
34 9 
118 10 
41 2 
57 10 
47 9 

115 
115 



128 

26 

14 3 
116 9 

(0 

0) 
119 



29 
108 



2 
4 
1 
3 

38 1 
6 11 

225 6 

0) 

62 7 
40 4 
28 5 

199 
16 9 
22 8 
9 2 
24 
30 
12 



2 
1 
94 3 

44 
112 8 
201 5 

14 9 
8 8 

58 11 

72 10 

32 4 
30 
21 8 



Ft. in. 
21 



10 

8 8 



32 

25 



112 6 

119 

70 9 

24 

20 3 

10 9 

26 

20 10 

9 7 



41 
11 
37 
13 
44 8 



31 
39 10 

39 10 



71 
26 
17 9 
41 10 

0) 

19 
13 
20 8 



32 
19 
7 9 

53 10 



(0 

25 3 

20 7 

14 6 



23 
10 

20 8 

9 2 

14 3 

12 6 

8 1 

44 8 

12 

50 8 

81 5 

14 9 

10 9 

37 10 

24 10 

17 8 

20 

20 1 



Ft. in, 

7 9 



» Variable. 
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at the end of the fiscal year 1915 — Continued. 

CAVITE, P. I.— Continued. 



Roof. 



Floor 
space. 



Cubic 
space. 



Buflt. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



Corrugated 

iron. 

Tile 

Corrugated 

iron. 

do 

do , 



[^ Pa per 

Corrugated 

iron. 
do 



....do. 
....do. 
....do. 

....do. 



....do 

....do 

...do 

....do 

....do 

Paper 

l^uWoid 

do 

..do 

\Tile and cor- 
j rugatediron. 

Tile: 

\Corrugated 
/ iron. 

Kuberoid 

Tfle 

/Tile and cor- 
\ rugated iron. 
"Corrugated 
iron. 

- do 

....do 

....do 

....do 



do 

do 

do 

do 



}....do 

Paper 

Corrugated 
iron. 

do 

do 

do 

\Ruberoid 

Tile 

Corrugated 

iron. 

....do 

Tile 

Corrugated 

iron. 



Sq.ft. 
723 

no 

103 

2,317 
1,659 

48,446 
9,190 

437 
1,386 
2,438 

853 

4,440 

4,558 

2,470 
1,314 

4,577 

4,577 

7,704 
648 
229 

4,443 

^37,043 

12, 124 

\ 2,958 

549 
2,779 

\ 677 

\ 13,888 

26,088 

2,640 
741 
370 

4,447 
154 
427 
69 

711 

82 
3,404 

628 
5,403 
15,644 

280 

2,150 
3,456 

572 
1,073 



Cvk.ft, 
5,784 

936 
618 

19,506 
15,221 

735,970 
123,658 

7,298 
12,914 
37,500 
13,923 

116.754 

91,331 

53,846 
22, 76,- 

81,928 

77,351 

77,925 
6,728 
1,828 

89,436 

585,981 

146,125 

35,843 

6,434 
58,359 

9,457 
198,377 

323, 135 

25,740 
10,893 
5,032 

73, 138 

1,824 

4,885 

586 



820 
89,525 



1884 

1875 
1001 

1909 
1903 

1G03 
1904 

1903 
1900 
(«) 
1904 

1904 

1905 

1905 
1906 

1005 

1871 

1905 
1904 
1904 
1873 

(«) 
(«) 
1905 
1905 
(«) 
(») 
/1903 
\1914 

1903 

1905 
1906 
1907 

1907 
1907 
(") 
(?) 
1908 
1908 



6,494 1909 
110,864! 1909 
507,728! 1909 

2,753j («) 

26,773! («) 
34,042. 1909 
I 

6,978i 1910 
10, 599 i 1909 

5,115' 1910 



(») 

(«) 
(') 

(*) 
WOO 

17,364 
20,000 
2,000 

(«) 

(*) 

(«) 

(«) 

(«) 

(«) 
10,000 

2,700 

(«) 

3,130.00 

800.00 

200.00 

(«) 
(*) 
(•) 
(«) 

?) 
(«) 

(») 

(•) 

(«) 

1,500.00 

450.00 

75.00 



S225.00 



375.00 

125.00 

(«) 

(*) 

195.00 
2,750.00 

450.00 
6,000.00 
10,000.00 

(«) 

(«) 
(*) 

(«) 
(«) 
(«) 



175.00 



•400 

150 
150 

1.000 
600 

30,000 
12,400 

1,000 
750 

4,000 
500 

4,200 

2,500 

2,000 
10,000 

2,700 

4,000 

3,130.00 
800.00 
200.00 

4.000.00 

25,000.00 

10,000.00 

2,000.00 

750.00 
5,000.00 

1,000.00 
10,000.00 

20,000.00 

1,500.00 
450.00 
300.00 

3,500.00 
375.00 
300.00 
200.00 

500.00 

200.00 
3,000.00 

500.00 
6,000.00 
8,000.00 

300.00 

3,000.00 
1,500.00 

300.00 

1,000.00 

200.00 



1390 

75 
75 

500 
100 

6,000 
4,400 

500 

250 

2,900 

150 

700 

70i> 

500 
1,000 

700 

1,00J) 

1,530.00 
300.00 
100.00 
400.00 

2f 400.00 

1,200.00 

400100 

250.00 
700.00 

500.00 
2,100.00 

7,100.00 

500.00 
50.00 
100.00 

2,000.00 
125.00 
50.00 
100.00 

150.00 

125.00 
500.00 

400.00 
2,000.00 
3.000.00 

100.00 

2,200.00 
500.00 

100.00 
300.00 
100.00 



SIO 

75 
75 

500 
600 



15.000 

S.OOOj 

500 

60o! 

1,100 

350 

3,500 

1,800 

1,500 
9,000 

2,000 

3.000 

1,600.00 
500.00 
100.00 

3,600.00 

600.00 

8,800.00 

1,600.00 

500.00 
4,300.00 

500.00 
7,900.00 

12,900.00 

1.000.00 
400.00 
200.00 

1,500.00 
250.00 
250.00 
100.00 

350.00 

75.00 
2,500.00 

100.00 
4,000.00 
5,000.00 

200.00 

800.00 
1,000.00 

200.00 
700.00 
100.00 



« Unknown. 
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PUBLIC WOBKS OF THE NAVY. 

Character, value^ and condition of buildings 
CAVITE, P. I.-Continued. 



No. 



Stnicture. 



Material. 



Foundation. 



Length. 



Width 



Sto- 
ries. 



Height 
eaves. 



91 



£ 

90 

108 
109 
110 



Nayal statioB— Continued. 

Small accusorv bvildingt (not 
numSo'ed), 

Bathroom and water-closet, 

at end of No. 80. 
Bathhouse, inside Fort San 

Felipe. 
Bandstand, yard of enlisted 

men's club. 
Boatswain store shed 



Building beside building D . . . 
Check booth, main gate . . . 
Coal bin, Fort San Felipe. 



Formerly marine kitchen, San 
Felipe. 

Garbage crematory 

Grandstand 

Hose shelter, magazine 

Laundry room. No. 44, near 



Wood 

....do 

....do 

Wood and iron.., 

Brick and stone. 

Wood 

....do 



Concrete 

do.... 

do.... 

Wood.... 



Stone and brick.. 

Wood and iron... 

Wood 

....do 

....do 



Stone 

Concrete 

Wood and 

stone. 
Stone 



None 

Wood 

Concrete..., 
....do 



Latrine back of building 8. . . 
Latrine beside building 64.. . . 
Latrine back of building C . . , 

Latrine in magazMe 

Latrine near ordnance pier . . . 
Paint storeroom, nortnwest 

of casemate. 
Police station, near building 21 
rPrison guards' quarters, San 

Felipe. 
Sheet iron racks, near No. 31 . . 
Small building back of No. 66. 
Signal tower on building 1. 



Tugs and launches rope store- 
room. 
Waiting room on central whari 



....do 

-...do 

....do 

Wood and iron.. 

....do 

....do 



Stone and brick. , 

'Wood 

....do 

do , 

..do 



....do 

....do 

Wood 

....do 

....do 

Concrete... 



Stone 

Concrete... 
....do. 



.do., 
.do.. 



..do 

Wood 



Stone., 
Wood 



Coaling plant. 
Coaling shed 



Iron. 



Concrete.. 



Ft. in. 
26 I 

0) 

15 2 

(0 

89 10 

15 

115 

43 10 

20 
67 
9 3 

10 10 

47 6 

19 

11 2 
13 
17 3 
19 

9 11 
32 1 
15 3 
36 9 
64 5 
11 6 

11 

10 10 



193 



.do. 



Stores and blacksmith shop . 

Shop ofllce 

Custodian quarters 



....do. 
....do. 
Wood.. 
..-.do. 



.do. 
.do. 
-do. 
.do. 



Main office and barracks. 



Civilian employees' quarters. . 

do 

....do 

Power plant 

Stable 



Stone, wood, and 
brick. 



Stone. 



Wood. 

.-..do 

....do 

Stone and iron. 
Wood 



Concrete.... 

....do... 

....do-.. 

....do... 

....do... 



193 
253 

16 

62 10 

85 7 

53 6 

50 6 

52 

69 7 

20 6 



Total. 



Marine Corps supply depot. 



Marine quartermaster store- 
house and offices. 



Marine barracks. 



}wood. 



Concrete. 



Barracks 

Quarters, offices, and stores. . 

Special duty marines 

Stable 

Wagon shed 

Paint shop 



Stone and wood... 

....do 

Wood 

do 

....do 

Concrete 

1 Variable. 



Stone. 



....do 

Concrete 

....do 

....do 

....do 



84 6 

84 6 

97 

167 

28 9 



175 

189 

122 
13 10 
73 
38 10 
30 OJ 



Ft. in. 
4 

0) 

15 

(0 

11 8 
15 

25 2 

16 2 

16 

18 

6 3 

8 9 

16 

8 



5 
12 

7 
11 



9 10 
16 

8 6 
13 10 
11 3 
11 6 

11 

8 10 



145 6 

145 
33 

12 

59 6 

23 4 

47 

36 6 

28 

21 8 

18 



56 8 

42 6 

56 6 

17 2 

13 



41 

61 

53 6 

33 8 

25 

17 8 

20 



Ft. in. 

8 8 
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cU ^ end of the fiscal year 1915 — Continued. 

CAVITE, P. I.-Contfmied. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi. 
tions. 


Cost to 
dupUoate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Kuberoid 

Corrugated 

iron. 
Ruberoid 

Corrugated 
iron. 

do 

do 

do 

do 


870 

172 

1,048 

950 

210 

2,929 

613 

294 

1,206 

58 

88 

431 
138 

48 
139 
107 
194 

67 

611 

506 
665 
121 

107 

80 

27,845 

27,845 

8,476 

'495 

3,737 

1,840 

2,515 
1,843 

1,456 

1,291 

332 


Ou.ft. 
892 

10,400 

1,548 

9,208 

11,400 

1890 

41,526 

7,356 

2,646 

24,120 

468 

814 

4,439 

1,104 

384 

904 

717 

1,562 

673 

7,349 

4,351 
7,613 

847 

706 

664 

334,140 

334,140 

144,092 

1,292 

48,576 

31,280 

27,660 
16,587 
16,016 
14,590 
5,801 


(») 


(») 




S200.00 

500.00 

800.00 

760.00 

1,500.00 

150.00 

2,000.00 

500.00 

200.00 

500.00 

75.00 

75.00 

1,000.00 
200.00 
75.00 
150.00 
150.00 
260.00 

160.00 

700.00 

500.00 
800.00 
300.00 

200.00 

75.00 


1100.00 

400.00 

200.00 

250.00 

1,000.00 
50.00 
800.00 

200.00 

150.00 
300.00 
25.00 
25.00 

200.00 
50.00 
26.00 
50.00 
50.00 

100.00 

50.00 

300.00 

100.00 
200.00 
100.00 

100.00 

25.00 


1100.00 

100.00 

800.00 

500.00 

600.00 

100.00 

1,200.00 

300.00 

50.00 

200.00 

50.00 

60.00 

800.00 
150.00 
50.00 
100.00 
100.00 
150.00 

100.00 

400.00 

400.00 
600.00 
200.00 

100.00 

50.00 
























































do 










Wood 

Ruberoid 

Corrugated 

iron. 
... do 



































do 










do . ... 










do 










do 

do 


















do 










I. ..do 










do 










do 

Galvanized 

iron. 
Corrugated 

iron. 
do 


































Corrugated 
iron. 

do 

do 

Paper 

Corrugated 

iron. 
do 

do 

do 

do 

Tile 












































190.00 
3,400.00 

300.00 

1,900.00 
1,160.00 
1,120.00 




190.00 
3,400.00 

300.00 

1,900.00 
1,160.00 
1,120.00 




1904 


















1905 
1906 
1906 


















1 














Paner. . . 








400.00 




400.00 
















8,370.00 




Corrugated 
iron. 

do 

do 

do 

do 

Corrugated 
iron. 

do 

do 

do 

do 

do 

Tile 


4,678 

3,486 

5,432 

2,755 

367 

6,960 

11.404 
6,378 
6,824 
1,728 
686 
504 


107,612 

80,178 
64,320 
23,421 
3,127 

76,560 

256,596 
164,573 


1903 






21.400.00 
10,000.00 

i3,ooaoo 

13,500.00 

2,880.00 
560.00 
760.00 






21,400.00 

10,000.00 

13,000.00 

13,600.00 

2,880.00 
560.00 
760.00 


91 








D 










E 


}l903 

1909 
1910 
1909 








90 


169,026 

28,512 

7,074 

9,576 








106 








109 









110 



« Unknown. 
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Character, value, and condition of buildings 
CAVITB, P. L^ContJnued. 



No. 



Structure. 



Material. 



Foundation. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



Marine barracks— Continued. 
Sleeping room 



Bakery... 
Barracks.. 
MesshaU. 



Wood. 



....do 

Brick and stone. 
Wood 



Kitchen store. 
Kitchen 



Bathhouse. 



Wood and paper. 
Brick and wood.. 

Wood 



Concrete. 



....do 

Stone 

Wood and 
stone. 

Stone 

....do 



Concrete. 



Ft, in. 

29 

32 3 

90 6 

100 

16 3 

41 8 

[ 8 

19 

43 8 



Ft. in. 
14 8 



U 
11 

26 4| 

12 
16 
8 
19 
13 



Total 

Naval hospital. 

Quarters, medical officer in 

command. 
Subsistence building 

Administration building ^ 

Steward's quarters 

Pharmacist's quarters 

Wards A and B 



Wood 

....do 

Stone and cement. 
Wood. 



Concrete. 



WardsCandD 

Quarters A 

Quarters B 

Quarters C 

Sick officer's quarters A. 

Sick officer's quarters B. 
Apprentices' quarters . . . 
Laboratory, old 



Operating room 

Recreation building. 
Cook's quarters 



do 

Wood with con- 
crete addition. 

....do 

Wood 

....do 

....do 

....do 



.do. 
.do. 
.do. 



.do. 

.do. 

.do. 
.do. 
.do. 

.do. 
.do. 
.do. 
.do. 
.do. 

.do. 
.do. 
..do. 



67 8 

104 3 

23 

28 O' 

29 6 



47 4 



.....do. 

do. 

Wood.. 



do.... 

do.... 

Concrete.. 



Nurse Corps' quarters 

Crematory 

Morgue 

Stable and storehouse 

Power house and laundry. 

Gatehouse 

Brig 

Ward for insane 

Isolation ward 



Ice house >. 



do 

Galvanized iron. 

Wood 

do 

do 

Cement 

Wood 

do 

do 



....do... 

do... 

....do... 
....do... 

do... 

....do... 
Wood. . . . 

Concrete 

do... 



36 
217 

217 
61 
61 
61 
40 

40 
HI 3 
25 6 

36 6 
24 8 
36 10 

97 6 
9 
6 
6 


3 
4 




Stone. 



Stone. 



11 
60 
84 
12 
24 
32 
25 

37 8 



New laboratory. 



Wood. 



Wood. 



28 9 



Total 

Grand total. 



20 
23 
28 
40 
16 
32 

32 
51 
51 
61 
29 



29 6 

33 

23 

20 6 

26 2 

16 6 



26 
14 
11 
33 
43 
8 
20 
13 
18 



21 



36 11 



Ft. in. 
10 8 



CAPE BLANCO, OREG. 



Badio station. 



Dwelling house. 



Powerhouse. 
Pump house. 
Oil house 



Wood. 



do 

do 

Galvanized iron. 



Concrete 
piers. 

..:.do 

do 

Concrete 



37 6 38 6 



30 
24 
10 8 



20 
12 
8 8 



1 Old Spanish chapel remodeled. 
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at the end of the fiscal year 1925— Continued. 

CAVITE, P. I.— Continued. 



Roof. 



Floor 

space. 



Cubic 
space. 



Built. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



Corrugated 

iron. 

....do 

Tile 

Corrugated 

iron. 

do 

....do 

....do 

do 



Sq.ft. 

399 

302 
1,017 

2,468 

256 
615 
49 
324 
559 



Cu.ft. 
1,317 

3,171 
12,204 
33,318 

2,995 
6,027 
294 
4,J 
4,472 



S140.00 

250.00 
1,800.00 
2,600.00 

200.00 
900.00 

760.00 



Galvanized 

iron. 
....do 

^ do 

....do 

do 

do 

Ruberoid... 

do 

do 

do 

Galvanized 
iron. 

do 

Ruberoid 

Galvanized 
iron. 

do 

Ruberoid 

G a 1 V a nized 
iron. 

do 

do 

do 

do 

do 

do 

do 

Ruberoid.. 
G a 1 V a nized 

iron. 
Concrete and 
g a Ivanized 
iron. 
Galvanited 
iron. 



5,233 

2,037 

1,370 

1,187 

594 

7,068 

7,068 
2,601 
2,601 
2,601 
1,184 

1,184 

3,671 

586 

748 
620 
570 

5,070 
301 
132 
1,966 
2,098 
96 
485 
416 
450 

792 



75,881 

23,427 

25,955 

13,671 

6,978 

102,944 

102,944 
37,714 
37,714 
37, 714 
13,516 

13,516 

47,726 
7,184 

8,041 
8.369 
5,814 



3,913 
1,322 
34,378 
28,301 
768 
5,091 
4,368 
5,850 

6,336 



9,493 



1905 

1905 

1905 

1905 
1905 
1905 

1909 
1908 
1908 
1908 
1905 

1908 
1908 
1904 

1908 
1909 
1908 

1910 
1909 
1909 
1905 
1905 
1910 
1905 
1909 
1905 

1905 



1909 



$17,683.00 



0015, 



4,258. 

1,181.00 

3,48S.44 
2,259.20 
37,342.00 

22,301.00 
9,000.00 
9,000.00 
8,570.00 
2,927.12 

5,601.00 
10,571.00 
No data 
(old). 
8,729.00 
3.716.00 
1,680.00 

15,000.00 

4,574.82 

3,951.48 

3,000.00 

4,412.18 

449.42 

299.02 

1,916.00 

646.00 

224.00 



6,202.86 



i, 652. 04 
1,088.00 



554.00 



17,683.00 

9,900.00 

2,200.00 

3,488.00 
2,300.00 
37,342.00 

22,301.00 
9,000.00 
9,000.00 
8,570.00 
2,927.00 

5,601.00 
10,500.00 
1,500.00 

8.729.00 
3,716.00 
1,680.00 

15,000.00 

4,574.00 

3,950.00 

3,000.00 

4,400.00 

449.00 

299.00 

1,900.00 

646.00 

1,650.00 



6,200.00 



$40.00 



600.00 



50.00 
200.00 



1,768.00 

990.00 

110.00 

220.00 

300.00 

4,342.00 

1,115.00 
450.00 
450.00 
428.00 
292.00 

280.00 
457.00 
500.00 

539.00 
186.00 
84.00 

750.00 

274.00 

200.00 

156.00 

500.00 

14.00 

29.00 

80.00 

96.00 

150.00 



400.00 



$100.00 

250.00 
1,800.00 
2,000.00 

150.00 
700.00 

760.00 



46,460.00 



15,915.00 

8,010.00 

2,090.00 

3,266.00 
2,000.00 
33,000.00 

21, 186. 00 
8,550.00 
8,500.00 
8,142.00 
2,635.00 

5,321.00 

10,043.00 

1,000.00 

8,290.00 
3,530.00 
1,596.00 

14,250.00 

4,300.00 

3.750.00 

2,844.00 

3,900.00 

435.00 

270.00 

1,820.00 

550.00 

1,500.00 



6,800.00 



182,493.00 



762,803.00 



CAPE BLANCO, OREG. 



Shingles 

do 

2-inch plank.. 
Galvanized 
iron. 


1,242 

551 

253 

80 


23,463 

8,265 

3,795 

645 


1907 

1907 
1907 
1907 































































> Old Spanish cistern remodeled; used as ice house. 
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Character y value^ and condition of buildings 
CAPE ELIZABETH, ME. 



No. 


Stnicturo. 


Material. 


Foundation. 


Lengtb. 


Width. 


Sto- 
ries. 


Height 
eaves. 


1 


Bftdlo itotton. 
Radio station 


Wood 


Brick 


Ft. in. 
25 


Ft. in. 
28 


1 


Ft. <ik 
12 









CAPE HEKLOPEN, DEL. 



Radio station. 

Radio operating room, engine, 
battery, and store room and 
operators' living rooms. 

Oil storage house 

Coal bin 

Water-closet 



Wood and brick. 



Wood.. 

....do. 
....do. 



Brick. 



Brick piers. . 

.....do 

....do 



58 2 

10 2 

12 2 

6 3 



24 6 



10 2 

10 2 
6 3 



CHARLESTON, S. C. 



16 



39D 
391 
47 

48 

301B 
426 
1003 
1005 
1009 
1012 
1013 
1014 



Commandant's office 

/Ship fitter's mold loft, angle- 
\ smith. 

Machine shop, plumbing shop 

Joiners and pattern shop 

Foundry blacksmith 

Stores and office 



Navy yard. 



Quarters. 



.do. 
.do. 



.do. 
.do. 



JBrlck and steel 

..do 

..do 



Industrial offices, stores 

Cachinist mates' school Re- 
serve Torpedo Flotilla, Pub- 
lic Works Department, 
eserve Torpedo Flotilla 

South Gate House 

Dispensary 



Water-front substation. 

Latrine 

Central power station . . 



O il tank house 

Oil and gasoline pumping sta- 
tion. 

Fuel-oil tank 

Gasoline tank 

Steel storage shed 

Water tank 



Dry-dock pumping plant.. 

Radio station 

Locomotive shed 

Labor-board office 

Guardroom and drilling. . , 

Oil and paint storage 

Tool house 

Stores 



Wood. 



.do. 
.do. 



Wood and brick. 



....do. 
Brick.. 



.do. 
.do. 
.do. 

.do. 
.do. 



Wood. 
....do. 



Brick and steel.. 

....do 

..-.do 



Brick 

Corrugated iron. 



Steel 

do 

Steel and plaster. 
Reinforced con- 
crete. 
Brick and steel... 
Wood 

do. 

do. 



.do. 
.do. 
.do. 
.do. 



Brick and 
concrete. 

Brick 

Brick and 
concrete. 

Wood and 
brick. 

do 

Concrete 

/Piles and 
\ concrete. 

(Concrete and 
ooncrete 
and piles. 

Piles 



.do. 
.do. 
.do. 



.do. 



.do. 



Wood 
Brick and 

concrete. 

Concrete 

do 

Concrete and 

piles. 
Concrete.... 
Concrete and 

piles. 

None 

do 

Concrete..., 
Reinforced 

concrete. 
Concrete.... 

Brick , 

Wood , 

do , 

Brick , 

Wood 

do , 

Brick and 

wood. 



76 

70 

55 

56 

45 

80 

325 

150 

319 

300 



261 
189 



324 6 

326 
172 
130 
207 

25 8 

84 



72 
46 
143 



45 
57 

0) 
129 
0) 



51 
48 
50 
26 
140 
28 
8 
40 



58 



25 
48 



52 
37 



75 
75 



176 6 

00 

76 4 

65 

60 

101 5 
101 

82 

64 

14 

31 

24 6 
33 
115 8 



16 
19 

62 
22 

49 
21 



41 
38 
30 
19 

65 6 
20 



6 
40 



1 Diameter. 
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at the end of the fiscal year 19 IS — Continued. 

CAPE ELIZABETH, ME. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Add!- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Shingles 


T^ 


Oh. ft. 
8,600 


1904 


$1,800.00 




$2,000.00 


1200.00 


$1,800.00 


1 


" 





CAPE HBNLOPEN, DEL. 



Shingles and 
tinf 

Jwood and tin. 

)—^- 

Shingles 


1,909 

104 

124 
39 


19,833 

988 

030 
835 








13,440.00 


$516.00 


$2,924.00 


1 








2 














8 














4 

















CHARLESTON, S. C. 



Shingle and tin 

Tin 

do 

do 

Shingle 

Tile 

Copper 

Comi)osition.. 

Copper 

Slate 

Plastic slate. . . 
Slate 

Copper 

Slate 

Paroid 

Tin 

Slate 

Tile 

Plastic ^te. . . 

Steel 

Corrugated iron 

Steel 

do 

Barrett 

None 

Steel and slate. 

Tin 

Corrugated iron 

Paroid 

do 

Shingles 

Paroid 

do 



6,332 

5,896 
5,850 

7,118 

3,636 
5,320 
24,375 
24,375 
11,250 

45,000 
11,300 

49,450 

4,500 

13,310 

6,650 

36,855 

13,940 

25,000 

33,097 

17,517 

10,715 

39,840 

327 

6,028 

1,764 
1,518 

33,080 

720 
1,008 

3,091 
360 

6,140 
314 

1,734 
1,824 
1,500 

494 
9,170 

670 

48 

1,600 



102,795 

94,500 
93,330 

98,000 

41,000 
109,980 

176,600 

►2,004, fiOO 

lp3^I,500 

5Sfj,000 

t^OO, fXX) 

' 755,500 

2,024,400 

783,600 

2,838 

106,500 

28,360 

27,324 

1,186,400 

14,400 
18, 144 

99,160 

12,160 

159,744 

6,600 

121,380 

26,636 

23,250 

6,434 

77,774 

6,840 

384 

32,800 



1905 



1903 
1908 



U800 



1905 
1906 

1905 

1904 

1906 
1908 
1906 

1906 

1906 
1903 
1908 

1910 
1907 
1909 

1908 
1911 

1911 
1911 
1911 
1911 

1908 
1906 
1904 
1910 
1906 



1907 



$12,000.00 

7,500.00 
7,000.00 



34,445.00 
145,640.00 

110,517.00 

106,368.00 

69,440.00 
99,660.00 
114,927.00 

283,125.00 

125,350.00 

360.00 

12,000.00 

3,810.00 
6,840.00 

$196,680.00 

4,310.00 
4,600.00 

8,400 00 
2,020.00 
13,500.00 
1,600.00 

66,980.00 

2,010.00 

2,600.00 

760.00 

11,670.00 



2,960.00 



$1,125.00 
4,480.00 

3,483.00 

6,912.00 

3,160.00 
7,140.00 
3,993.00 

4,606.00 
2,630.00 



$12,000.00 

7,500.00 
7,000.00 

7,000.00 

4,000.00 
35,570.00 

150,120.00 



114,000.00 

113,280.00 

72,600.00 
106,800.00 
118,920.00 

287,730.00 

127,980.00 

350.00 

12,000.00 

3,810.00 

6,840.00 

$196,680.00 

4,310.00 
4,000.00 

8,400.00 
2,020.00 
13,500.00 
1,500.00 

66,980.00 

2,010.00 

2,600.00 

760.00 

11,670.00 



2,950.00 



$2,000.00 
500.00 



570.00 
120.00 



280.00 



7,800.00 



7,730.00 

7,980.00 

250.00 

2,000.00 

10.00 

40.00 

$1,680.00 

310.00 



20.00 



980.00 

10.00 

2,200.00 



6,670.00 



2,460.00 



$10,000.00 

7,000.00 
7,000.00 

7,000.00 

4,000.00 
35,000.00 

150,000.00 



114,000.00 

113,000.00 

72,600.00 
99,000.00 
118,920.00 

280,000.00 

120,000.00 

100.00 

10,000.00 

3,800.00 

6,800.00 

$196,000.00 

4,000.00 
4,600.00 

8,400 00 
2,000.00 
13,600.00 
1,600.00 

66,000.00 

2,000.00 

300.00 

760.00 

6,000.00 

100.00 

20.00 

500.00 



301B 
426 
1003 
1005 
1009 
1012 
1013 
1014 



lAbout. 
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Character J value, and condition of huildiTigs 
CHARLESTON, 8. C— Continued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


1015 


Navy yard— Continued. 
Stable 


Wood 


Wood 

do 


Ft. in. 

138 
17 3 
12 
20 
34 4 

201 

124 
8 
6 


Ft. in. 
27 

5 
12 
20 
24 4 

43 

55 

6 
6 


1 
1 
1 

1 

1 
1 
1 


Ft. in 

11 

12 
10 


1017 


Gatehouse 


do 


1018 


Magazine 


Wood and concrete 
Wood 


do 

do 


1019 


Watchman 


8 


1020 


Latrine 


Wood and concrete 
Wood 


Concrete.... 

Wood 

Brick 

None 

do 


10 


1021 


Boat storage, foreman-laborer. 
Amusement haU 


20 


1023 


do 


14 




6 hose houses 


Iron and wood.... 
Wood 


7 




5 sentry boxes 


8 




Total 










Marine barracks. 
Marine barracks 


Brick.. 


Brkjk 

Concrete.... 

...do 


129 6 
/ 47 
\ 35 
/ 47 
\ 35 
48 6 
59 


73 3 
39 
19 
39 
19 
38 6 
30 


4 

1 

1 


34 6 
26 

26 

13 6 
16 




Quarters 


Wood 




do 


do 


1004 


do t. 


do 


Wood 

do 


1611 


do 


do 




Total 























COLON, CANAL ZONE. 



Badio station. 

Operating room and quarters . 



Power plant , 

Storehouse , 

Bathhouse and toilet. . 



Total. 



Wood (portable) . . 



Wood. . 
....do. 
do. 



Brick piling. 



Cement 

Concrete.... 
....do 



44 40 



19 

33 

6 



19 

22 

6 



CORDOVA, ALASKA. 



Badlo station. 
Dwelling house 



Powerhouse. 
Pump house. 
Oil house 



Wood. 



....do 

....do 

Galvanized iron. 



Concrete 
piers, 
do. 



.do.. 



Concrete... 



37 6 

30. 

24 

16 



38 6 



20 
12 

8 



DUTCH HARBOR, ALASKA. 



Badio statioB. 



Dwelling house.. 
Coal shed 



Wood.. 
do.. 



Wood.. 
do.. 



52 
14 



10 



EUREKA, CAL. 



Badlo station. 
Dwelling house 



Powerhouse. 
Pump house., 
Oil house 



Wood. 



do 

do 

Galvanized iron... 



Concrete 
piers. 

do 

do 

Concrete 



37 6 



30 
24 

10 8 



38 6 



20 
12 

8 8 



PUBLIC WOEKS OF THE HAVY. 
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at the end of the fiscal year 19 IS — Continued. 

CHARLESTON, B. C.-Contioiied. 



Roof. 


Floor 
space. 


Cubic 
space. 


BuUt. 


COBj. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


N©. 


Paroid. 

do 

Corrugated iron 

Tin.: 


86 

144 

400 

731 

/ 4,322 

\ 4,322 

6,820 

4S 

36 


Ou.ft, 
52,164 
1,118 
1,684 
3,700 
8,772 

1 216,075 

96,480 

384 
288 


1907 
1907 
1903 


$2,100.00 
315.00 
170.00 




$2,100.00 
316.00 
170.00 


$100.00 


tanooLnn 


1016 




66.00 '2SO.m 


1017 




20.00 


160.00 
1,000.00 
1,000.00 

1,600.00 

2,000.00 
300.00 
200.00 


1018 




1019 


Plastic slate. . . 
Tin 


1908 


1,750.00 




1,750.00 


750.00 


1020 




1021 


do 

Iron 


1910 
1908 
1904 










1028 


360.00 
316.00 




360.00 
316.00 


60.00 
115.00 




Paroid 










1,470,290.00 




Tile 


29,860 
5,463 

5,463 
1,824 
1,180 


2^,355 

61,470 

61,470 

21,480 
15,750 


1910 
1910 

1910 

1905 
1905 


46,400.00 
11,410.00 

11,410.00 

3,220.00 
2,360.00 




46,400.00 
11,410.00 

11,410.00 

3,220.00 
2,360.00 


5,400.00 
4,410.00 

4,410.00 

2,220.00 
1,360.00 




40,000.00 
7,000.00 

7,000.00 

1,000.00 
1,000.00 




Copper 

do 

Paroid 

do 












1004 




1011 






66,000.00 























COLON, CANAL ZONE. 



Wood and tar 

...'Xf: 

do 

Corrugated iron 


1,760 

361 
726 
36 


15,840 

4,783 

8,172 

288 


1911 
"1904" 


$2,775.00 


$400.00 

250.00 
25.00 


$3,000.00 

550.00 

1,300 00 

75.00 


$200.00 

50.00 
200.00 


$2,800.00 

500.00 

1,100.00 

75.00 


1 
2 


1,275.00 
75.00 


3 
4 








4,475.00 























CORDOVA, ALASKA. 



Shingles 

do 

2-inch plank.. 
Galvanised 
iron. 



1,368 


26,260 


1908 


551 


8,265 


1908 


253 


1,518 


1908 


112 


909 


1908 



$29,984.00 



$31,320.00 



$6,996.80 



$26,323.20 



DUTCH HARBOR, ALASKA. 



Roofing i)aper. 
do 



1,472.00 
140.00 



27,477 



1911 
1911 



}»20, 



327.70,- 



$20,827.70 



{ I 



EUREKA, CAL. 



Shingles 

do 

2-inch plank... 
Galvanised 
iron. 



1,242 

651 

253 

80 



23,463 

8,265 

3,795 

646 



1906 

1906 
1906 
1906 



$15,700.00 



$16,446.00 



$3,925.00 



$12,620.00 
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PUBLIC WORKS OF THE NAVY. 



Character, value, and condition of buildings 

FARALLON ISLANDS, CAL. 



No. 


Stnicture. 


Material. 


Foandatlon. 


Length. 


Width. 


Sto. 
riea. 


Height 
eaves. 


1 


Radio itatlott. 

Dwelling hoiKW . . 


Wood 


Concrete 

piers. 
do 


Ft. in. 
61 6 

30 
24 
10 8 


Ft. in. 
32 

20 
12 
8 8 


1 

1 
1 
1 


Ft. in. 
18 

12 

16 

7 6 


3 


Power house 


do 


3 
4 


Tank house 

Oil house 


do 

QalTanlzed Iron. . . 


do 

Concrete 







FRENCHMANS BAY, ME. 



4 

6 

6 

7 

Ell 

8 

9 

10 

11 



Fuel plant. 



Coal shed 

Coal pocket.. 
Powerhouse. 



Machine shop 

PaintShop 

Custodian's quarters. 

j.Engineer's quarters . . 

Bam 

Tool house 

Icehouse 

Storage of wood, etc. . 



Total. 



Steel and concrete. 
.....do 



Steel and corru- 

W^ted iron, 
ood 

....do 

....do 



..do., 

..do., 
..do., 
.do., 
.do.. 



Stone. 
Steel.. 



Main pier. 



Stone.. 
....do. 
....do. 



Ground. 
Stone... 
....do... 
Ground. 
....do.., 



37fiU0 
200 
39 



40 
20 



57 



18 
14 



104 

25 

26 



25 
16 
25 
26 
21 
40 
20 
12 
12 



GREAT LAKES, ILLINOIS. 



Commandants house. 

Officers' quarters 

do.... 

do. 

do. 

do. 



do 

do 

do 

do 

do 

do 

Barracks A , 

Barracks B , 

Barracks C 

Barracks D , 

Receiving barracks 1 , 

Receiving barracks 2 

Receiving barracks 3 

R eceiving barracks 4 

Receiving barracks 5 

Receiving barracks 6 

Administration building 

Boathouse 

Brie 

Drill hall and surgeon's office. 

Garbage crematory 

Greenhouse 

Instruction building 

Main guardhous^L 

Mess hall 

Powerhouse 

Receiving building 

Receiving galley and laundry. 

Receiving guardhouse 

Scalehouse 



7 

8 

9 
10 
11 
12 
13 

14 Sewage disposal plant. 



Brick 

....do 

....do 

....do 

....do 

....do 

do 

do 

do 

do 

do 

Wood 

Brick 

do 

do 

do 

do 

.....do 

.....do 

do 

....do 

....do 

do 

.....do 

....do 

do 

Plastered tile.. 

Wood 

Brick 

....do 

....do 

....do 

....do 

....do 

....do 

Wood 

Concrete 



Concrete. 

do... 

do... 

do... 

do... 

do 

do 

do 

do 

do 

do 

Posts 

Concrete 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Wood posts. 

Concrete 

do 



....do... 
....do... 
....do... 
....do... 
....do... 

....do... 



78 

54 

54 

54 

54 

67 

67 

67 

67 

67 

67 

70 
194 8 
194 8 

194 8 
191 8 
102 10 
102 10 
102 10 
102 10 
102 10 
102 10 
223 10 

195 5 
48 

401 
27 



387 
56 
210 
125 
164 
60 



10 
107 9 
61 4 



39 10 
41 7 



41 
41 
41 

38 
38 6 
38 6 



43 6 

43 6 

43 6 

43 6 



43 
43 
80 
86 
22 

134 
19 
18 

120 
33 

229 
93 
33 
50 
16 
10 
28 
42 



3 
2 
2 
2 
2 
2 
2 
2 
3 
3 
3 
3 
2 
2 
2 
2 
2 
2 
9 
2 
1 
2 
2 
1 
3 
2 
2 
3 
2 
2 
1 



1 The column '' Cost to duplicate" is assumed to be 5 per centi;teater than the original cost tor all buildings 
built prior to the year 1911. 
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at the end of the fiscal year 1915 — Continued . 

FARALLON ISLANDS, CAL. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Coet. 


Addi- 
tions. 


Coet to 
dupUoate. 


Deterlora- Present 
tlon. value. 


No. 


Shingle 

do 

S-lnch plank. . . 
Galvanized 
Iron. 


Sq.ft. 
1,875 

551 

253 

80 


Cu.fl. 
41,203 

8,265 

3,795 

645 


1906 

1906 
1906 
1906 


$14,865.34 




$15,560.00 


$4,459.60 


111,100.40 


1 
2 




3 
4 



PRENCHMANS BAY, ME. 



[Shingle 

^Corrugated 
I steel. 

Concrete and 
steel. 

Tar and gravel 



...do... 

....do... 

....do... 
....do... 
....do... 
....do... 



2,000 
30,754 

5,840 

1,014 

2,000 

320 

1,500 

4,800 

4,480 
920 
190 
150 



8,500 



1904 
1901 

1906 

1901 

1905 
1906 
1902 



1902 

iwr' 



$1,800.00 

136, 000. 00 $7,000.00 



60,000.00 
1,000.00 



4,900.00 



1,985.00 



$2,000.00 
136,000.00 

60,000.00 

1,000.00 

2,500.00 

150.00 

1,200.00 

10,000.00 

5,500.00 
50.001 
100.00 
100.00 



$200.00 
60,000.00 

15,000.00 

250.00 

600.00 

25.00 

300.00 

2,500.00 

1,100.00 
10.00 
25.00 
25.00 



$1,800.00 
76,000.00 

45,000.00 

750.00 

1,900.00 
125.00 
900.00 

7,500.00^ 

4,400.00 
40.00 
75.00 
75.00 



131,765.00 



1 
1 

2 

3 

4 
5 
6 
7 
EU 
8 

10 
11 



GREAT LAKES, ILLINOIS. 



Coimiafiltlon.. 

^ . I., * *dO, 4 - nk X .r 

-do.,-..-. 

..*.-d© 

..,-.do.. ..... 

V # * . -.UV. -ta' » ■■ « « ■. 

._-,vdc 

do. 

*.-..do.. 

Bhlngte 

Composition . 

.-|P..d0.n..<... 

« ■■ . . ■♦^Ml- ..■■■«. 

-,<-.do 

.....do 

..«..do , 

do 

,.,,.do..,.„. 
.....do....... 

BlatB......... 

ComposltJon . 

Blate.. 

Copcrete..... 

Glass 

State..,. 

ComposltloD . 

.,_.. do. ,..,-. 
.....do....... 

.....do....... 

.....do„ 

Shingle 

I Composltfan. 



fl,7fl7 
6,71S 

5,ns 

6, TIB 
5,718 
3,327 
3 327 
3,S27 
3,327 
3,327 
6 718 

34,182 

34 iS^i 

34,183 

34, lS2i 

5,SB0, 

6,5i50| 

fi,550| 

5,&50| 

5,5S0! 

6,6fi0; 

41,774 

IlLlSil 

3,6l6l 

37,SW1, 

835- 

540! 

fla,fl7e|l 

3,133 

20,592 

S1,M) 

6,368 

5,07fl! 

fta7| 

100 



118, lOo' l&U 

SUlOSi IQOS 

SI, 1081 IfiOS 

SI, ids! 19Q8 

Sl,la5 190S 

50,441 19U 

56,441 1911 
56,441 
fla,*41 



1911 
1911 
19U 
1911 
1890 
1911 



56>44l 

56,441 

43,620 
656,7921 
556,793; 1911 
6.54,792 1911 
656, 79-^ 
Itao, 175 
130,175 
120,175 
120, 175 
120, 175 
120, 175 
S42,438 
60S,01S] 

S4,5(H 1009 



1911 
190!> 
190S 

vsm 

190® 
1900 
19t>9 
lail 
1909 



1910 
1911 
1911 



647. «54 

17,073 

3,545 

946,637 

67,371 

831,5061 1911 
702,793 1911 
145,155 1900 
107,720 1909 

11,401! mi 

1,0341 (■) 
t Estimated. 



130,000.00 „„„ 

16,178. a? 

16/l7S,8e 

16, ITS. SO...,,. 

I6,i7S.SS. 

13,000.00 

13,000.00...... 

13,000.00 ,. 

13,000.00 

13,000.00 

13,000.00,„,.. 

»S, 000,00 

136,514.53 

m, 514.53 ...... 

126,514.63 

126,514.54...... 

23,30e.a»...... 

22,305.29 

22,306.29 , 

32,306.310. 

22,30fl,aC 

22,306,30...... 

194,493.85 

65,904.80 . 

22,439.00^.,.... 
20®, 606.19; 

13,300.00 , 

575.001 

349,740.501 

15,913.08L...... 

122,106.88 „,,..., 
100,516.9®. 

36,195,03 

23, 971. 72...,., _ 

5.770,00 

* 150. CO.. 



30,280.50. 



'$30,000.00 
18,987,80 
16,9ST.a9 
16,9S7,S9 
16,987.80 
13,000.001 
13,000.00 

ia,ooo.oo 

13,000.00 

13,000.00 

13,000.001 

8,400.00 

126,614.53 

126,514.53 

126,514.53 

126,514.54 

23,421.00 

:33, 421. 60 

23,421.«0 

23,421.60 

23,421.60 

23,421.60 

1H492.85 

69,242.04 

23,560.85 

2O3,00tJ.l9 

3,300.00 

005. T5i 

349,740.50i 

15,913.08' 

122,106.89 

100,516.98 

38,001,78 

25,170.31 

5,770.00 

150.00 



$1,2*4.31 
1,294.31 
1,:3M.31 
1,294.31 



1,294.31 
1,294.31 
1,294.31 
1,291.31 
1,3M.31| 
5,200.00i 
5,200.00, 
6,200.00. 
6,200.00' 
6,200.00 
1,561.44 
1,561.44' 
1,561,44 
1,661.441 
1,661.44 
Xj 56U44 



$30,000. 
16, 093. 
15,603. 
15,603. 
15,603. 
13,000. 
13,000. 
13,000. 
13,000. 
13,000. 
13,000. 
a, 300. 



4,567.14 
1,570.63 



30.50 



a, 633. 65$ 



l,T7S.a2 



126,614. 

ai,s«o. 

21,860. 

3l,SflO. 

21,efl0. 

21,060. 

21,8«0. 
104,492. 

64,6T4. 

21,990. 
^03,606, 

'3,300. 

569. 

349, T40. 

15,013, 
122, 105. 
100,516. 

35,471. 

23,392. 
5,770. 
U50. 



A 
B 
C 
D 
E 
F 
O 
H 
I 
J 



A 
B 
C 
J> 
1 
2 
3 
4 
5 
6 



7 
S 
9 

10 
11 
13 
1$ 



30,aS9,50 ..] 30,2S9.50| 14 

* Incomplete. 
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PUBLIC WORKS OF THE NAVY. 



CharadeTy valxUf and condition of buildings 
GREAT LAKES, ILLINOIS-Continned. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. ^ 


Height 
eaves. 


15 


Stable 


Brick 


Concrete 

do 


Ft. in. 

158 4 

310 6 

97 8 

60 

15 
56 
72 
35 
12 

16 
14 
26 
44 


Ft. in. 
41 6 2 
65 10 2 
95 2 1 
32 2 
12 1 
16 1 
12 1 
16 0| 1 

12 o! 1 
12 0, 1 

16 o; 1 

23 0. 1 


Ft. in. 

23 
89 6 
27 8 

24 

7 6 
12 

8 
18 

6 

9 
9 

12 
4 


16 


General storehouse 


do 


17 


Water filtration plant 

Bam 1 


Concrete 


do 


18 


Wood 


Posts 

do 


19 


Shedl 


doi 


20 


Bam 2 


do 


do 


21 


Sli€d2 


do 


do 


22 


Bam 3 


do 


do 


23 


8hed3 


do 


do 


24 


Shed 4 


do 


do 


25 


Sheds 


do 


do 


26 


Paint shop 


do 


do 


27 


Office of foreman 


do 


do 




Total 












Naval hsiplUI. 
Quarters 


Brick 


Concrete 

do 


92 6 
75 2 
75 2 

241 4 

93 6 
32 C 


39 1 
39 1 
39 1 
104 10 
36 4 
14 


2 

2 
2 

3 
2 
1 


23 3 




do 


do 


23 3 




do 


do 


do 

do 


23 3i 




Hospital 


do 


60 o; 




Stores and contagious wards . . 

OiitbniMiTig 


do 


do 


34 (^ 




Wood 


Posts 


13 4 




Total 





















GUAM, ISLAND OF. 



1 


Naval station. 
Government house 


St(«id 


Stone 

do 


150 

97 
80 
70 

45 

46 
20 
42 

48 
16 
36 
40 
40 
84 
39 
30 
35 
14 
18 
60 
80 
80 

14 
39 
78 
20 
50 
20 

15 
18 

300 
25 
10 
88 

100 

16 
9 


43 

24 
30 
24 
28 
24 
20 
26 
30 
12 
20 
20 
20 
24 
20 
16 
12 
12 
14 

30 
20 
36 

9 
12 

31 
12 
16 6 
28 
30 

12 
40 

13 
10 
24 
26 

9 
7 


3 

2 
2 
2 


22 

16 
18 

17 
9 

6 4 

8 
13 

9 
8 

20 

8 

9 
9 
8 
8 

7 

8 

9 

7 

8 
8 

8 

6 6 

9 

7 

8 5 

8 

9 
8 

10 

8 
7 

13 

9 
7 
6 6 


2 


Office 


do 


3 


General storehouse 


Galvanized iron... 
Wood 


Concrete 

Posts 

do 


8 


Sawmill and shop 


9 


Macidne shop 


do 


10 


Plumbing shop 


do 


Concrete 

Posts 

do 


13 


Band stand 


do 


14 


Forage shed 


do 


18 


Plumber's quarters 


do 


do 


19 


Not used 


Stone 


Stone 

Posts 

do 


20 


Boiler house 


Wood 


21 


Coal shed 


do 


22 


Blacksmith shop 


do 


do 


28 


Wagon shed 


do 


do 


29 


Oil house 


do 


Wood 

do 


30 


Provision room 


31 


Tool shed 


Wood 


Posts 

do 


32 


Paint shop 


do 


33 


Hose-cart shed 


.do 


do 


34 


Stables 


do 


do 


35 


Pipe shed 


Iron and wood 

Wood 


do 

do 


36 


Lumber shed 




Hose-cart shed 


Galvanized iron. . . 
Wood 


Concrete 

Posts 

stone 

Posts 

Stone 

do 


101 


Boat shed 


102 


Warehouse 


. ...do 


104 




do 


105 


Beach m ap 's q uarters ... .... 


....do 


106 


Seamen's quarters ..... x 


do 


107 


Shop ^ 


do 


Posts 

do ... . 


108 


MacjiiTie shop *. ... . 


.do 


109 


Coal shed * 


....do 


do 




Ma^a/ine* 


do 


do 




Shell house * 


do 


do 


202 


Storehouse 


do 


do 


203 


do 


do 


do 


207 


Not used 


do 


do 


209 


do 


do 


do 




Total . . ... 























1 Unknown; deeded with property. 

> The column "Cost to duplicate^' is assumed to be 5 per cent greater than the original cost lor all 
buildings built prior to the year 1911. 
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cU the end of the fiscal year 1915 — Continued. 

GREAT hAKEA, ILLIKOIS-CflOtliraed. 



ROof. 




Slate 


3,967 
3,209 


....do 


....do 


3,209 
3|,339 


....do 


do..w 


8,423 


Roofing Mt... 


448 



Floor 



23^738 

9,581 

3,840 

180 

896 

864 

910 

84 

192 

168 

416 

1,012 



Cubic 
s|)ace. 



Gu.ft. 



46,500 
32,100 
32,100 
7^700 

6,972 



1909 
1900 
1910 



m2 

1912 
1912 
1912 
1912 
1909 



Cost. 



AdiU- 
tloiis. 



125,364.25 

20,562.00' 
tl,3p0.00' 
lOO.OOt 
360.00 
2B0.00, 
545.00 
60.00 
125.00 
U0.00 
315.00 
981.10 



I 



22,978.72 
18,282.10 
18,232.16 
216,454.00 
19,4-6.92, 
240.57 



Cost to 
dupfloate. 



$37,132.46 

71,688.68 

21,611.10 

1,365.00 

105.00 

378.00 

304.50 

562.25 

52.50 

131.25 

115.50 

330.75 

977.66 



22,978.72 
18,232.10 
18,232.16 
216,454.00 
19,456.92 
240.57 



Deteriora- 
tion. 



82,275.40 

4,779.25 

1,234.92 

715.00 

55.00 

108.00 

150.50 

280.75 

27.50 

68.75 

60.50 

173.25 

186.22 



24.06 



Present 
value. 



824,866.97 

66,000.43 

20,376.18 

650.00 

60.00 

180.00 

145.00 

272.60 

25.00 

62.00 

55.00 

157.50 

791.44 



1,922,831.89 



22,978.72 
18,232.16 
18,232.16 
216,454.00 
19,450.92 
216.51 



2,392,376.44 



No. 



15 
14 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 



GUAM, ISLAND OF. 



Galvanized 
iron. 

....do 

....do 

....do 

....do 

....do 

....do 

....do , 

do 

....do 

....do 

do 

....do 

....do 

....do 

....do 

....do 

....do 

..-.do 

do 

do 

do 

do 

do 

do 

do 

do 

do.. 

do 

do 

do 

do 

.....do 

do 

do 

do 

do 



6,470 

2,328 

4,800 

1,6S0 

1,260 

1,U0 

277 

1,340 

1,099 

192 

756 

!m 

aoo 

2l,flOO 
7S0 
710 
420 

lea 

1,800 

l.dOO 

2,S0O 

120 

468 

2,407 

348 

S25 

560 

216 
12,000 

325 

HO 
2,100 
2,740 

140 

m 



I6ft,400 

37, M8 
43,2001 
33,600^ 

n,a40i 

10,800 

2, too; 

32,000; 

i3,aooi 

1,930 

16j«32j 

7,200 

7^200' 

20,060 

8,580 

6,100 

3,3fiO 

1,340 

2,931 

16,300 

12, WO! 

23,040 

1,260 

3,042 

23,li3' 

2jm 

7,012 

5,Ij00 

4,050 

1,944 

156,000 

2,(500; 

850 

33,S0O| 

38,000 

1,200 

440 



1907 
1909 
1900 
1900 
1902 
1901 
1909 



1901 
1901 
1902 
1907 



I 
1905' 
1»06 
1905 
1908 I 
190!^ 



1901 



110,000.00' 
2,500.00 
1,500.00 
1,500,00 

aoo.oo; 
1,000. oo: 

aoo.oo^ 

800.00 
400,00 
Ji00.00 
1,000.00 
500.00 
300.00 
150,00 
100,00 
300.00 

5,200, oo! 

800.00! 
1,000.00 

w.ool 

200.00, 



1900 
1900 
1903 I 
1905 \ 
190& 
1905 



2,000.001 
300.001 

3,300.00^ 
400.00 
300,00 
300.00 

7,000.00l 
150.001 
GO. 00 

2,000.00 

2,300.00 

ioo:oo 

SOlOO 



»14,000.00 

3,000.00 
10,000.00 
2,500.00 
1,500.00 
1,500.00 
200.00 
1,000.00 
1,000.00 

eoa.oo; 

800, OOi 
400.00 
800,00 

j,ooo.oo 

600,00 
300.00 
150.00 
100.00 
200.00 

1,200.00 
800.00 

1,000,00 
80.00 
200.00 

2,000.00 
300-00 

3,300 00 
400.00 
300,00 
300.00 

7,000,00 

ISO. on 

60,00 

2,000100 

2,300i00 

100.00 

moo 



11,000. Oo| 113,000.00 



fioaort 

1,000.00) 

1,000,00 

1,000.00* 

500. OtK 

150. on 

200.00^^ 

600.00 

550.00 

200.00, 

200. 00 

200.00 

200.00- 

5(Lno 

60. (H) 

50. {K>' 

as. m'l 
50. yo 
200.00: 
200.00 
30O.0OI 
5.001 
ion. no! 
200,00 
ion, 00 

30(1. 00 
100,00 
50,00 
50.00' 

1,000.00 

30. 00; 

10.00 
1,200.00^ 
1,300.00 

50. 00! 

30.[X}| 



2,500.00 

y, 000, 00 
so. 00! 

800,001 

40(Lon 
50.00I 

200, 00 1 
eoo.oi]| 

NQO.OtL 

45f.XO(l! 

2rjo. m 

llKi. Oi> 

75.001 

150,00. 

l,0(XI.Oil 
600,001 

aoo.o*>i 

7,^00l 

ino 00 

l,iyH).00 

2f»fl..00 

IJjCKIfi.OO 

:Wi,00 

2:j0 00 

250.00 

6,000.00 

12(K€0 

5(1.00 

S*.¥l.00 

1,00<1.00 

5^1.00 

20.00 



48,440.00 



3 
3 
8 
9 
10 
13 
14 
IS 
10 
90 
21 
22 
28 
29 
30 
31 
32 
33 
34 



101 
102 
104 
105 
106 
107 
108 
109 



207 



» Unknown; deeded with land. 
33861—16 6 



* Located at Pitl. 



A Located at Cabras I. 
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Character J vahu, and condition of buUdingi 
GUAM, ISLAND OF-Contlnaed. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




Bftdlostatiott. 

Kitchen(ell) 


/Wood, steel, and 
\ galvanized iron. 
do 


}concrete.... 
.....do 


Ft. in. 

/ 61 6 

\ 19 6 

87 6 

12 


Ft. in. 
19 6 
16 6 
25 6 
12 


> ! 

1 


Ft. in. 

f 9 6 

\ 9 6 

9 6 

8 




Powerhouse 




Oil house 


do 


do 




Total 






3 


Marine barraeka. 

Mass hall 


Stone 


Stone 

do 


97 

32 
20 6 
84 
17 3 
13 6 
140 
140 

98 
68 
86 

34 6 
106 

48 6 
36 4 
78 8 


32 

22 6 

16 

15 

10 6 
7 3 

25 
37 

17 

16 
55 

27 4 
24 

15 

11 9 
30 


1 

1 

1 
1 

1 
1 

2 

1 

1 
1 
1 

1 
1 

1 

1 
1 


8 

8 
7 6 

9 

6 2 

7 3 
15 6 
11 

8 

8 
11 

7 

11 

9 
9 

12 6 




Carpenter shop 


do 




Police sergeant 


do 


do 




T^owling ifllfty « , . , 


Wood 


Concrete 

Stone 

Posts 

Stone 

do 

do 

do 

do 

Posts 

Concrete 

piers. 

Posts 

Concrete 

Concrete 

piers. 




Potato locker 


Stone 




Lime store shed 


Wood 


4 


Quarters, offices, etc 

Post exchange and guard- 
room. 
Quartermaster's storeroom . . . 


Stone 


4 
4 


do 

do 


4 
12 

23 


Bakery and kitchen 4 

Commanding officer's quar^ 

ters. 
Stable 


do 

Stone and wood... 

Wood 


25 


Quartermaster's storehouse. . . 


do 


26 


Wagon shed 


do 


27 


"Drivers' quarters 


do 


200 


Barracks ?or men at rifie prac- 
tice. 
Not used* 


do 


201 




204 


Lumber shed 


Wood 


Posts 


46 5 


16 6 


1 


11 


206 


Not used* 


do 


208 


Acetylene gas shed ' 


do... 


Posts 


16 3 


12 4 


1 


6 8 


212 


Not used" 


do 


213 


do.». 

Targetshed 


do 












214 


do 


Concrete 


20 5 


20 6 


1 


11 




Total 






Naval hospital. 
Naval hospital 


Concrete and 

wood. 
do 


Concrete 

do 


110 

110 
91 3 
63 8 
32 8 


45 

45 
60 
23 
18 


2 

2 
2 
2 
2 


18 

20 
14 
14 
13 




Special hospital 


11 


Maria Schroeder Hospital 
operating room and labora- 
tory, mess hall. 

Total 


fStone and wood... 

{....do 

l...do 


Stone 

do 

do 




Grand total 































Additional Data.— Total area, 4,239 acres; value of land. $35,926. Electric system, direct comnt, 240 
▼olts; generator capacity, 32 kw. 

GUANTANAMO, CUBA. 



Old naval station, Tore 
Cay. 

Offices 



General storehouse 

Machine shop 

Oilstoresand great-gun target 

gear. 
Tool house 



Wood. 



.do. 
.do. 
.do. 



.do. 



Concrete 

piers. 
Piles. 



Concrete... 
Wood sills. 



Concrete.. 



96 

97 
122 

96 

70 2 



Laborers' quarters do Posts 

Miscellaneous storage Brick Concrete. 

1 Including kitdien. 
> Boarded 30 feet high, remainder open, 
s The above buildings are practically one. 
* Stone wall on one side, other side open. 
» Building 201 is total loss by reason of decay. 



40 6 

40 6 

35 

26 

30 



94 20 6 
81 21 



13 6 

16 

14 
9 

12 

10 6 
7 
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€U the end of the fiscal year 1915 — Continued. 

GUAM, ISLAND OF 



Koof. 


Floor 
space. 


Cnhic 
space. 


BuUt. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deterlon. 

tiOQ. 


Present 
value. 


No. 


/Galvanized 
\ iron. 

do 

do 


Sq.ft. 

} 1,500 

950 
140 


On. ft. 
24,100 

12,300 
1.400 


1906 

1906 
1906 


ii,5oaoo 

76a 00 
25a 00 




$1,600.00 

76a 00 
26a 00 


t5oaoo 

160.00 
60.00 


>ii,ooaoo 
6oaoo 

200.00 
















i80,ooaoo 




Corrugated 
iron. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 


2,632 

513 

204 

1,337 

120 

88 
9,103 

4,488 

1,235 
1,100 
3,490 

943 
2,415 

727 

380 

2,517 


49,664 

9.450 

2,952 

12,675 

1,630 

784 

103,231 

88,060 

21,658 
11,500 
55,865 

8,015 
40,700 

6,543 

6,124 

31)463 


1902' 


3,000.00 

8oaoo 
3oaoo 

160.00 

200.00 

60.00 

10,000.00 

7,000.00 

2,600.00 

800.00 

6,000.00 

400.00 
2,000.00 

i6aoo 

450.00 

2,ooaoo 




3.000.00 
800.00 

3oaoo 
16a 00 

200.00 

6a 00 

10,000.00 

7,ooaoo 
2,6oaoo 

800.00 

5,ooaoo 

400.00 

2,ooaoo 
16a 00 

46a 00 
2,000.00 


i,6oaoo 

36a 00 
150.00 
75.00 

saoo 

100.00 
5,000.00 
3,600.00 

1,260.00 

4oaoo 
i,6oaoo 

2oaoo 
i,ooaoo 

75.00 
135.00 

i,ooaoo 




1,600.00 

360.00 

150.00 

75.00 

> 30.00 

• 100.00 

»6,ooaoo 
>3,5oaoo 

« 1,260. 00 

4oaoo 
3,6oaoo 

200.00 
1,000.00 

75.00 

315.00 

1,000.00 


3 
























4 




4 




4 




4 




12 




23 




26 




26 




27 




200 




201 


do 

do 


767 


8,460 




Toaoo 




7oaoo 


400.00 


soaoo 


204 




206 


do 

do 


200 


1,334 




75.00 




75.00 


4a 00 


35.00 


208 




212 


do 


















213 


do 


420 


4,620 




200.00 




200.00 


200.00 




214 








18,780.00 




Galvanized 
iron. 

do 

do 

do 

do 


7.000 

7,400 
5,500 
1,700 
1,000 


108,900 

128,600 
69,000 
23,500 
9,400 


1911 
1911 


6,100.00 
8,200.00 
8,000.00 




6,100 00 
8,200.00 
8,000.00 






6,100.00 
8,200.00 
6,000.00 












2,ooaoo 


11 






20,300.00 






















89,320.00 























QUANTANAMO, CUBA. 



Corrugated 
iron. 

.....do 

do 

Patent 



Corrugated 
iron. 

do 

do , 



3,710 


70,000 


1006 


7,600 
4,287 
2,360 


78,670 
90,000 
29,950 


1907 
1908 
1007 


2,115 


29,900 


1905 


1,860 
600 


25,340 
5,400 


1906 
1006 



94,735.00 

3,894.61 

4,229.88 

97a 72 

790.60 



299.62 



97,000.00 

6,300.00 
5,400.00 
1,800.00 



9300.00 1,800.00 



1,600.00 
460.00 



91,600.00 

2,000.00 
2,000.00 
1,000.00 

200.00 

1,000.00 
200.00 



• Building 206 is total loss by reason of decay. 
7 Building 206 is unserviceaole by reason of decay. 

> Building 212 is total loss by reason of decay. 

> Building 213 is total loss by reason of decay. 



95,600.00 

4,300.00 

8,400.00 

800.00 

1,000.00 

600.00 
260.00 
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PUBLIC WORKS OF THE NAVY. 



Character, value, and condition of buildinga 
OUANTANAMO, CUBA-Cdnttaued. 



No. 


SttueUtt^. 


UaUrbd. 


Foundation. 


L«Dgtll. 


Width. 


Sto- 
nes. 


Height 
eaves. 




Old MvalsUtton, Tore 

CiWtengineer'B field offlee 

Guardhouse 


Wood 


Conqrete 

block. 

Posts 

Concrete 

block. 
do 


Ft. in. 
36 

94 
28 6 

42 

43 6 

45 
75 

35 
65 

52 
28 
101 6 

97 

48 
51 

150 
100 
120 

108 

0) 

0) 

56 6 
50 


J^. In. 

0) 

16 
11 4 

35 
43 6 

40 
32 

25 

48 
0) 
0) 
0) 

0) 

?d 
(^) 

0) 

24 

20 
18 

36 

31 

27 
18 

125 
40 
50 

^0 

28 

21 6 
16 


. 1 

1 
1 

1 
1 

2 

1 

1 


Ft. in. 

15 6 

10 
13 

13 
12 

26 
9 

16 

18 
12 
12 




do 




TelBphooe abd survey gear . . . 
Native hospital 


:::::8o::: 




do 




Quarters 


:::::8o::::: 


Concrete 
piers, 
do . . . 




PivdiftT^ quarters 


do 




Fr^sh-water reservoir « 

Ife# naval st^tl^tt, CoriiaM 
Gove. 

Gii4i>dbofiise 


Concrete and 
brick. 

Wood 


Concrete 

Concrete 
block, 
do .. . 




Offices 


..do 


A 


Quarters 


do 


do 


B 


..^..do 


.do 


do 


C 


do 


:::::So:::::::::::: 


.... d6 


12 


D 


do 


do 


d6 


12 
12 
12 
12 
9 
10 


B&F 


do 


do 


.. d6 


O&H 


do 


do 


do 


J 


do 


....do 


d6 .:..: 




Washhouse 


do 


Concrete — 
do 




Paint storage 


. do 




Latrine 


do 


:::::do:::::: 


10 
13 

22 

16 
12 

32 
22 




Dispensary 


do 


Concrete 

block. 
do 

do 




BoBer hous6 


gated iron. 

. do 




T>lfftniing plMitr 




Pump house 


Steel and corru- 
gated iron. 
do... 


Concrete 

do 








Storehouse 


do 


do . .. 




Wood-working shop 


do 


do 

do 


21 Oj 




Power house uid ice plant — 
Barracoon 


do 


16 




Wood 


. do 


7 
7 
10 

13 

14 
18 




do 


do 


do 




Sttfcbles 


... do 


do 




Radio operators' quarters 

Radio transmitting and re- 
ceiving bulldhig. 
Fleet canteto 


do 


Concrete 

block. 
Concrete 

Concrete 
block. 




Concrete 




Wood 




Total 




1 


Coaling plant, Hospital 
Cay. 

AssistftTit's Offinft 


Wood 


Sills 


60 2 

36 
57 6 

100 
20 

24 6 
30 
20 

14 
20 
70 6 
26 

94 
78 

15 


20 3 

16 8 
24 6 

18 
18 

18 
18 
4 

11 6 

15 

16 
13 

24 6 
24 

12 3 


1 


10 6 

7 
9 

9 
9 

7 

7 
-6 

8 6 


2 


Stable 


do. 


do 


3 


Laborers' barraooons 


do 


do 


4 


; Sawmill 


do 




5 


* Machine shop 


do 




6 


• Blacksmith shop 


do 




7 


'.Copper shop • 


do 




8 


LaSine* 


do 


Piles 

Sills 


9 


! Docking gear house » 

' Boiler house, marine railway « 
Fonda laborersXcbmmissary)« 
Watchman's quarters 


do. 

.... do 


10 




11 


11 


do 




8 6 


12 


.....do... 

do.. 


Sills 


13 6 

10 
9 
10 


' 13 


do 


14 


Barraooons (Chinese) 


do 


do 


15 


Timekeeper's quarters » 


do 


do 



1 Irregular. 

> Capacity, 175,000 gallons. Only storage on Toro Cay. 

« Earth floor. 
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ot the end qftheJUcal year 1915 — Continued. 

GUANTANA|CO, CUBA-^miniMd. 



Boor, 



CwTtJ gated 

Iron. 

Patent 

Corr w g ft t e d 

fron. 

„,,(io 

....do... 

....do 

Canvas. .-.-*.. 



Corrngated 

Iron. 

....do.,.. 

do,... 

do,,.. 

do..., 

do,,.. 

do._.. 

,,.,-do.,,, 

... do..., 
..„_do,.,, 

do.,.. 

do,,,, 

do.... 



.._..do.,. 

do... 

do,,. 

do,.. 

do,.. 

,,,.-do,., 

do.,. 

do,,, 

do... 

do,,. 

do... 

Barrett.. 



Corrugated 
iron. 



Cori u e a t e d 

iron. 

Sheathing 

Corragated 
iron. 

Sheathing 

Corrugated 

iron. 

Boards 

do 

Corrugated 

iron. 

Canvas 

Tar paper 

Sheathing 

Corrugated 

iron. 

do 

do 

do 



noor 

space. 



7«J 

2,100 
300 

1,470 
a, 130 

4.536 
2,100 



725 

3,033 
2,033 
2,(m 
2,033 

1,536 
5,204 
1,056 
1,040 
504 
3,072 

2,042 

l,56B 
918 

14,250 
4.000 
5,000 
1.400 
3,024 
3,024 
1,«20 
1,642 

1,175 

SOD 



Cnblo 

space. 



Built. 



Cujt. 
Il,6fi0 1904 

25,164> igo4 
3,000: 1IW7 

36, 400^ IMfl 
34,oeOi ISO? 



' 1906 
23,7005 lftO& 



13, 476 

59,166 
51,725 
M,72a 
51,725 
51,725 
41,500 
41,500 
102, MO 
13,200 
13,530 
6,540 
55,5&0 

8S,200 

25,100 
11,000 

335,000 
80.000 
^),000 
85,000 
a3.364 
33,264 
18,240 
16,024 

17,0OO| 

14, MO 



1,200 

560 
1,368 

1,800 



440 

540 

80 

150 

300 

1,100 

330 

2,290 

1,820 

170 



4,800 
15,000 

19,200 
3,840 

4,120 

5,040 

480 

1,275 
3,600 
10,720 
4,500 

27,600 

20,600 

2,020 



1913 

1913 
lOia 
1013 
1013 
1913 
1913 
1913 
1913 
1913 
1913 
191 S 
1913 

1913 

1913 
191 a 

1913 
1913 
1013 
1913 
1913 
1913 
1913 
1913 

1913 

1013 



1907 



Cost. 



n, 073* 33 

372.45 
366.70 

1,500.00 
3,500,00 



1,347.50 

5,016.00 
5,172.50 
5,172.50 
.% 172.50 
5, 172. 50 
4,150,00 
4,150.00 
10,334.00 
1,320.00 
1, .352. 00 
654.00 
5,565.00 

S,S20.00 

2,StO.OO 
3,000.00 

3fl,Sl2.50 
6,600.00 
7,425.00 
7,012.50 
1,100.00 
1,100.00 
685.00 
6,310.00 

3,335.30 



Addi< 

Clous. 



Coat to 
duplicate. 



Ditwlofar 
tlon. 



tO0O.OOl «1,500.0& 



000.00 

10a 00 
1,00a 00 



1,500.00 

aoQioo 

3,000.00 
4,000.00 

9,000.00 

2,500.00 



1,347.50 

5,»l6.fl0 
A, 172.50 
5,173.50 
5,172.50 
&,173.S0 
4,150.00 
4,150.00 
10, 234. 00 
1,330.00 
1,352.00 
654.00 
5,565.00 

e,S30.00 

2, £10. 00 
3,000.00 

26, S13. 50 
6,600.00 
7,435,00 
7^012.50 
1,100.00 
],J0O.OO 
flSS.OO 
6,310.00 

8,335.20 

1,000.00 



1,200.00 

250.00 
1,250.00 

1,150.00 
230.00 

250.00 

300.00 

75.00 

90.00 
200.00 
900.00 
375.00 

2,200.00 

1,650.00 

120.00 



11,000100 



fiOOiOO 

iiOuaoo 

S, 000. 00 
1,000.00 



Freteat 

value. 



Ko. 



300.00' 

125.00 
450.00 

150.00 
30.00 

200.00 

225.00 

67.50 

50.00 
100.00 
700.00 
200.00 

1,100.00 

1,000.00 

60.00 



fl,50&.00 

500. OQ 
lUnO^ 

3,5OtX0O 
3,000.00 

§,000 Oft 
1,000.09 



1,347.50 



5,910. 
5,172. 
5, 172. 
5.172 
5, 172. 
4, 150 
4, IML 

1,320, 

l,Jt."t^, 

6J4. 

5,5«1.5, 



2,:tiaoo 

3,00(LOO 

26,«1:J.5<^ 
6,«nf> 00 
7, 42'). op 
7,012.50 
l,10tLOO; 
1,100.00 
685.00 
6,^10.00 

g, 335, 30 

850,00 



167,530.30 



125.00 
800.00 

1,000.00 
200.00 

50.00 
75.00 
7.50 

40.00 
100.00 
200.00 
17^.00 

1,100.00 
050.00 
60.00 



A 

B 

C 
D 

QdtH 
J 



* South end Hospital Cay. 

» Used in connection with Marine Railway. 



• Commissary operated privately, 
7 Subject to dinerent occupancy. 
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Character, value, and condition of buildings 
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No. 


Straetura. 


Mattflal. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


16 


Riseers' onarters 


Wood 


.^di-:::::: 


Ft. in. 
16 3 
20 3 

96 
50 

13 
12 6 

6 6 
25 
31 

12 6 

14 9 

24 4 

25 6 
10 
57 
67 
57 
57 
40 
25 


Ft. <n. 
12 3 
20 3 

44 

18 

10 
6 6 
5 
8 4 

20 

10 6 

10 2 

24 4 
15 
8 4 
32 
32 
32 
32 
30 
22 


2 

2 


Ft. in. 

9 

10 

/ 27 6 

\ 17 6 

9 

8 


17 


8affSft..!^v?r.... ::::::::. 


do 


18 


Distilling apparatus 


do 


do 

do 


19 


Miscellaneous stores 


do 


20 


Paint stores for yard craft 


do 


do 


21 


Latrine 

Bathhouse 

Paint stores 

Equipment stores i 

Rigging loft 

Wf4^h man's qnart4^rs . 


do 


Pfles 

Wharf 

Sills 


6 


22 


do 


7 6 

7 6 

8 

8 

/ 8 

\ 6 6 

11 6 

11 6 

7 

16 

16 

16 

16 

25 

21 6 


23 


.... do.. 


24 


do 


do 


25 


do 


do 


26 


do 


do 


27 


Quarters 


do 


do 


28 


..T..do 


do 


do 


29 


do 


do 


do 


30 


do 


Cement block 

do 


Concrete — 
do 


31 


do 


32 


do 


do 


do 


33 


do 


do 


do 


34 


do 


Wood 


do 


35 


.... do 


do 


.... do . ... 




Total 








Rifle range. 

Enlisted men's dub . 


Wood 


Concrete 

piers. 
do 


24 6 

37 9 
20 

50 
12 
12 
12 

26 

95 
48 
35 

35 
62 3 

50 
20 
40 

25 

35 

30 
35 
30 
24 

24 

25 

25 

25 

26 
100 

100 

51 
51 
22 
26 
50 
22 


65 

38 4 
16 6 

18 
10 
10 
10 
20 

40 
48 

35 

36 
35 9 
12 
20 
20 
12 

25 

20 
20 

15 
12 

6 
12 

12 
12 
12 
29 6 

29 6 

26 
26 
18 

16 
26 
22 


1 


12 

9 6 
10 

10 
9 
9 
9 
9 

11 

11 
11 
9 

9 
11 
9 

11 
9 

10 

13 

12 

10 
7 

11 

7 
11 

11 
11 
11 

8 

8 
8 

8 

9 
8 
8 
6 




Regimental headquarters 

Officers* bathhouse No. 4 

landing. 
Enlisted men's bathhouse... 
Latrine, on Deer Point 


do 




do 


Woodpiles.. 
do 




do 




do 


do 




do 


do 


do 




do 


do 


.do 




Boathouse No. 1 landing 

Range office 


do 


do 




do 


Concrete 

piers. 
-. -do 




Enlisted men's barraclcs 


do 




Range officer's quarters 


do 


do 




Assistant range officer's quar- 
ters. 
do 


... .do 


.do 




do 


do.. . 




Officers' clubhouse 


do 


do 




Officers' baseball grand stand . 
Storehouse 


do 


....do. . 




do 


Mudsills.... 
.do 




do. . . 


. .do 




do 


do 


do.. . 




"R^ng<» hoilS47l 


do 


Concrete 

piers. 
do 




do 


do 




Upper range storehouse 


.do 


: ido 




Central tunnel house 


do 


MudslUs.... 
Concrete 

piers. 
MudsUls.... 
Concrete 

piers. 
do 




Shelter at artillery firing 

point. 
Water-closet at pistol butt . . . 
Shelter on firing line 


.do 




....do 




do 




do 


do 




do 


do 


.do 




do 


do 


do 




Barracoon 


. .do 


Mudsills.... 
.. .do 




do 


... .do 




do 


do 


do 




do 


do 


. .do 




Canteen 


do 


do 




Mule corral 


do 


do 






do 


.. .do 




Magazine 


Concrete 


Concrete 



1 Buildhig doubled hi size by addition. 
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Roof. 


Floor 
space. 


Cable 
space. 


Bunt. 


Coat. 


Addl- 
tiozis. 


Cost to 


Daterlonk 
tion. 


Presoit 
yalue. 


No. 


Canvas 

Corrugated 

VtI!© 


400 

3,610 
880 

126 
76 
30 
20O 
600 

lao 

600 

450 

76 

1,280 

1,280 

1280 

1,280 

2620 

'784 


Cu.ft. 

80,700 
0,170 

1,170 

4W 

260 

1,560 

5,070 

1,066 

1,220 

7,900 
6,150 
670 
22,800 
22,800 
22,800 
22,800 
36,900 
16,100 








1120.00 
360.00 

10,000.00 
650.00 

70.00 
25.00 
16.00 
100.00 
300.00 

66.00 

80.00 

660.00 
400.00 
4a 00 
6,000.00 
6,000.00 
6,000.00 
6,000.00 
8,000.00 
4,000.00 


160.00 
176.00 

9,000.00 
440.00 

36.00 
6.00 
10.00 
50.00 
160.00 

16.00 

20.00 

110.00 
300.00 
20.00 
1,500.00 
1,500.00 
1,500.00 
1,500.00 
2,500.00 
2,000.00 


160.00 
176.00 

1,000.00 
110.00 

36.00 
20.00 
6.00 
50.00 
150.00 

50.00 

60.00 

440.00 
100.00 
20.00 
4,500.00 
4,500.00 
4,500.00 
4,500.00 
5,500.00 
2,000.00 


16 








17 








18 


/ ^^ 

Corrngated 

iron. 
^JilC ... 








10 








20 


Boards 

do 

Zinc 








21 








22 








23 


Corrugated 

iron. 
Zinc 






$150.00 


24 






26 


rCorrugated 
\ iron. 

do 

do 

do 

Tile 






30.00 


26 






27 








28 








29 








30 


do 

do 








31 








32 








33 








34 








36 










33,257.50 

4,250.00 

1,700.00 
70.00 

300.00 
63.75 
63.75 
63.75 
105.00 
900.00 

3,600.00 
5,100.00 
1,800.00 

1,800.00 
4,000.00 
180.00 
50.00 
75.00 
100.00 

210.00 

270.00 
270.00 
100.00 
67.50 

37.50 
63.75 

63.75 

63.75 

63.75 

1,500.00 

1,500.00 
937.50 
937.50 
75.00 
60.00 
750.00 
950.00 




Corrugated 
iron. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Paper 


1,604 

275 

833 
99 
99 
99 
466 
487 

3,666 
2,209 
1,156 

1,156 
2,128 
539 
361 
741 
264 

650 

551 
700 
406 
253 

115 
264 

264 

264 

264 

2,920 

2,920 

1,250 

1,250 

351 

375 

1,225 

441 


18,048 

13,034 
2,750 

8,330 

891 

891 

891 

4,104 

8,657 

40,326 
24,299 
10,404 

10,404 
23,413 
4,851 
3,971 
6,669 
2,640 

8,450 

6,612 
7,000 
2,842 
2,783 

805 
2,904 

2,904 
2,904 
2,904 
23,360 

23,360 
10,000 
10,000 
3,213 
3,000 
10,800 
2,646 


ioio* 

1910 

'mo 


15,000.00 

2,000.00 
100.00 

500.00 
75.00 
75.00 
75.00 
150.00 
700.00 

4,000.00 
6,000.00 
2,000.00 

2,000.00 
5,000.00 
200.00 
200.00 
300.00 
200.00 

300.00 

300.00 

300.00 

150.00 

75.00 

75.00 
75.00 

75.00 

75.00 

75.00 

2,000.00 

2,000.00 
1,250.00 
1,250.00 
300.00 
100.00 
1,000.00 
1,000.00 




5,000.00 

2,000.00 
100.00 

500.00 
75.00 
75.00 
75.00 
150.00 
1,000.00 

4,000.00 
6,000.00 
2,000.00 

2,000.00 
5,000.00 
200.00 
200.00 
300.00 
200.00 

300.00 

300.00 

300.00 

150.00 

76.00 

75.00 
75.00 

75.00 

75.00 

75.00 

2,000.00 

2,000.00 
1,250.00 
1,250.00 
300.00 
100.00 
1,000.00 
1,000.00 


750.00 

300.00 
30.00 

200.00 
11.25 
11.25 
11.25 
45.00 

100.00 

400.00 
900.00 
200.00 

200.00 
1,000.00 
20.00 
150.00 
225.00 
100.00 

90.00 

30.00 

30.00 

50.00 

7.50 

37.60 
11.25 

11.25 

11.25 

11.25 

500.00 

500.00 
312.50 
312.50 
225.00 
40.00 
250.00 
. 50.00 
































300.00 
































Corrugated 

iron. 
do 

do 

do 

do 

Paper 


























do 

do 

do 

do 

do 

Corrugated 
iron. 

do 

do 

do 

do 

do 

do 

Concrete 























































* Irregular* 



88 



PUBLIC WOBKS OF THE NAVY. 



CkaraeUr, vafwi, and amdition of huildiTigg 
OUANTANAMO, CUBA-ConMnilsd. 



No. 



Straotn?». 



Mfttcrial. 



L«iiCth. 



W!4tli, 



Sto- 
ries. 



Height 
eaves. 



Bite raif e— Contiaaed. 

Officers' bathhouse No. 2 

landing. 
Fowl house at stable 



Watchman's house 

Warrant officer's shelter.. 



Wood.. 
do. 



.do. 
.do. 



Stable 

Harness shed.. 



Carpenter, plumber, and elec- 
trician shop. 
Oil house 



....do 

Wood apd galvan- 
ised iron. 
Wood 



Woodpaes.. 

Mudsills.... 

Wood posts. 
Concrete 

piers. 
Mudsills.... 
Concrete 

piers. 
do 



J^^ in, 
12 



Ft. <«. 
6 



12 Q 10 



24 Q 
06 - 



Storehouse 

Fleet canteen (range).. 



Fleet canteen (Deer Point). 

Canteen help's shelter 

Range battery bouse 

Officers ' ball stand 



Wood and gal van- 
ifediron. 

....do 

Wood 



do... 

do... 

Concrete. 
Wood. . . . 



.do. 



Enlisted men's ball stand . . . . 

do 

60 targets complete (200-yard 

range). 
110 targets complete (3Q0- 

yard range). 
55 targets complete (500-yard 

range). 
26 targets coBiplete (600-yard 

range). 
7 targets complete (1,000-yacd 

range. 
30 targets complete (skirmish 

range). 
Pistol butts, 2 tiers— go tar- 
gets complete. 



Total 

Naval magazine. 
Magadne building 



do 

do 

do 

Concrete 



Concrete.. 



do 

Concrete 
piers. 

«p 

do 

Concrete 

Concrete 
piers. 

...f.do 

.....do 

do 

Concrete.... 



SO 


23 
16 



80 16 
28 Q 10 



56 
20 



120 
SO 

50 
20 
12 
30 

60 
276 
150 



60 
16 6 



16 
16 

6 
16 





n 



.do. 
.do.. 



.do. 
.dp. 
.do., 
.do.. 



.40. 
.do. 
.do., 
-do.. 



.do., 
.do.. 



Shell house 

(Quarters and office. . 



Ckmcrete block.. 



....do.. 
Wood.. 



Concrete. 



do 

Concrete 
blocks. 



ao 



180 
0) 



30 



Total 

Caracoles Point. 
Medical officers' quarters. 
Kitchen , 

Total 

Grand total 



Wood.. 
....do.. 



Concrete 

piers. 
Concrete.... 



16 
16 



16 
16 



HONOLULU, HAW AH. 



Naval station. 



Quarters 

do , 

Paymaster's office. . 

General offices 

Yard dispensary . . . 



Total. 



Wood.. 
....do. 

do. 

....do. 
....do. 



Posts... 

do.. 

.....do-. 

do.. 

....do.. 



1 1rregular. 



44 

24 

40 

40 

24 



54 

32 

18 

40 

27 
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at the end of the fiical jfear i9i5— Continued . 

OUANTANAMO, CUBA-Contlnnad. 



l^oof. 


Floor 
space. 


C^bio 
space. 


Boi^ft. 


Coat. 


Addi- 
Mons. 


Cost to 
dupUcate. 


Det«1or». 
tion. 


Present 
value. 


No. 


Canvas 

Corragated 
iron. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Concrete 

Corragated 

iron. 
do 

None 


90 

253 
4,356 

2,576 
320 

3,240 

280 

7,360 
800 

800 

320 

72 

480 

840 
5,520 
2,700 


Cfu.ft. 
367 

782 

2,277 
43,500 

23,184 
3,200 

32,400 

2,800 

109,500 
14,400 

14,400 

2,560 

456 

4,200 

6,720 
55,200 
27,000 


im 

1013 
1912 

1912 

1912 

1913 
1912 

1913 
1912 
1912 
1913 

1913 
1912 
1913 


126.00 

20.00 

200.00 
3,600.00 

900.00 
400.00 

1,400.00 

150.00 

4,500.00 




126.00 

30.00 

200.00 
3,000.00 

900. 0(^ 
400.00 

1,400.00 

160.00 

4,500.00 
850.00 

850.00 
150.00 
100.00 
200.00 

300.00 

800.00 

500.00 

20,000.00 

50,000.00 

i5,ooaoo 
6,ooaoo 
3,ooaoo 
io,ooaoo 

10,000.00 


116.00 

7.60 
10.00 


$10.00 

32.50 

190.00 
3,000.00 

900.00 
400.00 

1,400.00 

150.00 

4,500.00 
766.00 

807.50 
135.00 
100.00 
200.00 

300.00 

760.00 

500.00 

16,000.00 

42,500.00 

14,250.00 

6,700.00 

2,850.00 

9,500.00 

9,000.09 
















































86.00 

42.50 
16.00 
















100.00 
200.00 

300.00 




















40.00 




do 

ConcretB 


s66.6^ 

30,000.00 
50,000.00 
16,000.00 
6,000.00 
3,000.00 
10,000.00 
10,000.00 








4,000.00 
7,600.00 
760.00 
300.00 
160.00 
600.00 
1,000.00 




do 
























Concrete 




























































146,281.25 




AabestOBfhin- 

glw. 

do 

Corrugated 

iron. 


6,400 

6,400 
i;i58 


102,600 

102,600 
16, 2U! 


1913 

1913 
1913 


15,000.00 

15,000.00 
7,500.00 




16,000.00 

15,000.00 
7,600.00 




15,000.00 

16,000.00 
7,800.00 






















37,600.00 




Galvanized 

iron. 
do 


256 
266 


1,848 
1,536 


1912 
1912 


250.00 
250.00 




260.00 
260.00 




■ ■■■ .■■ ■ 

250.00 
250.00 
















500.00 




















384,928.05 























HONOLULU, HAW AH. 



Bhii^e... 

do.... 

do 

....do.... 



1,655 
816 
720 

3,200 
648 



99,677 1901 

11,904 1902 

12,240 1899 

43,200 1901 

9,396 1901 



32,520.00 

509.60 

1,700.00 

3,300.00 

454.07 



$2,520.00 

509. 00< 

1, 700.00; 

3,300.001 

454.00 



$220.00 

600.00 
104.00 



$2,300.00 

460.00 

1,200.00 

2,800.00 

350.00 

7,100.00 
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Character f value j and condition of buildings 
HONOLULU, HAWAII-Conttniwd. 



No. 


Struoture. 

Bftdlo §totlOB. 

Wireless openton' quarters 

and office. 
Wireless power houae (mast 

separate). 

Total 


Matedal. 




Langth. 


Width. 


Sto- 
ries. 


Height 
eavei. 


C 
8 


Wood, portable... 
do 


Posts 

do 


FL in. 
60 

37 


Ft. In. 
25 

23 


1 
1 


Ft. In. 
10 6 

10 6 



















INDIAN HEAD, MD. 



1 


ProvlBff Groud aad Pow- 
der Faetonr. 

Officers' quarters 


Wood 


Brick 

do 

do . 


47 
43 
32 
46 
40 
21 
21 
21 
20 
20 
20 
20 
20 
20 
14 

14 
14 

14 
84 
35 
40 
40 
31 6 

31 6 
31 6 
31 6 
31 6 
/ 75 
\ 24 
37 
40 
20 
45 
18 

90 

10 
10 

80 

20 

55 
30 
70 
80 

15 
75 
88 
50 

120 
24 
10 
90 

12 


24 
28 

36 
48 
50 
55 
55 
55 
50 
60 
50 
50 
50 
60 
38 

38 
40 

38 
22 

44 
60 
60 
30 6 

39 6 
39 6 
39 6 
39 6 

24 
18 
20 

37 4 
20 
15 
18 

70 

5 
15 

45 

60 

15 
15 
18 
45 
30 

25 
12 
12 6 
50 
12 
15 
25 

20 


2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 

1* 

il 
) ■ 


20 
20 
20 
20 
30 
25 
25 
25 
19 
19 
19 
19 
19 

19 
16 

16 
16 
16 

11 
28 
28 
28 

12 

12 
12 
12 
12 

11 

20 
24 

8 
15 
15 
/ 28 
\ 17 
5 6 
7 


2 


do . - .*. 


do 


3 


Civilian quarters 


.. do 


4 


Officers' quarters 


do 


do 

do 


5 


do 


Brick 


6 

7 


do 

do 


do 

do 


do 

do 

do 

do 

do 

do 

do 


8 


do 


do 


9 


Civilian quarters 


do 


10 


do..r 


do 


11 
12 


do 

do 


do 

do 


13 


do 


... do... 


...do 

do 


14 


do 

do 

do 

do 


do 


15 


Wood 


do 


16 
17 


do 

do 


do 

do 


18 
19 


do 


do 

Galvanised iron. . . 

Brick 

do 


do 

.... do 

do. 

do 


20 


Dispensary 


21 


Officers' quarters 


22 


do 


do 


do 


23 




Wood 


do 


24 
25 


do 

do 


do 

do 


do 

do 


26 


do 


do 


. .do 


27 


do 


do 


do 


28 


Marine barracks 


do... . 


. .do 


29 


Civilian quarters 


Galvanized iron... 
Wood 


do 

do 


30 


do 


31 


do 


do 


Wood 

Brick 

do 

do 

do 


32 


do 


do 


33 
41 
42 


Tool house 

r Administration building and 
\ physical laboratory. 

Chronograph wirehouse 

Watch box 


do 

}Brick 

do 


43 


Wood 


Wood 

Concrete 

Brick. 

Wood 

Brick 

do 


44 


South battery 


Concrete 


45 


South boomproof 


■Rrinir . 




10 


46 


Shell platform 


Wood 


47 


Shell house 


Brick 


1 


9 
12 
10 
12 

15 
8 

8 
32 

9 
8 

16 

8 


48 


Rla«lrsTnith's shop 


do 


49 
50 


Machine shop and boiler house 
Carpenter shop 


do 

Wood 


do 

Wood 

Brick 

do 

do 

Cement 

Wood 

do 


51 


Oronance storehouse 


do 


62 
53 
54 


Ordnance store shed 

Reforming house and office... 
Ordnance storehouse 


do 

do 

Steel 


55 


Oil house 


Wood. . 


56 


Latrine 


do 


57 


ButtNo.l 


Wood and armor. . 




58 


ETplosIon chamber ^ . 


Armor 


Armor 


59 






60 


North battery 


Concrete 


Concrete 


£70 6 


55 6 

















1 Included in purchase of land. 
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at the end of the fiscal year 191S — Continued. 

HONOLULU, HAWAII— Gontiimed. 



Koof. 


Floor 

space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


""^^ 


Present 
value. 


No. 


Tarred felt..,. 
do 


1,783 
851 


Ou.ft. 
23,866 

11,489 


1905 
1905 


13,652.86 
2,928.68 




13,600.00 
3,000.00 


1862.86 
628.00 


13,200.00 
2,400.00 







8 






6,600.00 












.. 











INDIAN HEAD, MD. 



Sbii^Ie. 

""'"do!I 

do.. 

Slate.... 

Iron 

do.. 

do., 
do., 
do., 
do.. 

do.. 

do.. 

Iron 

Iron and shin- 
gles. 

. do 

....do 

....do 

Iron , 

Shingle 

Slate 

do , 

Tin and shin- 
gles. 

do , 

do 

do , 

do 

Iron 

do 

do 

Sh 



10.. 

.....do., 
llate... 



}s, 



do.. 

Iron 



/Concrete and 
\ earth. 



Iron 

do 

Tin 

do 

do 

do 

do 

Paper 

Shingle 

Wood and ar- 
mor. 
Armor 



4,994 
1,204 
1,152 
5,284 
8,360 
1,940 
1,940 
1,940 
2,000 
2,000 
2,000 
2,000 
2,000 
2,000 
1,060 

1,060 
1,120 
1,120 
1,848 
5,390 
2,000 
2,000 
1,244 

1,244 
1,244 
1,244 
1,244 

2,097 

1,480 

2,720 

600 

648 

8,060 

55 
150 

3,600 

1,000 

825 

450 

1,260 

3,600 

450 

3,750 

1,050 

625 

10,350 

288 

160 

2,250 

120 



39,960 
30,100 
2^608 
32,025 
73,125 
24,250 



1890 
1890 
1801 
1892 
1899 
1899 



24,250' 1899 
24,250; 1899 
19,000 1899 
19,000 1899 
19,000! 1899 
19,000, 1899 
19,000! 1809 
19,000i 1899 
8,576' 1892 



8,576 
8,760 
8,760 
20,320 
49,280 
52,667 
52,667 
17,410 

17,410 
17,410 
17,410 
17,410 

25,164 

14,800 
32,640 

5,400 
13,500 

4,860 

105,120 

385 
1,050 



10,000 



4,050 

16,120 

50,400 

5,400 

37,500 

9,504 

5,000 

160,425 

2,592 

1,200 

42,600 

960 



1892 
1892 
189Q 
1907 
1902 
1904 
1904 
1910 

1910 
1910 
1910 
1910 

1909 

1899 

1^1 
1891 

1904 

1904 
1906 
/1891- 
\1906 
/1891- 
\1906 
1891 
1905 
1905 
1892 



1891 
1893 
1891 
1908 
1893 
1893 
1904 

1905 



12,540.00 
1,800.00 
1,861.44 
6,917.81 

10,948.26 
4,719.91 
4,719.91 
4,719.91 
2,552.39 
2,552.39 
2,552.39 
2,552.39 
2,552.39 
2,552.39 
298.99 

298.99 
298.99 
298.99 
1,395.71 
8,383.35 
8,921.64 
8,921.64 
1,800.00 

1,800.00 
1,800.00 
1,800.00 
1,800.00 

590.61 

861.11 



n 



91.33 
18,606.43 

(«) 

200.00' 

13,400.97 

3,466.23 



8457.25 
1,332.34 
937.93 
585.65 
4,732.40 
305.45 
306.45 
305.46 
167.12 
167.12 
157.12 
157.12 
157.12 
157.12 
530.55 

530.55 
530.66 
372.40 
1,209.85 
517.15 



275.50 

275.50 
275.60 
275.50 
275.50 



0) 

(1) 

190.25 



993.51 
7,076.32 



20,500.00 

369.30 

32.65 

12,673.42 

544.31 



1,665.60 

7,886.11 
1,719.53 



785.54 
3,236.05 



16,000.00 
3,000.00 
4,000.00 
8,000.00 

15,000.00 
5,000.00 
5,000.00 
5,000.00 
2,760.00 
2,750.00 
2,750.00 
2,750.00 
2,750.00 
2,750.00 
1,200.00 

900.00 
900.00 
1.200.00 
2,000.00 
8,800.00 
10,000.00 
10,000.00 
2,100.00 

2,100.00 
2,100.00 
2,100.00 
2,100.00 

1,000.00 

1,000.00 

2,500.00 

600.00 

500.00 

100.00 

20,000.00 

300.00 

300.00 

15,000.00 

3,600.00 

200.00 

2,600.00 

7,800.00 

2,500.00 

1,000.00 

1,000.00 

23,000.00 

400,00 

50.00 

25,000.00 

2,000.00 



12,600.00 

1,200.00 

2,000.00 

2,600.00 

2,600.00 

500.00 

500.00 

500.00 

1,000.00 

1,000.00 

1,000.00 

1,000.00 

1,000.00 

1,000.00 

700.00 

500.00 
500.00 
700.00 
100.00 
800.00 
750.00 
750.00 



100.00 



1,000.00 
500.00 
200.00 
50.00 

2,000.00 

'"'moo 



2,500.00 
150.00 
600.00 

1,300.00 

1,700.00 
650.00 
600.00 



300.00 

12.50 

8,000.00 



82,600.00 
1,800.00 
2,000.00 
6,600.00 

12,500.00 
4,600.00 
4,600.00 
4,500.00 
1,760.00 
1,750.00 
1,760.00 
1,760.00 
1,760.00 
1,750.00 
600.00 

400.00 
400.00 
500.00 
1,900.00 
8,000.00 
9,260.00 
9,250.00 
2,100.00 

2,100.00 
2,100.00 
2,100.00 
2,100.00 

900.00 

1,000.00 

1,500.00 

100.00 

300.00 

50.00 

18,000.00 

300.00 
150.00 

15,000.00 

1,000.00 

50.00 

2,000.00 

6,500.00 

800.00 
350.00 
500.00 

23,000.00 
100.00 
37.60 

17,000.00 

2,000.00 

'62,'666*66 



None.. 



9,350 



1892 



23,454.4228,086.26 
* Estimated. 



52,000.00 
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Charader, valw^ and condition ofhuUdings 
INDIAN QBAP, XD.-OQfitlaa«a. 



No. 


Stmctu^. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Hei^t 
eaves. 


61 


Provlaff arovad sad Pow- 
der Faetorj— ConttDued. 

BombpixM^ 


Brick 


Brick 

Concrete 


Ft. «n. 
22 

62 


Ft. in, 
12 

35 


1 

1 


Ft. in, 

8 

9 


63 


do 


Cement 


63 


Flagstaff 




64 


Magasine 


Brick 


Brick 

.do .. . 


18 
18 
8 

13 
8 

7 
25 

25 
18 
16 
16 
33 

11 
18 

12 
86 

14 
40 

16 
39 
90 

15 

20 
6 

17 

15 
6 

16 
«4 
31 
16 
16 

12 

8 
5 

16 
16 
16 
31 

42 

27 
121 

10 

26 
53 

25 
55 

42 

26 

25 

14 
14 
10 

21 
42.0 

28 
20 

13 

20 

26 

21 
100 


18 
90 

8 

19 
10 

6 
16 

16 

20 
10 

10 

20 

11 
90 

12 

21 

17 
80 
75 
70 

10 

11 

12 
6 

17 
25 

6 
32 Q 
42 

41 
16 
16 
14 
10 

5 
16 
16 Q 
16 Q 

16 

88 
61 
47 
14 
100 
103 
100 

80 

17 
70 

38 

42 
31 

So 

105 
105 

39 

7 
120 

73 
102 

81 


1 
1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
1 
1 
I 
1 
1 
1 
1 
I 
1 
1 

1 
I 

I 
1 
1 
1 

} 
} 

I 

{ 

1 

1 
2 

1 
1 

1 
1 
1 

1 

1 
1 

I 

I 

1 
1 
1 
1 
1 
1 


8 
8 
8 
8 
8 

8 
11 

11 

9 
8 

n 

8 



6 

22 

12 
20 

8 
12 

8 
12 

^ 9 
14 6 

8 1 

9 .0 
18 
16 
11 6 

11 6 
8 
8 6 

8 

9 
9 
9 
8 

18 
70 
80 

8 .0 

12 
28 
10 
10 

14 
10 
10 

9 


66 


do 


.. .do 


66 

67 


do 

do 


:::t::": 


do 

.do 


68 


do 


.^."t-: :••• 


-t::::- 


60 


do 


70 


do 


Brick 


do 


71 


do 


. ..do 


do 


72 


do 


do 


do 


73 


.....do. 


Wood . 


.do 


74 


.....do 


do 


do 


75 


do.... 


do . 


. .do . 


76 


do.. 


do 


do 


77 


do....::::::::::: ::::.: 


Brlok . 


. . -do... . 


78 


Shell magaiino 


Wood and iron. . . . 
Iron and briok.... 

Wood 

Wood and brick... 
Wood 


do 

do 

Wood 

Brick 

Wood 

Concrete.... 

Wood 

do... 


79 


Carshed 


80 


Stoble 


81 


.^do.. ..:::::::::: 


82 


Cart shed 


83 


Bam 


do 


84 


Tool shed 


do 


85 


CoiTi house. . 


do... 


86 


Cartshed 


do 


do 


87 


Latrine 


do 


do 


88 


Reservoir 


Brick 


do 

do 


89 
90 
91 


Watchbox and fire statton. . . . 
Manure shed 


Oatranised iron. . . 


101 


Cheinical laboratory 


Brick 


do 


102 
103 


Chemical laboratory annex . . . 
Rocket house . .. 


Galvanised iron... 
Wood 


do 

do 


104 


do 


.do 


do 


105 


Rocket store 


Oalvajiizedlron... 
Brick 


do 

do 


106 


Acid vault 


107 


Fulminate store 


GalvajDisediron... 
Brick 


::::t:::::: 


108 


Surveillance magiuane 

Experimental macasine 

do 


108A 
109 


do :.. 

do 


do 

do 


110 


Atmospheric temperature 

magazine. 
Powerhouse 


Wpod '".. 


Wood 

Brick 

Conn-et* 

do 


111 


Brick 


112 


Cooling towers 


Iron 


113 


Boiler house... 


Brick 


114 


Fire pump bouse 


Galvanised iron. . . 
do 


Brick 

Cement 

Brick 

do 

Cement 

Brick 

Concrete 

do 


115 


Pipe and bfiictamith shop. . . . 
Storehouse... 


116 


Brick 


117 


Lumber shed 


Wood and Iron. . - • 
do 


118 


Carpenter, tin. and electric 

shop. 
PaintShop 


119 


Brick 

Galvanized iron... 
Concrete 


120 
121 


litme and cement store 

Oil storage 


122 


Store shed 


Galvanized iron... 
do 


Wood 

do 


123 


do 


8 Ol 


124 


Watchbox 


Wood 


do 


8 0' 


125 


Civilian quarters 


Brick 


Brick 

Wood 

Concrete 

Brick 

do 


25 Oj 


126 


Coal wharf 


Wood . 




127 


Coal storage 


do 


23 6' 


128 


I*ump house 


Brick 


10 01 


120 


Meter house 


do 


2 


130 


Standpipe. ... 


Iron 


Concrete 

do 


126 01 


131 


Soda dry house 


Steel 


91 0; 


132 


Soda storehouse 


Concrete 


do 


12 0! 


133 


Nitric acid house 


Brick 


Brick 

Iron 


20 


134 


tJitrin tw.M tAnVa 


Iron 




135 


Sulphuric acid house 


Wood 


Concrete 

do 

do 


60 
24 
16 


44 
43 
78 


1 
1 

I 


16 
20 
10 0> 


136 
137 


Pyrites burner house 

Pyrites shed 


do 

do 



I From W. N. Y., 1902. 



* Part of power house. 



s Diameter. 
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at the end of the fiscal year 1W5— Continued. 

INDIAN H8AD, HB.-CoBttniied. 



Boof. 



Earth and 

brick. 
C<»ierete and 

iron. 



Floor 
spiEiee. 



at. ft. 

2,170 



sptee. 



Ott.fi. 
2,113 

19,532 



Btibt. 



189S 
1983 



Cost. 



#488.78 
19,08S.06I8,863.M 



Addl- 

tloUB. 



Coftto 
dupttcata. 



91,000.00 

26,ooaoo 



Detorion^ 
tlon. 



rS0.00 92B0.00 
26,000.00 



PrOMDt 

value. 



Iron 

do 

Cement 

Iron 

.....do 

....do 

do 

do 

do 

do 

do... 

do 

do 

do 

do 

do 

Shfi^e 

.....do 

Iron 

do 

.....do 

Paper 

Tinr. 

SI 
Brfcl 

Iroft 

do.... 

do.... 

Tile 

Iron 

do 

do... 

do... 

Vatdt.... 

Iron 

Slate 

do... 

do... 

Iron 



Tile 

Noroof 

Slate. 

Iron,. 

do 

do , 

do 

do 

.....do 

do 

Iron and ce- 
ment. 

do 

do 

Wood 

Iron 



Iron 

do... 

do... 

do... 

do... 

do... 

Wood...: 



Paroid. 

do. 

do. 



324 
860 
64 
247 
80 
42 
460 
460 
360 
160 
160 



144 

1,806 

238 

3,600 

1,200 

3,030 

200 

165 

240 

36 

289 

375 

36 

502 

8,064 

2,542 

256 

256 

168 

80 

25 

256 

256 

496 

80 

7,392 
(») 
5,828 
... 140 
2,600 
5,459 
2,500 
4,400 

714 

1,820 

950 

588 

434 

79 

1,940 

4,410 

3,500 

672 
91 

314 
1,898 
2,142 
3,100 
(») 

2,640 
1,032 
1,248 



2,592 
2,880 

512 
1,976 

640 

336 
5,060 
5,060 
3,330 
1,280 
1,280 
5,28Q 

968 

'•IS 

36,732 

3,808 

30,000 

10,800 

54,450 

1,600 

1,320 

1,920 

288 

4,046 

3,000 

28S 

4,518 

48,384 

^,504 

2,944 

2,944 

1,344 

680 

200 

2,304 

2,304 

4,164 

640 

66,528 

233,120 
1,120 

36,400 
152,852 

25,000. 

06,000 

.9,996! 
25,480 
.9,500 

5,292 

3,906 

632 

24,250 



1901 
1901 
1901 
1901 
1892 
1802 
1904 
1904 
1904 
1906 
1906 
1906 
1906 
1904 
1900 
1902 
1803 
1801 
1898 
1892 
1888 
1888 



1896 
1904 
1904 
1908 
1899 
1900 

(0 



1907 
1904 
1901 
1902 
1907 
1904. 
1899 



1910 
1899 
1906 
1910 
1899 
1904 
1906 

1900 
1910 
1910 



52,500 

8,064 

546 

25,704 
63,000 



66,080 
25,800 
12,480 



(* 

0) 
1899 
1899 
1900 
1910 
1899 
1910 
1907 
1900 
1900 
1907 
1907 
1909 



514.63 

89&«4 
796.64 
664.28 
664.28 
664.28 

2,139.29 
664.28 
664.28 
664.28 
664.28 

1,796.66 



1,699.87 



856.14 



596.46 



1,751.60 



150.00 

250.00 

43,2:18.45 

5,389.14 



540.33 

400.55 

137.^ 

1)198.57 

1,355.97 

1,544.98 



39,005.3915,013.87 

13,405.00.,. 

15,247.9034,809.76 



3,843.95 
10,057.94 
1,329.74 
1,652.82 

1,705.84 
3,282.05 
2,479.42 



7,429.95 



11,220.31 

2,351.54 

400.00 

12,978.54 
6,482.67 
4,167.23 

18,304.49 
2,101.50 
8,166.74 



851.78 



514.90 
4,613.17 



1,222.22 



1,800.00 

i,2oaoe 

600.00 

1,000.00 

900.00 

400.00 

1,500.00 

1,500.00 

1,000.00 

500.00 

500.00 

1,000.00 

500.00 

2,000.00 

800.00 

2,000.00 

300.00 

2,000.00 

400.00 

1,000.00 

200.00 

200.00 

200.00 

50.00 

2,000.00 

500.00 

150.00 

250.00 

43,500.00 

5,800.00 

800.00 

800.00 

300.00 

400.90 

150.00 

1,500.00 

1,400.00 

1,800.00 

150.00 

49,019.26 
13,405.00 

30,ooaoo 

250.00 

4,000.00 

20,000.00 

2,000.00 

1,800.00 

.i,7oaoo 

3,300.00 
2,500.00 

200.00 

200.00 

200.00 

5,000.00 



300.00 
150.00 



200.00 
200.00 
400.00 
200.00 



50.00 

25. op 

50.00 

1,500.00 

500.00 

200.00 

200.00 

25.00 

25.00 

25.00 



75.00 
1,000.00 



500.00 
50.00 



1,000.00 
150.00 
200.00 

200.00 



150.00 

500.00 



1,800.00 

i,2oaoo 

600.00 

1,000.00 

600.00 

250.00 

1,900.00 

1,500.00 

1,000.00 

800.00 

300.00 

600.00 

300.00 

2,000.00 

800.00 

1,800.00 

100.00 

1,800.00 

200.^ 

600. 

100. 00 

loao^ 

100.00 

25.00 

2,000.00 

450.00 

125.00 

200.00 

42,000.00 

5,000.00 

600.00 

600.00 

275.00 

375.00 

125.00 

1,500.00 

1,400.00 

1,800.00 

75.00 

48,019.26 

13, 405. 00 

29,500.00 

200.00 

4,000.00 

19,000.00 

1,150.00 

1,800.00 

1,500.00 
3,300.00 
2,500.00 

200.00 

200.00 

50.00 

4,500.00 



6,171.37 
1,044.57 



4910, 



1,443.97 
2,500.00 



15,000.00 

3,500.00 

400.00 

15,000. 
6,500. 
4,200.00 

20,000.00 

6,ooaoo 

8,200.00 
850.00 



5,ooaoo 

200.00 



3,000.00 
50.00 

2oaoo 

10,000.00 
1, 500100 

500.00 

50.00 



10,000.00 
3,300.00 

4oaoo 

12,000.00 
6,450.00 
4,000.00 

10,000.00 
4,500.00 

7, 700. 00 / 

800.00 



4 From W. N. y„ 1890. 



• Acid tanks. 
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PUBLIC WORKS OF THE NAVY. 



Character J vahu, and condition of buildings 
INDIAN HEAD, ICD.-Continned. 



No, 


Stmcttm. 


MjaUriat. 


FoondatioiL 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


138 
139 


Ftorimg Gronad aad Pow- 
der FMtory— Continued. 

Sulphur burner house 

SulDhur storehouse 


Galvanized iron. . . 
Wood 


Concrete 

do 


Ft. in. 
30 
29 

26 
17 

6 

27 
20 
20 


Ft. in. 

32 

33 
65 
37 

6 
27 
60 
60 


1 
1 
1 
1 
1 
1 
1 
1 


Ft. in. 
20 
10 
14 
8 
8 
14 
14 
14 


140 


Scrubber shed 


do 


do 


141 


Junk shed 


do 


Wood 


142 


Reservoir... 


Metal 


143 


Magazine No. 1 


Brick 


Brick 

Concrete 

do 


144 


Box stores 


Galvanized iron... 
do 


145 


.... do 


146 








147 
















148 


Magazine No. 2 


Concrete 

Galvanized iron. . . 
do 


Concrete 

Brick 

do 


99 
140 
30 


31 
55 
22 


1 
1 
1 


16 
18 
10 


149 


Nitrating house 


150 


Heating shed 


151 


Acid tanks 


Iron 


.... do 


152 


Reworking plant r - r - 


Brick 


do 


147 

20 
9 

123 
32 
61 

100 
45 
78 

22 
37 

21 
40 
28 

23 
28 

12 

16 
78 

43 

44 

28 
28 
28 
28 
28 
28 
28 
42 
42 
42 


64 
20 

So 

18 
26 
38 

30 
35 
16 
26 
41 

43 
32 

100 
32 

31 

147 
25 
35 
88 

44 
44 
44 
44 
44 
44 

44 

45 
45 
45 


1 


18 


153 


Reservoir 


Concrete 


Concrete 

Wood 

Brick 

Concrete 

Brick 

do 


154 


Roiling tubs 


Wood 


1 
2 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 

1 

1 

1 

1 

1 
1 
1 

1 
1 

1 
1 
1 
1 
1 
1 




155 
156 


Pulp and poach house 

Pyro stores 


Brick and iron 

Galvanized iron. . . 
.... do 


24 
10 
12 
20 
15 
15 
12 
12 
10 
28 
10 

15 

10 

6 

11 
15 
15 

12 

17 
^ 
15 
14 
12 
11 6 
11 6 
20 

18 


157 


Cotton stores 


158 


Cotton wash house 


Brick 


159 


Cotton Dickinff house . ... 


... do 


do 


160 


Cotton dry house 


.... do 


do.: 


161 


Transformer house 


do 


do 


162 


Int^insifler house 


Structural steel... 
Galvanized iron... 
Brick 


Concrete — 

Brick 

do 


163 


DAhydrating hOUSe. t . . . . 


164 




165 


Ether vault 


Stone 


Stone 

Brick 

Stone 

Brick 

do 


166 


Alcohol storage shed ........ r 


Wood 


167 


Alcohol vaults 


Stone 


168 


Ether vault No. 2 


Brick 


169 


MiTiTip hAii-w 


do 


170 


Ftess house 


Galvanized iron... 
Brick 


do 

do 


171 


Solvent recovering house 

Solvent recovering house No.2 
Dry house No. 1 


172 
173 


Galvanized iron... 
. do 


Concrete 

Brick 

do 


174 


Dry house No. 2 


do 


175 


Dry house No. 3 


Wood 


do 


176 


Dry house No. 4 


Galvanized iron... 
Wood 


do 

do 


177 


Dry house No. 6 


178 


Dry house No. 6 


Galvanized iron. . . 

do 

do.. 


do 

do 

do 

do 

do 


179 
180 


Dry house No. 7 

Dry house No. 8 


181 


Dry house No. 9 


do 


182 


Drv house No. 10. 


Not built vet... 


183 


Dry house No. 11 


. , ,do 


do 






184 


Blending and packing house. . 
Foreman's office 


Brick and iro" . . . r 


do 


/ 36 

\ 66 

13 

8 

31 6 

34 


82 6 
25 
13 
8 
16 
19 


4 

1 
1 
1 
1 
1 


58 
13 
13 


185 


Wood 


do 


186 


Watch box 


Galvanized iron... 
Brick 


do 

do 


8 


191 


Surveillance magazine 

Underground magazine 

Total 


10 


192 


do 


do 


7 6 


1 


Marine Corps Btie Raige. 

Commanding officer's quar- 
ters.* 


Frame 


Concrete 

piers. 
do 


40 

38 
24 
100 

/lOO 
\ 46 

1 99 
70 
100 ^ 

oomadd 


31 6 

29 6 
20 
50 

20 
18 

40 

20 
20 

edMay, 


«1 

1 

1 

3 
1 

1911 




2 


.. ..do 


10 


3 


Vjigiting o^AArs' qiiArtAni &. . 


do 


Locust posts 
Concrete 
piers. 

Locust i>osts 

/Concrete 

1 piers 

Concrete 

Locust posts 

tic. 

y contract. R 


10 


4 


Offioesr storeroom, and rifle 
gallery.* 

Mess haU, galley, and bakery • 
Enlisted men's barracks * — 

TnilAt and hnth hotiSA * 


do....^ 


10 


5 

6 
7 


do.' 

do 

.... do 


15 

/ 10 

i 8 

15 6 


8 


Carpenter and blacksmith's 
shop.* 

1 Included in No. 135. 
» 6 by 6 inches deep. 
» Built by enlistedlabor. 


Pine logs, log cabin 

* And at 
6 Built b 
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at the end of the fiscal year 191S — Continued. 

INDIAN HEAD, ICD.— Continoed. 



Roof. 



Pariod. 

do. 

do. 

Iroii 

do. 

do. 

do. 

do. 



Floor 
space. 



Sq.ft. 
640 
057 
1,600 

i,aoo 
i,aoo 



Cubic 
space. 



Cfu.fi. 
13,800 
0,670 
23,660 
5,032 
160 
10,206 
16,800 
16,800 



Built. 



1010 
1000 
1007 

iooo 

1000 
1004 
1005 



Cost. 



$1,737.76 
800.00 



5,310.60 
861.36 
661.87 



Addl- 
tions. 



Cost to 
duplicate. 



11,700.00 
800.00; 



Deteriore- Present 
tion. value. 



300.00 
5,600.00 

ooaooi. 

600.00. 



« 



150.00 
300. €0 



11,700. 



250. 

a, mo. 

000. 
630. 



No. 



m 

141 

m 

143 
144 

14£ 
146 
147 
148 

140 
150 
151 
U2 

m 

IM 

5d 



Iron 

do 

do 

Open space.. 
Slate. 



Open space.... 

Iron 

do 

do 

Slate 

Iron 

do 

do 

....do 

do 

do 

Brick and 

earth. 

Iron 

Brick and 

earth. 
Brick, earth, 

and concrete. 

Iron 

....do 

do 

do 

do 

....do 

— do 

....do 

do 

....do 

....do 

....do 

....do 



3,100 
7,337 

660 
11,200 
0408 

400 
6,400 
4 020 

576 
1,586 
7600 
1 103 
2,201 

352 

062 
1,456 
1,474 

806 

2,300 
806 

372 

2,352 
3,000 
2,072 
3,872 
1,157 
1,154 
1,158 
1,187 
1,187 
1,157 
1,153 
1,301 
1,301 



43,400 

136,728 

6,600 



160,344 
2,400 



147,600 

5,760 

31,720 

228,000 

13,240 

60,800 

4,224 

17,266 

12,650 

57,088 

8,060 

34,600 
8,060 

2,232 

25,87^ 
46,800 
31,057 
60,606 
13,883 
24,220 
15,657 
16,623 
16,623 
0,641 
0,453 
23,410 
20,817 



1007 
1000 
1004 
1000 
1000 
1000 
1004 
1000 
1007 
1000 
1000 
1000 
1000 
1800 
1010 
1800 
1800 
1800 

1003 
1000 

1000 

1800 
1000 
1000 
1010 
1800 
1010 
1002 
1800 
1003 
1004 
1004 
1010 
1010 



7,260.07 
15,002.83 



0,350.2811,043.75 



30,652.23 



10,503.00 



2,717.86 
12,343.70 
1,643.46 
3,202.83 
11,646.35 
6,523.23 
7,631.76 
1,485.47 
4,516.86 
3,153.88 
3,630.75 
4,840.11 

1,278.10 
4,840.10 

300.61 

6,266.80 
4,407.77 
6,261.23 
7,030.38 
3,671.43 
3,671.43 
3,407.21 
3,671.43 
2,657.14 
3,002.77 
3,472.77 
4,667.20 
4,502.25 



8,250.01 
28,724.26 



466.85 



088.10 

2,600.11 

712.31 

2,712.31 



2,274.64 
2,811.13 
712.31 
712.31 
712.31 
712.31 
712.31 



7,200.00 

20,000.00 

600.00 

14,000.00 

40,000.00 

1,000.00 

12,600.00 

35,000.00 

1,700.00 

3,500.00 

12,000.00 

6,500.00 

8,000.00 

1,500.00 

4,500.00 

3,500.001 

4,200.001 

6,000.00 

1,600.00 
6,000.00 

1,300.00 

10,000.00 
4,600.00 
7,000.00 
8,000.00 
4,000.00 
4,000.00 
3,500.00 
4,000.00 
3,500.00 
4,000.00 
4,000.00 
4,600.00 
4,600.00 



300.00 
8,000.00 



5,500.00 
4,000.(W 



2,600.00 
500,00 
250.00 
300.00 

6,000.00 
300.00 
500.00 

1,000.00 

loaoo: 
:too.oo 

200.00 
£00.00 

100.00 
500.00 



i,ooaoo 

4O0LOO 
300.00! 



400.00 



700.00 

eoaoo 

700.00 

2oaoo 
soo.oo 



7,000. 
t3,000. 

5oa 
3a, 000. 

IJXX). 

m.oou. 

3>,S00. 
1,1.50. 
3,200. 
tJ,0OO, 
G,200. 
7,500. 

ma. 

4,400. 
3,200. 
1,000. 
4,500. 



i,4oaoo 

4,600.il0 
1,300.00 



g,ooo. 

4,100. 
6,700. 
B,000. 

y.fioo. 

4,000, 

2, BOO. 
3, 400. 

2.S00. 

:^.800. 
a. wo. 

4,600. 
4,600, 



^Iron. . 

Tin... 
Iron.. 
Slate.. 
Brick. 



6,006 

160 
64 
436 



84,731 

1,605 

512 

4,786 

2,640 



1000 
1001 



5,310.60 
226.64 



10,000.00 



1013 
1012 



1,600.00 
2,301.00 



17,000.00 

600.00 

200.00 

1,500.00 

2,301.00 



300.00 
100.00 



IB, 300, 00 
200.00 
IOOlOO 

i,5oaoo 

2,391,00 



T73,833.M 



Shingle... 

.....do.... 
do.... 



.do., 
.do.. 



2,028 

1,366 
437 



10,100 

2,646 
'7,600 



16,466 

10,648 
3,406 

76,660 

21,170 
67,000 



1010 



1010 
1000 



1010 



1010 
1011 



1,200.00 

2,360.00 
200.00 



3,775.00 

500.00 
3,000.00 



150.00 
150.00 



226.00 
600.00 



1,200.00 

2,400.00 
350.00 



4,000.00 

1,000.00 
3,000.00 



ij2oaool 

2,400.00 
360.00 



4,000.00 
1,000.00 

3,ooaoo| 



• Bnflt hj contract. Could be duplicated for less by enlisted labor. Bottom floor inclosed and cement 
floor added. 



vLshape. 

• Bttflt V enlisted labor. CeQed inside and bakery added. 
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PUBLIC WOBKS OF THE KAVY. 



Character, value, and oondition ofbuUdingi 
INDIAN HEAD, MD.— Continued. 



No. 



Structure. 



Material. 



Foundatioa. 



Laogth 



Width. 



Sto- 
ries. 



Height 
eaves. 



9 
10 
11 

12 

13 

14a 
14b 
|5a 
I5b 
15c 

16 

17 

18 
10 

20 

1 
2 



Marine Cor*8 Bile Range— 

Ck>ntintted. 



Barni 

Guard house at dodc i 

Range house (1,000 yards) * 



Frame. 
....do. 
....do. 



Range house (000 yards) Ist 

range.^ 
Range house (600 yards) 3d 

rante. ^ 

l£achme gun rest shed 1 

do.i 



Target shed in butts > 

do.» 

....do.» 



Woodshed and servant's qiiar- 

ters; quarters No. 1.^ 
Woodshed and servant's quar- 
. ters; quarters No. 2.i 

Spring house 

(a-b-o-d-e-f-g), 7 telephone 
booths.^ 



(ar-b-c) Rifle botts..., 

Quarters (caret^er)*.. 
(^etaker^s house 

Total 



.do. 

.do. 

.do. 
.do. 
.do. 
.do. 
.do. 

.do. 

.do. 



Locust posts 
Oak posts... 
Concrete 

pl«$. 
do 



.do. 



Conorete 

....do 

Locust posts 

....do 

....do 



Conorete 

piers. 
do 



Conorete. 
Frame... 



Concrete. 



G 

W( 



[Oak posts and 
planks; filled 
with sand. 

ood 

do 



Cement. 
Wood... 



ft. in. 

50 

12 
30 

30 

30 

6 

6 
20 
20 
20 

20 

20 

18 

7 3 

430 

36 

26 



m, in. 

36 C 
8 
KH 

10 

10 

5 

5 
10 
10 
10 

12 

12 

12 
S 



6 



36 
14 



JUPITER, FLA. 





ftadto station. 
Quarters 


Wood 


Brick 

do 


36 
30 5 
10 
27 


33 
16 5 
10 
14 


3 

1 
1 
1 


24 

11 
9 
9 




Pawvc house 


do 




Storehouse 


.. . do 


.. . do 




Bocfthouse 


do 


Piles 




Total 

























KEY WEST, 


fLA. 










A 


OfQcers' quarters 


Wood 


Brick 

do 


51 
51 
51 6 

51 6 

68 

43 
45 9 

44 3 
184 

52 

10 

45 
208 

31 
73 
56 

69 
30 

152 

144 


31 
31 O' 

43 o; 

43 

26 
36 61 

27 3| 
41 0, 
80 0, 
38 

10 

10 o: 
60 o: 

22 0, 
43 0, 
16 0; 
50 Oi 

US 

48 


r 

2 
2 

I 

1 


23 D 

is 

26 
%l 
10 3 

19 6 
32 
22 

20 

10 
12 

18 
25 

19 
10 
17 

8 
12 

12 Q 


B 


do 


do 


C 


do 


do 


Concrete 

do 


D 


do 


do 


E 


do 


do 


Brick 

Concrete.... 
Brick....... 

Stone 

Brick 

Brick piers.. 

Brick 

Wood 

Piles 

Brick 

do 


F 


do 


do 


40 


Radio operator quarters 


do 


42 


Sailors' barrack^. 


Stone 


1 


Storehouse and office 


BxicV 


2 


Distilling plant . 


Wood 


4 


Scale house 


do 


5- 


Carpenter shop 


do 


7 




Brick and steel 

Brick 


s 


Office .* 


9 




do 


10 


Mess hall 


Wood 


Brick piers. . 
Concrete — 

Wood 

Concrete 

piers. 
do 


11 


Smith shop 


Brick 


12 


Store shed. 


Wood 


14 


Coal shed 


do 


15 


do 


do 



1 Built by enlisted labor. 

»Andlolt. 

• Various dates. 

« This house is subject to oonstant oonoussion reeulthig from gunfire, as it is near line of firing. 
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at the end of the Jucal year iPiS—Continuei. 

INDIAN HEAD, KD.-ContlniMd. 



Roof. 


Floor 

space. 


Cubic 
space. 


Boot. 


«Cost. 


Addl- 

tlODS'. 


Cost to 
dapUcate. 


Detenon- 
tion. 


Present 
yalue. 


No. 




8q.fl. 
1,400 
1,200 
1,800 

48 

30 

30 
30 


Cu.fi. 
12.600 
9,600 
25,200 

384 

2,400 

2,400 
2,400 


1910 
1910 
1910 

1910 

1910 

1911 
1911 
1910 

1910 

1911 

1910 

1911 
(») 

1910 


11,600.00 

200.00 

1,000.00 

5a 00 
2oaoo 

200.00 
200.00 
26.00 

60.00 

100.00 

100.00 

250.00 
25.00 

800.00 

* 1.800.00 
•800.00 




$i,6oaoo 

2oaoo 

i,ooaoo 

60.00 

200.00 

200.00 

200.00 

26.00 

6a 00 

100.00 

100.00 

250.00 
26.00 

800.00 

2,500.00 
1,000.00 




fl,60a00 

2oaoo 

1,000.00 

5a 00 
2oaoo 
2oaoo 

200.00 
26.00 

6a 00 
loaoo 

100.00 

250.00 
25.00 

800.00 

1,000.00 
300.00 


9 


Paroid 

Shini^e 






10 






11 






12 


Paroid 

Sk^t 






18 






14a 






14b 






16a 


C r r n gated 

iron. 
Pariod 

do 

f....do 


200 
240 
240 


1,260 
1,920 
1,920 






16b 
160 






10 






17 






18 


Corragated 
iron. 










10 










20 


Shii^e 


1,720 
545 


12,800 
4,633 


1273.98 


11,500.00 
700.00 


1 
2 






17,960.00 























JUPITER, FLA. 



^ 


1,908 
503 
100 
186 


82,896 

6,535 

900 

3,303 








16,500.00 
400.00 
200.00 
200.00 


S500.00 
100.00 
50.00 
50.00 


16,000.00 
300.00 
150.00 
150.00 












do 










do 




















6,600.00 























KEY WEST, FLA. 



Sbingle 

'.V.'.'Ao'.V.'.'.V. 

do 

do 

Tin 

Shingle 

Patent 

Slate 

Gcdvanlzed 
steel. 

do 

Shingle 

Tile 

do 

Slate 

Tin 

Slate 

Tin 

Wood shingles. 

do 



3,446 
3,446 
3,716 
3,716 
2,547 
1,968 
2,197 
6,650 
25,515 
2,032 

100 

720 
12,837 

539 
2,810 

896 
2,990 

360 
8,000 

6,812 



26,250 
26,250 
36,600 
36,600 
29,604 
18,990 
29,186 
72,666 
264,000 
58,300 

1,360 

6,700 

207,600 

11,100 

54,000 

9,000 
60,000 

2,700 
93,000 



81,800 1898 



1890 
1890 
1906 
1906 



1860 
1898 

1898 
1899 
1899 
1899 
1873 
1896 
1904 



1898 



14,000.00 
4,000.00 
5,000.00 

-5,000.00 



5,000.00 



75,000.00 
2,400.00 

40.00 

350.00 

33,000.00 



8,000.00 

600.00 

8,000.00 

40.00 



1125.00 
125.00 
150.00 
150.00 
100.00 



15,000. 

5,000. 

6,000. 

6,000. 

4,000. 

3,000. 

4,000. 
15,000. 
52,500. 

2,400. 



40.00 

350.00 

33,000.00 

5,000.00 

8,000.00 

500.00 

8,000.00, 

100.00 

3,900.00 

3,300.00 



6 Purchased with land; estimated . 
< Estimated. 



25 p. 0, 
25 p. 



35 p. c. 
40 p. c. 
35 p. c. 
60 p. c. 
30 p. c. 
50 p. c. 

30 p. c. 
40 p. c. 
12 p. c. 
20 P.O. 
40 P.O. 
60 p. c. 
12 p. 0. 
70 p. c. 
30 p. c. 

30 p. C. 



13,750.00 
3,750.00 
6,000.00 
6,000.00 
2,600.00 
1,800.00 
2,600.00 
7,500.00 

52,500.00 
1,200.00 

28.00 

210.00 

29,040.00 

2,400.00 

4,800.00 

250.00 

7,040.00 

30.00 

2, 73a 00 

2,3ia00 



33861—16 1 
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PUBLIC WORKS OF THE NAVY. 



Character^ value, and condition of buildings 
KEY west; FLA.-Coiitiiuied. 



No. 


Structure. 


Material. 


FMndation. 


Ungth. 


Width. 


Sto- 
ries. 


Height 
eaves. 


16 


Vstable and shed 






Ft. te. 


Ft. <n. 




Ft. in. 


17 
19 


Storaroom 


Wood 

Brick and steel.... 

Steel 


Wood 

Piles 

PierB 

do 


14 
162 

228 

228 
46 
46 
32 6 

150 
250 
318 

318 
68 6 
39 6 
89 6 

89 6 
55 


11 
62 


1 
2 


10 
33 

55 

55 
8 6 
8 6 


21 
24 


Radio power plant, marine 

barracks. 
North coal hoist B 


25 


South coal hoist B 


do 






26 


Circular cistern. 


Concrete 


Concrete.... 
do 


46 
46 
20 

100 
75 




27 


.. . do 


do 


28 


Rectangular cistern 

CoalshedA 


do 

Steel 


do 

Piles 

do 


29 


1 

1 


20 
20 
55 

55 

18 
16 4 
12 

12 
25 


30 


Coal shed B 


. do 


31 


North coal hoist A 


.... do 


Pier A 

do 

Brick piers.. 

do..'!!! 


32 


South coal hoist A. 

Machine shop 


do 

Wood 






33 


23 
23 
45 3 

45 3 

25 


1 
1 

2 


34 


Bofler house 


Brick 


35 


Cistern 


Concrete 


36 
37 


do 

Tool storage. .,.- 


do..^ 

Wood 


do 

Stone 

Concrete 
piers. 

Concrete 

Stone 

Concrete 

piers. 

Concrete 

Steel and 

concrete. 

do 

pnes 

Concrete 

do 


38 


Elevat/4Ml tank ...... r ,^ r - 


Steel 


39 


Oil storehouse 


Concrete 


35 10 
50 

30 

28 
11 

55 
114 6 

26 6 
26 6 
40 

62 9 
22 

56 
25 10 


51 8 
30 

16 

28 
56 

26 
56 6 
18 
18 
80 


1 
2 

1 

1 


17 
24 

13 

16 


41 


Recreation buUding 


Wood 


44 


Radio oimrating. . 


do 


45 


PnmniTifl' nlant .-. r -. 


Concrete 


46 


Cistern 


Steel 


47 


Standpipe 


.do 






48 


Stor^ouse 


Steel and concrete. 
Concrete and wood 
do 


2 
1 

1 


38 6 
11 
11 
40 

32 
32 6 
13 
10 


49 


North latrine 


50 


South latrine 


51 


Cistern 


Steel and concrete. 
Steel 


Steel and 

concrete. 

Concrete.... 

do 


62 


Fuel-oil tank 


53 


Gasoline tank 


do 






54 


Piimphouse tanks. . t , , 


do 


PUes 

Concre-te 
piers. 


18 


1 
1 


55 


Pavilion 


Wood and steel... 




Total 


§ 


Dry TortugM. 
Quarters 


Brick 


Concrete — 


340 
288 


38 
44 


\ 


44 
43 5 


Barracks 


do 




Total 






c 


Coal storage 


Steel 


Piles and 

concrete. 

do 


250 

260 
90 

15 
121 

24 

12 
82 
82 
32 
32 
31 

16 
31 
16 
16 
31 
16 


105 

105 

30 

12 

24 

9 

7 
20 € 
20 
20 G 
20 
20 
20 
20 
20 
20 C 
20 C 
20 


1 

1 
1 
1 
1 

1 

1 
1 
1 
1 
1 
2 
2 
2 
2 
2 
2 
2 


20 

20 
14 6 
10 6 
16 6 

8 

7 6 

9 
9 
9 
9 

19 6 
19 6 
19 6 
19 6 
19 6 
19 6 
19 6 


D 


do 


do 


L 


Storehouse 


Wood 


Piles 

do 


T 


do 


do 


W 


Wharf house- ,.,„,._ 


do 


Iron piles... 
Concrete — 

Brick 

Concrete 

do 


Y 


Latrine 


Brick 


z 


Pump house ................. 


GalTanized iron. . . 
Brick 


Kl 


Blacksmith shop 1 


JO. 


Police shedi....' 


do 


K3 


Kitchen^ 


do 


do 


K4 




. do 


. do 


K6 


Kitchen 


do 


Brick 

do 

do 


K6 


do... 


do 


K7 


do 


do 


K8 


do 


do 


do 


K9 


do 


do 


do 

do 

do 


KIO 
Kll 


1 do 


do 


1 do 


do 



I Burned Jan. 6, 1912. 
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Roof. 



Floor 

space. 



Cubic 
space. 



Bollt. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Sq.ft. 



Cu.ft. 



Wood shingles. 



154 
18, 762 



1,170 
334,872 



Corrugated 
steel, 
do 



Wood, 

....do 

Gfllvanized 

steel. 
....do 

...do 

Corr u g a t e d 

steel, 
do 



1,964 

1,964 

630 

15,200 
18,760 



90,000 
90,000 
23,000 

295,000 
375,000 



/18g6 

\1806 

1900 

1902 

1900 

1900 



113,000.00 



Tin 

Slate 

Reinforced 

concrete. 

do 

Wood and 

steel. 
Steel.... 



Tile 

Wood and 

steel. 
Tile 



....do 

Copper 



Tile 

...do 

....do 

Steel, corru- 
gated. 

Steel 

-...do 

...do 

Copper 



Slate 

Galva n i z e d 
iron. 



Galvanized 

iron. 
do 

Wood 

do 

do 

Galva n i z e d 

iron. 
do 

Slate 

do 

do 

do 

Wood :.. 

do 

Slate 

....do 

Wood 

....do 

....do 



1,576 

720 

4,039 

4,039 
2,600 



1,560 
2,780 

435 

682 



26,250 

392 

392 

6,026 

3,094 
380 

1,008 
577 



30,750 

13,500 

260,000 

26,000 
28,000 

80,000 

41^870 
44,250 

7,978 

15,780 
202,000 

202,000 

267,800 

4,500 

4,500 

1,520,000 

700,000 

90,000 

15,624 

7,500 



1900 
1900 
1900 

1900 
1896 
1903 
1904 

1904 



140.00 
47,000.00 

19,625.00 

19,625.00 
3,000.00 
3,000.00 

6oaoo 
80,ooaoo 

110,000.00 
19,625.00 

19,625.00 
1,730.00 



9,263.60 
9,263.60 



1905 
1905 



5,042.40 
5,000.00 



1906 
1908 



4,885.00 



1910 
1910 
1910 
1911 

1911 
1911 
1911 
1909 



54.791.00 
2,766.00 
2,767.00 

24,944.00 



39,000 481,536 
44,880 649,000 



1868 
1870 



90,000.00 
80,000.00 



26,000 526,000 



26,000 
2,700 

180 
3,000 

220 

84 
640 
640 
640 
640 
620 
320 
620 
320 
320 
620 
320 



525,000 

39,280 

2,100 

43,000 

2,000 



1903 
1903 



150,000.00 
150,000.00 



1848 
1848 
1848 
1848 
1860 
1860 
1860 



t3,000 00 

2,800.00 

140.00 

47,000.00 

19,626.00 

19,626.00 

3,000.00 

3,000.00 

500.00 

80,000.00 
110,000.00 
10,625.00 

19,635.00 
1,730.00 
4,000.00 
9,264.00 

9,264.00 
3,500.00 

6,042.00 

5,000.00 
3,000.00 

1,563.00 

4,886.00 
6,000.00 

6,000.00 
54,971.00 
2,766.00 
2,766.00 
25,000.00 

10,000.00 

2,200.00 

3,500.00 

700.00 



30 p. c. 
80 p. c, 
70 p. c. 
10 p. c. 

20 p. c. 

20 p. c, 

35 p. c. 

36 p. c. 
60 p. c, 

20 p. c 
20 p. c 
30 p. c 

10 p. c 
76 p. c. 
10 p. c 
10 p. c, 

10 p. c. 
60 p. c 



70 p. c 



50 p. c 



90,000.00 
80,000.00 



75 p. c. 
90 p. C. 



160,000.00 

150,000.00 

2,600.00 

50.00 

1,000.00 

200.00 

100.00 
2,600.00 
2,500.00 
2,600.00 
2,600.00 
4,000.00 
2,600.00 
4,000.00 
2,500.00 
2,600.00 
4,000.00 
2,600.00 



20 p. C. 

20 p. C. 
60 p. c. 
50 p. 0. 
50 p. c. 
60 p. C. 

50 p. C. 
75 p. C. 
75 p. 0. 
75 p. 0. 
75 p. 0. 
75 p. C. 
75 p. 0. 
75 p. C. 
75 p. C. 
75 p. c. 
75 p. 0. 
75 p. C. 



iaoo.00 

42.00 
42,300.00 

15,700.00 

16,700.00 

1,960.00 

1,950.00 

250.00 

64,000.00 
88,000.00 
13,737.60 

17,622.60 

432.50 

3,600.00 

8,338.00 

8,838.00 
1,480.00 

5,042.00 

5,000.00 
900.00 

1,563.00 

4,886.00 
6,000.00 

5,000.00 
64,791.00 
2,706.00 
2,766.00 
25,000.00 

10,000.00 

2,200.00 

3,500.00 

350.00 



539,104.00 



22,600.00 
8,000.00 



30,600.00 



120,000.00 

120,000.00 

1,260.00 

25.00 

500.00 

100.00 

50.00 
625.00 
625.00 
625.00 
625.00 

1,000.00 
626.00 

1,000.00 
625.00 
625.00 

1,000.60 
625.00 
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Character f valuta and ccmdUion of buildings 
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No. 


Structure. 


Material. 




Length. 


Width. 


Sto- 
riea. 


Heighfe 
eaves. 




K12 


Dry Tortvffa*— Contfamed. 
Kitchen 


Brick 


Brick. 

do 


Ft. in. 

81 

81 

16 

81 

360 

360 

360 

360 


Ft. in. 
20 
20 
20 
20 


2 
2 
2 
2 


Ft. im, 
19 € 
19 6 
19 6 
19 6 


i 


K13 


Cottige 


do 




K14 


do 


do 


do.: 




K16 
6 


do 

CoAllioisti 


do 

Steel 

do 

do 

do 


."..dS : 

do 

do 

do 

do 




6 


do.i 

do.1 

do.» 

Total 











7 











8 






















Grand total 


































LAS ANIMAS, COLO. 












HoeplUl. 

Oarbose incinerator X a . 


Stone 


Stone 

Concrete 

do 


22 

22 

8 
30 

SO 
99 
43 

102 
99 

106 

136 
118 
100 
63 
43 

41 

42 
42 

201 

9 
14 
14 
20 

50 

20 
6 6 

71 
45 

117 

97 
63 

652 

10 

53 
34 

54 

53 
34 

54 

53 
34 

54 


14 

17 
8 

30 

30 
40 

12 
32 

40 
36 

18 
18 

13 
11 

8 

41 

24 
20 

8 
7 

14 

11 
14 

25 

14 
(«) 

54 

41 

f 8 

i 6 

31 
50 

r 12 

\ 10 

I 8 

(0 

14 

26 

12 

14 
26 
12 

14 
26 
12 


1 

1 

1 
1 

1 

>! 

2 

1 

1 
1 
1 
1 
1 

}* 

1 
1 
1 
1 
1 
1 

1 

1 
1 

. 2 

1 
2 

1 

1 
2 
1 

1 
2 

1 

1 
2 

1 


14 

10 

8 
100 

12 

25 

12 
25 
10 

9 
4 

4 

5 






Slauehterhouw 

Bmokehouse 


do 

do 






Kannre corral 


Wood and wire 

screen. 
Wood 


Concrete — 
do 






Wagon shed 








Stone 


Stone 

... do . . 






Veranda 


Wood 






Bowling Alley 


do 


Concrete 

Stone 

Concrete 

do 






Bami.'I r 


Stone. 






Horse corral, e a r a g e , 
wagon shed, cement 
storeroom. 

Implement shed 


Stone 






do 






H(^hoiise No. 1 


do 


Nono 

do 






Hog house N 0. 2 


do 






Hog house No. 3 


do 


do 






Veranda 

Admhiistratian bulldhig:i 
Center .7/. 


Wood 


do 






Stone 


do 


20 
12 
12 






Two wings . . . _ 


do 


do 






Rear 


do 


do 






Veranda 


Wood 


do 






Hose cart shelter No. 1 


do 


Concrete 

do 


8 

8 

9 
6 

9 

6 
6 

/ 18 
\ 10 




Paint house 


do 




pftiTif. iocVer>. . 


Stone... . 


do 




T^imber shed ...... 


Wood and ruber- 

old. 
Stone 


None 

Concrete 

None 

Concrete 

Stone 




Carpenter shop 




Lumber shed No. 2 

Sputum incinerator No. 1 

west subsistence building: 

Mess hall and kitchen.... 

Liylng quarters 


Wood 




do 




Wood 












Verandas 










West wards: 

Two wings 


Stone 


Stone 

do 


18 
34 






Center 


Wood 






Veranda 


do 


do 






Recreation pavilion i 


do 


Concrete 

Stone 

. do 




10 

16 
22 




Lean-to No. 4: 

Two wings 


.. do... . 




Center , 


.... do 




Verandas 


do 


do 




Lean-to No. 3: 

Two wings 


... do 


do 


16 
22 




Center 


do 


. . do 




VerftT^das 


.... do 


do 




Lean-to No. 2: 

Two wings. .............. 


.. do 


do 


16 
22 




Center 


do 


do 




Verandas 


do 


do ; 



1 Wrecked October, 1910^ 



> Old Army building restored. 
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Boof. 


Floor 
space. 


Cubic 
space. 


Built. 


Coat. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Wood 

Steel 


630 
630 
330 
630 


Ou,ft. 
8,400 
8,400 
4300 
8,400 


1860 
1860 
1860 
1860 
1903 
1903 
1903 
1903 






H00O.00 
4,000.00 
3,500.00 
4,000.00 
34,108.00 
34,103.00 
34,103.00 
34,103.00 


76 p. c. 

75 p. c. 

76 p. c. 
76 p. c. 
70 p. c. 
70 p. c. 
70 p. c. 
70 p. c. 


$1,000.00 
1,000.00 
635.00 
1,000.00 
7,230.00 
7,230.90 
7,230.90 
7,230.90 


K12 






K13 


do 

do 






^\t 






124,103.00 
24,103.00 
34,103.00 
34,103.00 




6 










6 










7 










9 












282,698.60 






















862,202.60 























LAS ANIKAS.COLO. 



Corrugated 
iron. 

....do 

Rubberoid... 
Wire screen.. 



Shingle. 
....do.. 



....do 

....do 

Corrugated 
iron. 



....do 

Rubberoid 

....do 

....do 



Shingle... 

!i!*.do'.'.'.! 

....do.... 
....do.... 
....do.... 
....do.... 
Kuberoid. 



308 

374 

64 

900 

1,500 

7,920 

3,264 
7,920 
3,816 

2,448 

3,124 

1,300 

580 

344 



1,412 



3,740 1914 

613 1914 

9,000 



18,000 
99,000 



1908 
39,168 1908 



99,000 



38,160 1915 



33,032 
10,620 
6,500 
3,480 



1909 



1908 



1914 
1914 
1914 
1915 



1907 



$3,200.00 

100.00 
26.00 



12,607.50 

5,348.78 

7,387.28 

600.00 



275.00 
100.00 
80.00 
65.00 



$237.08 

..do.... 
..do... 



295.00 
165.00 



.do... 



.do.... 
.do... 
.do... 
.do... 
466.27 



$3,437.08 



100. 00... do... . 

25.00;... do.... 

200.00 25.00 



325.00 

12,902.50 

6,613.78 

7,842.56 

600.00 



275.00 
100.00 
80.00 
65.00 



$2,237.08 $1,200.00 

loaoo 

25.00 
175.00 

250.00 

11,000.00 

3,500.00 

6,900.00 

600.00 



75.00 

1,902.50 

2,013.78 
942.65 
60.00 



50.00 
50.00 

.do 

.do.... 



275.00 
100.00 
80.00 
65.00 



Corrugated 

iron. 
Rubberoid. . . . 



Shingle. 



Shingle. 



.do. 
.do. 

.do. 

.do. 

.do. 
.do. 
.do. 

.do. 
.do. 
.do. 

.do. 
..do. 
.do. 



6,218 

1,608 

63 

196 

164 

280 

1,250 

600 



67,892 



1908 



504 
1,568 
1, 
1,680 1910 



12,460.50 



2,349.96 



11,250 

5,400 
198 



1915 



5,679 
1,280 



87,462 



1910 
1909 



250.00 
'32i"o6 



.do.... 
.do. 



14,81965 

60.00 

226.00 

150.00 

93.65 

250.00 

100.00 
324.00 



3,169.56 



76.00 
75.00 



.do.... 



50.00 
200.00 



11,650.00 
50.00 
150.00 
76.00 
93.65 

250.00 

50.00 
124.00 



20,880.87 



3,821.72 



24,702.59 



6.702.59 



19,000.00 



12,314 

7,648 

260 



215,352 



1909 



3,252 
1,296 



2,600 
43,192 



1910 
1908 



33,149.15 
632.90 



7,854.91 



41,004.06 
632.90 



11,004.06 
65.00 



30,000.00 
667.90 



9,727.90 



2,173.33 



11,901.23 



3,901.23 



8,000.00 



3,252 
1,296 



43,192 



3,252 
1,296 



1908 
1908 



9,727.91 



2,173.31 



11,901.22 



3,901.22 



8,000.00 



43, 192 . 
s Diameter. 



9,727.91 2,173.31 11,901.22 3,901.22 8,000.00 
* Hexagonal. 
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"- 


. -/">.-'-• Character, vatue, arid condition of \ 
LAS ANIMAS, COLO.-C3ontinutd. 


ndldings 


No. 




Material. 


Foundation. 


Length'. 


Width. 


Sto- 
ries. 


Height 
eaves. 




HospiUl-CoDtlnued. 

Uan-to No. 1: 

Two winn. 


Wood. 


Stone 

do 


Ft. in. 

53 
84 

54 
71 

117 

30 
9 

39 
36 9 
21 
54 
30 

143 

56 
25 
59 
51 

40 
30 

188 9 

43 

42 

76 
51 

40 
30 

188 

56 

59 
f 22 
\ 10 

40 
50 

60 

15 

r 40 
\ 20 

82 

27 6 

28 6 

27 6 
24 
21 
30 

16 

43 
35 
40 
60 
40 
60 
40 
60 
40 
60 
40 
60 


Ft. in. 

14 
26 Q 

12 Q 
49 

/ 8 

\ 6 

24 

7 Q 

13 Q 

18 

8 C 
30 
30 

/ 10 

\ 5 

30 

19 
10 
36 

30 

18 

/ 10 

\ 5 

36 

20 
/ 10 
\ 5 

36 

30 

18 

/ 10 

\ 5 

30 

8 
24 
10 
12 
12 

35 Q 

15 

} 22 

40 

20 

31 1 

18 

21 
18 
18 
15 
28 

8 
28 

8 
28 

8 
28 

8 
28 

8 
28 

8 


1 
2 
1 
1 

} ^ 

1 
1 
1 
1 
1 
2 
2 

1 
1 

ji 

2 

1 

} ' 

2 

. 2 

• 1 
2 

1 

1 

1 
1 

2 

1 
1 
1 

1 


Ft. in. 
16 
22 




Center.... 


do 




Verandas 


do 


do 




East subsistenoe building. . . . 
Verandas 


do 

do 


do 

do 


14 




Bakery 


do 


do . 


12 
8 

13 
8 




Hose ciut sbelter No. 3 


do 


Concrete 

Stone 

.. .do 




Brig 


... do 






Stone 




Veranda 


Wood 


None 

Concrete 

.. . do. 




Officers' quarters No. 1 » 

Addition 


Adobe 


20 
16 




Wood 




Veranda 


do 


do 




Officers' quartera No. 2 > 

Addition 


Adobe 

Wood 


do 

do .. 


20 

8 




Veranda 


do 


do 




Officers' quarters No. 3 » 

AddiUon— 

1st floor 


Adobe 


do 


20 
8 




Wood 


do 




2d floor 








Veranda 


Wood 


Concrete..-. 
do 




Officers' quarters No. 4 1 

Addition 


Adobe 


ao 

8 




Wood 


do 




Veranda 


do 


do 




Addition— 

1st floor 


Adobe 

Wood 


do 

do 


20 

8 




2dfloor 








Veranda 


Wood 


Concrete.... 
Adobe 




Officers' quarters No. 7 (store- 
house).* 
Veranda 


Adobe 


20 




Wood 




Garage 


Brick 


Concrete 


/ 12 
\ 10 

8 
7 

12 
6 

/ 10 
\ 8 

18 
10 
17 

9 1 
10 

9 

10 

13 

11 




Blacksmith shop 


Corrugated iron. . . 




Pipe shed 


Wood 






Laundry 


do 


Concrete.... 




Two-bed cottage 


Wood and ruber- 
oid. 

jstone 




/Disinfecting building, second 
\ floor.' 
Power house: 

Plant 


Concrete.... 
do.. .. 




do %... 




Cold storage N o. 2 


do 


:::::do::..: 




Refrigeration and ice 

plant. 
Commissary store . 


do 


do ^ 




. ..do 


do 




Cold-storage room No. 1. . 
Meat-cutting room 


do 






do 






Machine shop ... 


..do 






Office 


:::::do::::::::::::: 






Pay clerks' quarters 


Wood 


Stone 

do 




Veranda 


do 





Stewards' quarters No. 1 

Verancto 


do 

do 


do 

do 


11 




Stewards' quarters No. 2 

Veranda 


do 

do 


do 

....do 


11 




Pharmacist's quarters 

Veranda 


do 

do 


do 

do 


20 




Stewards' quarters No. 3 

Veranda 


do 

do 


do 

do 


11 




Stewards' quarters No. 4 

Veranda 


do 

do 


do 

do 


11 



1 Old Army building restored. 
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at the end of the Jueal year 19i^— Continued. 

UlB ANIMAS, COLO.-Oontliiiud. 



Roof. 



Floor 
space. 



Cubic 



Bidtt. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
▼alue. 



No. 



Sq.ft, 



Cu.ft. 



do 

..do 

..do........ 

..do 

..do 

do 

....do 

■ --do 

— do 

....do 

L..do 

[....do 

}---.do 



d,252 
1,296 
3»479 

780 

720 
63 

507 

648 
168 

5,040 
1,290 



4,192 



1908 



1908 



10,709.77 



12,173.31 



$11,883.08 



13,860.25 4,309.80 17,879.14 



I3,883w08 $8,000.00 



4,879.14 



13,000.00 



8,640 1908 

504 
6,591 



2,823.72 151.18 



5,184 



1910 
1910 



46,800^ 1909 



5,412 
740 



37,400 



50,640 



610 



} 37,. 



}8, 



...do.. 



...do.. 



5,412 
740 



480 



50,640 



(heetiron 

Buberoid 

Corrugated 
iron- 

Buberoid 

Shinglo 

Buberoid 

Shingle 



} 37,400 



4,000 
3,840 

4,200 
25,200 

1,350 



1908 
1908 

1908 

1908 

1908 

1900 
1011 



1909 
1908 



.Corrugated 
iron. 



1,320 



12,320 



1908 



iShingle... 
...do.... 



....do 

....do 

....do 

....do 

....do. 

....do 

....do 

....do 

....do 



76,902 

13,244 

12,300 
12,300 



1908 

1908 
1908 



22,400 
'i2,"366 
■i2,'366 



1908 



1908 



1008 



1910 



2,184.60 
1,141.75 

9,218.24 



7,751.19 
7,900.85 

9,176.11 

8,000.96 

7,744.13 

1,975.00 
225.24 



641.08 



641.09 



641.08 



641.00 



641.08 



641.06 
75.00 



11.00 
3,516.06 



366.01 



2,974.90 

50.00 

2,184.60 

1,141.75 
9,859.32 

8,392.28 
8,640.93 

9,817.20 

8,642.04 

8,385.21 

2,050.00 
225.24 
260.00 

125.00 
3,882.07 

75.00 



674.74 



184.60 
75.00 

1,170.73 



1,405.34 



1,288.46 



1,360.62 



1,298.58 



1,507.00 

150.00 

25.24 

200.00 



682.07 



2,300.00 

50.00 

2,000.00 

1,066.75 

8,688.59 



6,986.94 



7,352.47 



8,447.68 



7,352.46 



6,878.12 

1,900.00 

200.00 
60.00 

125.00 
3,200.00 



76.00 



15,053.62 



7,783.65 



22,837.17 



4,600.00 



18,337.17 



4,243.63 

4,250.81 
4,261.92 



204.02 



4,447.65 

4,250.81 
4,261.92 



70a65 

1,025.81 
1,036.92 



3,739.00 

3,225.00 
3,225.00 



5,874.77 



4,250.44 



5,874.77 
"4,'259.'44 



1,424.77 



4,460.00 



4,250.82 



14,904.8842,031.1 
2 Incomplete. 



4,250.82 
'66,"936.'7i 



1,034.44 3,225.00 
'i,'d25."82|'""3,'225.66 
"i4,*436.*7ir'"42,*666.'66 
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PUBLIC WOBKS OF THE NAVY, 



Character f value, and oorMion of huUding* 
LAS ANIMAS, COLO.-CoatiniMd. 



Structure. 



Material. 



Foundati o n. 



Length. 



Wldtli. 



Sto- 
iries. 



Height. 



Hoepltal— Continued. 



Enlisted men's Inflrmary ^ • • • 

Wards- 
Old, No. 1 

New, No. 2 

New, No. 3 

New, No. 4 

Corridors- 
No. 1 

No. 2 

No. 8 

No. 4 

MesshaU 

Kitchen 

Operating room, layatory, 
dispensary, etc. 

Living quarters 

Offices 

Storeroom. 



Stone.., 
Wood... 
Briok.. 
Veneer. 



Stone.. 



Verandas. 



Sputum incinerator No. 2 >. . . 
North storehouse 

Garage 

Root cellar , 

Hose cart and ladder truck 

shelter. 
Chief engineer's house 

Veranda , 

Plumber's house 

Veranda , 

Marine barracks 

Veranda 

Civilian bachelor quarters 

Veranda 

Electrician's house 

Veranda 

Mortuary 

Two-bed cottage 



Stone.. 
Wood.. 
Stone.. 
.....do. 
Wood.. 



....do. 
....do. 
....do. 
....do. 
.do. 



.do. 
.do. 
.do. 
.do. 
..do. 



Concrete. 
Stone.... 

None 

do... 

Concrete. 



Stone.. 
.....do., 
.....do. 
....do. 
....do. 
....do. 
....do. 
do. 



.do. 
.do. 
.do. 
.do. 
.do., 
.do. 
.do. 
.do. 
.do. 



Officer patients' cottage No. 1. 

Veranda 

Officer patients' cottage No. 2. 

Veranda 

Officer patients' cottage No. 3. 

Veranda 

Officer patients' cottage No. 4. 

Veranda 

Officer patients' cottage No. 6. 

Veranda 

Officer patients' cottage No. 6. 

Veranda 

Officer patients' cottage No. 7. 

Veranda 

Officer patients' cottage No. 8. 

Veranda 

Officer patients'lnfirmary and 
subsistence building: 

Infirmary 

Veranda 

Connecting corridor 

Subsistence 

Second floor 

Veranda 

Two-bed cottage 



do 

Wood and ruber- 
oid. 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

Wood 

....do 

do 

....do 

....do 

-...do 

....do 

..-.do , 

....do 

....do 

....do , 

....do , 

....do 

....do 

....do 

....do 



Concrete. 

do... 

Stone 



Stone.. 
....do. 
.....do. 
.....do. 
.....do. 
.....do. 



Stone.. 

do. 

.....do. 

do. 

.....do. 

do. 

.....do. 

do. 

do. 

do. 

do. 

.....do. 

do. 

do. 

do- 

do- 



Ft. In. 



Ft, in. 



.do. 



Wood and brick. . 
do 

Veneer 

Wood and brick.. 
do 

Veneer 

Wood and ruber- , 

oid. i 

I Old Army building restored. 



47 
116 

115 

116 

186 

115 

86 

48 
66 
30 
73 






186 
80 



12 
90 
50 
50 
20 

28 
29 
28 
29 
60 
61 
94 
95 
61 
16 
24 
15 

15 

15 
15 
15 
15 
15 
15 
15 
16 
45 
68 
45 
68 
45 
68 
45 
68 
45 
68 
45 
68 
45 
68 
45 



24 

14 

14 

14 



490 0< 



( 12 01 



68 



76 
148 
50 
46 
20 

49 
15 



7 
5 
7 
5 
28 
22 
20 

14 
14 
8 
12 
10 
8 
8 
30 
18 
25 
14 

25 

6 
25 

6 
29 

7 
30 

7 
12 

5 
15 
15 

15 
15 
15 
15 
15 
15 
15 
15 
15 
20 
10 
20 
10 
20 
10 
20 
10 
20 
10 
20 
10 
20 
10 
20 
10 



36 



15 



Ft, 



2 

1 

2 

1 

1 

1. 

1 

1 

1 

1. 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1 

1. 

1 

1. 

1 

1. 

1 

1. 

1 

1 

1 

1. 

1 

1. 

1 
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at the end of the fiscal if ear i9i5— Oontinued. 

LAS ANIMAS, COLO.-^Contiiiiiad. 



Roof. 


Floor 
space. 


Cublo 
spiMse. 


Built. 


CkMt. 


Addi. 
tions. 


Cost to 
dupUoste. 


Deteilon. 
tlon. 


Present 
yalue. 


No. 




16,316 

5,504 

96 
280 

1,400 
174 

1,400 
174 

1,740 
427 

2,820 
665 
732 
80 
360 
225 

225 
225 
225 
225 
225 
225 
225 
225 
225 
900 
680 
900 
680 
900 
680 
900 
680 
900 
680 
900 
680 
900 
680 
900 
680 

2,736 
1,776 

350 

2,356 

2,356 

'392 

225 


Cu,ft. 
206,136 


































672 
67,500 
2,800 

13,300 
















Shinde 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

.---.do 

Ruberoid 

do 

do 

do 

do 

do 

do 

do 

do 

.....do 

.-*-''.do!!IIir.! 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 


1908 
•1908 

1909 


$71,179.30 
100.00 

2,540.21 


1596.12 


$7,776.42 
100.00 

2,736.24 


$1,275.42 


$6,600.00 
100.00 

2,000.00 




196.03 


736.24 




13,300 


1909 


2,540.21 


196.03 


2,736.24 


736.24 


2,000.00 




19,140 


1908 


5,537.51 


410.00 


5,947.51 


1,379.17 


4,668.34 




31,020 


1908 


5,705.72 


410.00 


6,115.72 


1,547.39 


4,668.33 




6,856 


1911 


1,634.08 




2,634.08 


312.88 


1,321.20 








3,240 
1,350 

1,350 
1,350 
1,350 
1,350 
1,350 
1,350 
1,350 
1,350 
1,350 
9,900 


1910 


1,484.00 




1,484.00 
75.00 

75.00 
75.00 
75.00 
75.00 
75.00 
75.00 
75.00 
75.00 
75.00 
3,837.37 


120.00 


1,364.00 
75.00 

75.00 
75.00 
75.00 
76.00 
75.00 
76.00 
75.00 
75.00 
75.00 
8,218.75 






























































































1909 


3,668.62 


168.75 


618.62 




9,900 


1909 


3,659.99 


168.75 


3,828.74 


609.99 


3,218.76 




9,900 


1909 


3,669.99 


168.75 


3,828.74 


609.99 


3,218.75 




9,900 


1909 


3,659.99 


168.75 


3,828.74 


609.99 


3,218.75 




9,900 


1909 


3,668.62 


. 168,75 


3,837.37 


618.62 


3,2i8.75 




9,900 


1910 


3,751.99 


168.75 


3,920.74 


609.99 


3,310.76 




9,900 


1910 


3,761.99 


168.75 


3,920.74 


609.99 


3,310.75 




9,900 


1910 


3,752.04 


168.76 


3,920.79 


610.04 


3,310.76 




30,096 


1909 


20,860.63 


721.66 


21,682.29 


2,882.63 


18,699.66 




































25,196 
















Bhingle 

Ruberoid 
















1,350 








75.00 




75.00 













* Incomplete. 
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PUBLIC WORKS OF THE NAVY. 



CharaeUr, value, and condition of buildings 
LAS ANDCAB, COLO.- 



No. 


Stracture. 


Material. 




Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




Ho8pttal--ContiiiQBd. 

Fanner's house 


Wood 


Stone 

do 


Ft. in. 

28 

29 
15 

33 

15 

20 

21 


Ft. in. 
25 
6 
15 

15 

15 Q 
20 
14 


2 

1 
1 

1 

1 
1 
1 


Ft. in. 
19 




Veranda 


do 




Ofllocker 


Wood and ruber- 

oid. 
. ..do 




6 • 

6 • 

6 • 
12 • 

20 




PmnD-tender's cottage at gate 
GuaMs' cottage at gate 






....do 






Well-house at"gate T. 


Wood 


Concrete 

....do 




Pressure-pump house at gate. 
Total 


Stone 

























Additional Data.— Total area, 575.19 acres; hard land, 527.27 acres; marsh land, 47.92 acres: value of 
land, $48,000. 

MARE ISLAND, CAL. 



A 


Navy yard. 

Commandant quarters 

Officers' quarters 


Wood 


Brick 

do 


65 
76 
76 
76 
76 
70 
50 
76 
55 
76 
76 
76 6 
76 
76 
76 

42 

60 
39 

46 9 

39 6 

61 
16 
48 

47 

62 
38 
68 
30 6 

43 
46 
50 5 

130 
78 9 

43 

44 
305 

50 

200 

144 

130 9 
70 
61 6 
61 
64 9 

400 

40 
200 
400 

52 
400 
20 
22 
30 
198 


62 
41 3 
41 3 
46 3 

41 3 

42 6 

48 6 
41 3 

92 
41 3 
41 3 
41 3 
41 3 
41 3 
41 3 

49 
51 
30 
32 4 

36 9 
38 6 
16 

37 
32 
32 

32 
81 
21 6 

33 4 

34 
32 
55 

69 
24 
55 
55 

53 

60 

70 

60 
55 
37 
37 

63 » 
65 
40 
70 
65 
44 
65 
20 
16 
18 

93 


3 

1,2 
1| 


29 
27 6 
27 6 
27 6 
27 6 
14 

14 
27 6 
29 
27 6 
27 6 
27 6 
27 6 
27 6 
27 6 

11 

17 
13 
13 

19 
13 

12 

13 
13 6 

12 

13 
23 
22 4 

15 9 
12 
10 6 
26 

16 

18 6 
26 
26 

f 26 
\ 16 

32 

26 

36 
26 

14 

20 6 

33 
33 

17 6 
33 
33 
14 
33 

•3 


B 


do 


C 


do 


do 


do 


D 


do 


do 


do 


E 
F 


do 

do 


do 

do 


.::::dS:;;::: 

Wood 

do 

Brick 

Stone 

Brick 

do 


G 
H 


do 

do 


do 

....do 


I&T 


do 


do 


J 


do 


do 


K 


do 


do 


L 


do 


do 


do 


M 


do 


do... 


do 


N 


do 


.do 


do 





do 


do 


do 


P 


do 


do 


Wood 

do 


Q 


do 


do 


K 


.....do 


. do 


do 


S 


do 


do 


do 


16 


do 


.. .do 


Brick 

Wood 

do 

do 


17 


Civilian employees' quarteis . 


do 


18 
19 


do 

do 


21 


do 


do 


do 


23 


do 


do 


do 


24 
25 


do 

do 


do 

do 


do 

do 


29 


do 


. ..do 


Brick 

Wood 

do.... 


131 


do 


do 


.133 


do 

do 


. .do 


170 


do 


do 


36 


Blacksmith shop 


Brick 


Stone 

Concrete.... 
do 


37 


Radio stores 


Wood 


38 


Blacksmith shop. 


Iron 


40 


do 


Brick 


Stone 

do 


42 


do 


do 


44 


Pipe shop 


do 


Brick 

Stone 

Brick 

Stone 

do 


45 


Sailmakers' shop and com. 
store. 


do 


46 


Iron 


47 


Offices 


Brick 


48 


Drop forge shop 


do 


49 


Freight shed 


Wood 


Wood 

Steel 

Brick 

Stone 

Wood 

Brick 

Stone 

Brick 

Stone 

Wood 

Brick 

Stone 

Concrete.... 


49A 


Freight shed extension 

Central grinding station 

Offices and plate shop. 


Steel 


50 


Brick 


51 


do 


61A 


Chemical laboratory 


Wood 


52 


Machine shop ". 


Brick 


53 


Mold loft and stowage 


do 


54 


Compressor room 


do 


55 


Pattern shop 


do 


56 


Band stand 


Wood 


60 


Stowage shed 


do 


61 


Water-closet 


Brick 


62 


Shipfltters'-shed 


Iron 


16 6| 
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Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
Uon. 


Present 
value. 


No. 


Shtorie 

Ruberoid.';.'.'; 

do........ 

do 

Shingle 

Corrugated 
iron. 


Sq.ft. 
1,400 
'174 
225 

495 

225 
400 
294 


Cu.ft. 
13,300 


1900 


12,540.21 


$196.03 


$2,736.24 


$736.24 


$2,000.00 




1,350 

2,970 

1,350 
4,800 
5,880 








75.00 

93.64 

86.00 
287.95 
953.39 




75.00 

93.64 

75.00 
287.95 
953.39 




















11.00 














963.39 














340,227.14 























MARE ISLAND, CAL. 



Bhkigte.. 



Elaterite. 

Slate 

Elaterite. 
Shingle... 

Steel 

Tin 

Slate 

Shingle.... 

siate..V" 

Tin.. 

Slate... 

Tin... 

Shingle. 

Tin.... 

Iron.... 



i,U4 



ll,ai*7 

2430 
fl. [fJl 



96,590 
71,600 
71,600 

n,eoo 
n,0Ott 

3fl,500 
10,900 

7J,eoo 
m,eoo 
71, eon; 

71,600 
71,000 
71,600, 
71,800 

n,800 

3t,5CO 
d4,900 
H500 

3a,3on 

14,900 
30,400 
3,150 
24,500 
33,50Q 
33,200 
14,60D| 
^,700 

li.son 
15, in 



13,700 

maoo 

101, 100 
ID.SOO 
09,000 

630,000 
63,100 

2B9,000 



9,UU0 306,000 



IflOO 
1900 
1900 
ItKM 

imw 

1900 

nm 

1900 

nm 

19f» 
l9fW 
1900 

J goo 

IS7A 

i>*5a 

I89S 
1S9H 

lS9fi 
1W»S 

isuy 

1»9» 

1897 
IH9U 



$17,300.00 



248,500 

115,000 

39,400 

53,000 

■ 156,250 

1,011,800 

36,700 

567,500 

1,011,800 

39,900 

1,011,800 

5,100 

3,500 

6,800 

462,500 



1909 
11S71 

\^m 

190J 
1S71 
1S71 

IS71 

1S64 

/1893-. 

\1907 
1870 
1871 
1892 
1904 
1871 
1857 
1905 
1873 
1854 
1895 
1854 
1895 
1895 
1893 
1897 



10,100.00 
10,100.00 
10, 100 DO 
10, 100 00 

aoaoo 

3,100.00 
10,100.00 

10,100.00 
10,100.00 

io,ioaoo 

10,100.00 
10,100,00 
10,100.00 

3,500.00 

a^ 000.00 

2,500. 0(J 

3, 719, 00 

1500.00 

SQO.OO 

600.00 

ttOO.OO 

400.00 

S4S. 00 

13,475. on 

2,3QOhOIJ 

1,600.00 

2,000.00 

100.00 

32,000.00 

6,20(^.00 

1,3*18.00 

7,300.00 

47,000.00 

IS, 000. 00 

aS,30D.0O 



'*2,3oaoo 

100.00 
100.00 
100. oo 
100. 00 
250.00 
1,500.00 
10O.OOI 



I 



100.00 

ion. 00, 

100.00 
100.00 
100.00 
100,00 
BOO. 00 



500.00 

400,00 

2,019.00 



575.00 



9,000.00 



25,000.00 

55,000.00 

4,500.00 

2,500.00 

8,000.00 

14,062.00 

150,000.00 

1,500.00 

106,000.00 

150,000.0015,000.00 

3,470.00' 

150,000.00' 

360.00; 



4,000.00 

25,000.0o!l5,000.00 



$20,000,001 
13,0OO.OO' 
13,600.00 
13,600.00 
13,600.00 
2,050.00 

a,soo.oo 
i3,6oaoo 
2o,ooaoo; 

13, TjOO. oo! 
33,600,00, 

n, 6001 001 

13,600.00! 
13,600.00 

13, 000. on! 
2,700. on; 

3,500,00 
2,000.00' 

2,4no,ou 
3,2oaoo 
2,ooaofJ 

500.001 
1,600.001 
l,flOO,00 
l,5fl0 00 

1,800.00 
8,500.00 
3,200aM) 
1,600.00 



1,200.00 



7,008.€0 
2,3(^00 



36,000.00 

24,480.00 
37,200.00 



3,940.00 

10,600.00 

14,062.00 

111,298.00 

3,570.00 

56,750.00 

106,000.00 

4,389.00 

101,18a 00 

500.00 

475.00 

2,430.00 

23,200.00 



11,000.00 
750.00. 
750. 00. 
750. OOi 
760l001 

300. oo; 
Gon.ool 

760.001 
1, 000, 001 
760.00' 
750.00! 
760.001 
750.00 
750.00 
750.00 

i,ooaoo 

1,500.00 
300.00 
3O0,W| 
760.00] 
209. OOi 
200.00. 
300.00 
300. OOi 

150. oo; 

3O0. OO, 
2,000. oo' 

300. noj 

660. oo! 



509.00 



340,00 



2»6&Qi00 

1,224.00 
3,720.00 



985.00 

530.00 

703.00 

11,129.00 

357.00 

2,850.00 

9,100.00 

250.00 

10,100.00 

200.00 

400.00 

243.00 

2,320.00 



119.000.00 
12,850.00 
ia.S60.00 
12,360.00 
I3,tt50.00 
2,350.00 
2.3O0OO 
12, 85a 00 

i9,ooaoo 

12,550.00 

i2,sGaon< 

12,S5aOO 
12,H.^,00 

ia,s5aon 

12, 85a 00 

i,7oaon 

2,OO0lO0 
1,700.00 
2, IflO. 00 
2,450,00 
1,800.00 

3oaon 

1,300.00 
1,300.00 

1,4101 on 
1, iioo, on 

6, 500. 09 

3,000.00 

8.50,00 

i.t?oo,on 

700,00 

30,000.00 

7,008.00 

1,92S.OO 

40,000.00 

aOjOoo.oo 

10,900.00 
32,;tUO.00 

23,266.00 

33,480.00 
35,000.00 

2,955.00 
10,070.00 
13,359.00 
100,160.00 

3,213.00 
53,900.00 
96,900.00 

4,139.00 

91,100.00 

300.00 

75.00 

2,187.00 
20,90a00 



A 
B 

C 
D 

E 
F 
Q 

n 

l4fcT 
J 
K 
L 
H 
N 
O 
P 
Q 
B 

e 

16 
17 
18 
19 
21 
33 
24 
35 
29 
131 
133 
170 
36 
37 
3S 
40 
43 
41 
4.5 

46 

47 
48 
49 

49A 
50 
51 

51A 
52 
53 
54 
55 
56 
60 
61 
62 
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Character y valtLe^ and condition of buildings 
MARE ISLAND, CAL.-Contlnued. 



No. 


Structure. 


Material. 


Foundatiop. 


Length. 


Width. 


Sto- 
nes. 


Height 
eaves. 


64 
65 


G al vaniztng shop . . • . • * . 

Flag loft and storage • 


Brick 

Stone and brick... 

Brick 


Stone 

Concrete.... 

Brick 

fStone and 
\ concrete. 

Stone. 

Brick 

Stone 

Concrete 

Stone 

Wood 

do 

Stone 

Wood 

Stone 

do 


Ft. in. 
48 
156 

71 6 

}400 

400 
120 
200 
19 
30 D 
100 

35 

330 
160 
361 
145 
170 
200 
160 
150 
109 
109 
233 

50 
233 

44 

39 

250 
222 

250 
52 
71 6 
160 
300 
241 

40 
40 


Ft. in. 

43 6 
56 

18 

55 

55 
89 
60 

14 
24 
46 

15 

70 
15 
70 

44 
70 
18 
70 
42 
42 
29 
65 
26 
60 
39 
37 

60 
60 

60 
34 
21 6 
55 
100 
121 




Ft. in. 

21 
33 

/ 19 
A 11 

33 

32 
20 
31 

11 
9 

12 

6 

30 
8 

30 
26 
29 

8 

33 

18 

19 

20 

18 
11 

19 

22 

31 

19 
36 

19 
16 

13 
15 

32 
29 6 
57 6 
57 6 


67 


Observatory 


60 


Storehouse 


Brick and iron.... 
Brick 


71 


do 


73 




do 


77 




Brick 


77A 


Latrhie 


Wood 


79 


Ordnance stores 


Brick... 


81 


Miscellaneous stores 


Wood 


• 82 
85 


Yard nursery 

Foiindry. , . 


do 

Brick 


86 


Stable sned 


Wood 


87 


Machine shop (maohJnery) .. . 


Brick 


88 


do 


89 


M»Ahm4^ shop 


do 


do 


90 


Carriage house 


Wood 


Wood 

Stone 

Wood 

Stone 

do 

Concrete 

Wood 

Concrete 

do 

do 

do 


91 


Machine shop 


Brick 


92 


Old stables 


Wood 


93 


Copper shop 


Brick 


95 
96 


Shipfit'ters'shop .' '.'.'.'. .* .*.*!! .' .* ! 


do 

Iron 


97 


Store shed.!:.:..:;:::::::::: 


Wood 


98 


Timber shed 


Iron 


09 


Fire engine house 


Brick and iron 

Wood and iron.... 

Iron 


aSTa 


do 


100 


Timber shed 


101 


Electrical workshop 


Wood, brick, and 

iron. 
Iron 


do 

do 


102 


Timber shed 


103 


Labor board 


Wood 


do 


104 


Chapel 


do 


Brick 

Concrete.... 
do 


105 


Outside machine shop offices. 
Boat shop 


do 


106 


Brick 


108 


Shipwriimt 


Iron 


do 


1O0A 


stofager....: ::::::: 


do 


Brick 

do . . 


109B 


do 


do 






109C 


do 










109D 


do 














UO 


Pump house 


Brick 


Concrete 

do 


39 6 
161 

131 
281 6 

281 6 

fl93 

\ 48 

61 

202 
251 
121 

22 
193 9 
196 10 
86 
51 
39 

181 10 
32 
20 
18 
80 
60 

120 
36 3 

120 
60 

120 
84 


39 
61 

61 
43 

35 6 

62 
48 
41 

610 

16 
110 3 
92 2 
67 
43 
25 

92 2 
30 
16 
16 
61 

40 
72 
23 10 
72 
15 
72 
40 


1 
1 

2 
1 

1 
2 
1 
2 

1 
2 

1 

''I 

2 
2 
2 

1 
2 
1 

1 
1 
1 
1 
1 
1 
1 
1 
2 


11 
29 

23 

18 

17 

36 
10 6 
22 6 

34 

43 
33 

10 
53 6 
47 6 

37 6 
26 
26 

44 9 

19 6 

19 
10 6 
21 
13 

20 
15 
20 
10 
20 
2d 


111 




Iron 


112 
113 


Sheet-metal and paint shop. . . 
Shelter for boatsT 


do 

do 


do 

do 


113A 


do 


Wood 


Wood 

Concrete 

... .do 


114 
115 


Sawmill and boiler room 

Storage 


Brick and iron 

Iron 


116 
118 
119 


Machhie shop (machinery) . . . 

Joiner shop 

Elec. school and restaurant . . 

Dry dock water-closet 

Power plant 

Boiler shop 

Gate and guardhouse 

Dispensary 

Crematory 

Foundry 

Rock crusher 

Water^oset 

do 

Storehouse 

Washhouse 

Store shed 

Boiler house, Independence . . 
Store shed 


do 

Brick and iron 

Iron 


do 

do 

....do 


120 


Wood 


do .. . 


121 
122 
123 


Concrete and brick 

Brick and iron 

Wood 


do 

do 

do 


125 
127 


do 

do 


do 

do 


128 

129 


Brick and iron.... 
Wood 


do 

. .do 


135 


do 


do 


136 


Iron 


. .do 


137 


do 


do 


140 


Wood 


Wood 

Concrete 

do 

do 


141 


Iron 


142 
143 


Iron and wood.... 
Iron 


144 


Bathhouse 


Wood 


Wood 

Concrete 

Wood 


145 


Store shed 


Iron 


146 


Seamans barracks 


Wood 



1 Originally coal cylinders. 
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at the end of the fiscal year 1915 — Continued. 

MARE ISLAND, CAL.-Ck>ntliiued. 



V 



RooL 



Tin ,., 

..do 

hiai^p.- 

Blate and tin. , 

Tin.,., 

.,..do.,,..,,_ 

Slate ,... 

Tin,, 

....do 

SliinsJe ..-..,. 



Tin 

Shingle 

Tin 

....do 

Slate 

Shingle 

Slate 

Shingle 

Tin.! 

-..do 

Iron 

Shingle 

Iron 

Tin 

Galvanized 
iron. 

Iron 

Tin 



Iron 

Tin 

Shinrfe. 

Tin*..°.V. 

Iron 

Shingle. 
do.. 



Floor 
spac«. 



Copper 

Galvanized 

iron. 

Iron 

Galvanized 

iron. 

do 

Slate 

----do 

Galvanized 
^ iron. 
Iron 

Tin....::::::: 

Galvanized 
iron. 

Shingle 

Jerrofaiclave.. 

Slate 

Tin. 

--do;;:::::: 

Galvanized 
iron. 

Slate 

I^gle 

Iron;::::::::: 
-■-.do 

Shingle 

Iron , 

do 

--do 

SWngle , 

Iron 



27.3WI 

77,900 
8,421 

22, an 

4,600 

525 

25,113 
2,400 
27,180 
11,970 
11,305 
3,600 
12,132 
12,600 
4,134 
3,640 
14,260 
1,300 
13,980 
3,108 
2,864 

15,000 
35,420 

15,000 
1,683 
2,257 
8,586 
29,402 
37,450 
3,769 
3,769 
1,256 
1,256 
2,018 
9,440 

15,600 
11,781 

9,67 
34,953 
4,512 
4,800 

16,565 
47,360 
18,600 

35.« 

30, 55,*= 

17,520 

6,124 

7,20: 

1,488 

17,070 
1,74C 

28.5 

25? 
4,740 
2,301 
8,64C 

805 
8,600 

82f- 
8,600 
6,392 



Cuhle 
a{>ac«> 



Unlit, 



Cujt. 

332p500 
16,000 

016, SOO 
§70,000 

446,00(j' 
3.1KX} 
7,4(K> 
Sl.SOOj 

4,200 

924,600 

27,800 

,206,600 

185,500 

430,200 
43,200 

469,000 

157,500 
96,500 
80,300 

399,300 
19,500 

370,500 
42,700 
52,400 

397.500 
567,820 

397,500 
31,000 
47,400 
167,400 
999,700 
678,400 
72,200 
72,200 



43,700 
321,000 

234,000 
276,800 

203,200 

547,600 

47,500 

66,000 

692,500 

1,063,700 

302,400 

4,700 
1,025,800 
775,300 
175,350 
76,900 
24,100 



1887 
1001 

riv.Vj- 
iw?i 

1 S^'H 
l.s7() 

v.m 

1^70 

[1890- 
11911 

1858 
1896 
185S 
1862 
1858 
1894 
1858 
1858 
1858 
1897 
18')7 
1897 
18Q8 
1900 
1905 

1902 
1905 

1904 
1901 
1901 
1908 
1904 
1911 
1900 
1900 
1900 
1900 
1910 
1902 

1900 
1899 

1908 
1901 

leoi 

1901 

1905 
1904 
1901 

1890 
1912 
1903 
1901 
1904 
1901 



678,100 1903 

20,400 1901 

3,600 1899 

3,300, 1901 

128,000| 1910 

41,418 1899 

216,000| 1901 

14,900, 1910 

216,000; 1901 

9,900 1899 

216,000 1901 

108,700 1902 



Goit. 



121,000.00 
50,000.00 



155,000.00 

175,500.00 

2S,1TO.OO 

^1,U0U,()0 

750.00 

1,4S0.0Q 

1,000.00 

2,000.00 

188,550.00 

1,550.00 

223,000.00 

33,000.00 

110,000.00 

300.00 

85,000.00 

7,800.00 

32,725.00 

32,725.00 

33,000.00 

500.00 

22,000.00 

7,000.00 

4,000.00 

20,000.00 
70,000.00 

20,000.00 
2,200.00 
6,600.00 
10,000.00 
72,000.00 
75,000.00 
19,300.00 
19,300.00 
12,300.00 
12,300.00 
37,500.00 
28,000.00 

22,000.00 
17,300.00 

6,000.00 

75,000.00 

4,500.00 



Addl- 



1800.00 



18,000.00 
7,500.00 



1,000.00 



800.00 
1,000.00 



600.00 



3,600.00 
3,600.00 



84,000.00 50,000.00 

100,000.00 

91,000.00 75,000.00 



1,000.00 
90,450.00 
63,800.00 
27,500.00 
14,000.00 

7,500.00 



66,560.00 



1,000.00 
775.00 

8,800.00 

3,000.00 
13,500.00 

3,000.00 
13,500.00 

1,620.00 
13,500.00 

9,000.00 



3,000.00 



1,800.00 



1,000.00 

i,666'66 
i"666;66 



Cost to 
duplicate. 



tn,0QD.OO 
50,000.00 

3,500.00 

183,000.00 

174,000.00 
17.000. 00 

tf7,ooaoo 

900,00 
l,4W.OO 
1,000-00 

1,000.00 

92,460.00 

1,300.00 

120,800.00 

27,000.00 

43,000.00 
400.00 

46,900.00 
7.800.00 
9,700.00 
8,000.00 

28,000.00 
50000 

25,000.00 
8,500.00 
4,000.00 

23,000.00 
62,500.00 

23,000.00 
4,650.00 
7,050.00 
10,000.00 
80,000.00 
54,240.00 
11,750.00 
11,750.00 



37,500.00 
24,075.00 

25,700.00 
18,000.00 

6,000.00 

85,500.00 

4,900.00 

70,000.00 
123,000.00 
30,000.00 

1,000 00 
90,450.00 
85,000.00 
30,000.00 
15,000.00 

8,000.00 

75,500.00 

1,000.00 

1,200.00 

7T5.00 

10,200.00 
3,500.00 

15,000.00 
3,000.00 

15,000.00 
2,000.00 

15,000.00 

10,000.001 



DeKdortr 



ii.onaoo 
UQoaoo 

3S0i0O 

9,ooaao 

13,000.00 

IMXLOO 

3,500,00 

eo.oo 

300.00 
500.00 



9,2oaoo 

390.00 
12,000.00 
6,000.00 
4,300.00 

150.00 
4,000.00 
3,500.00 

800.00 

800.00 
3,000.00 

200.00 
3,000.00 

500.00 

200.00 

1,500.00 
3,000.00 

1,500.00 
250.00 
700.00 
500.00 

4,000.00 



250.00 
250.00 



1,200.00 

1,300.00 
1,730.00 

600.00 

5,000.00 

500.00 

7,000.00 
5,000.00 
2,000.00 

600.00 



1,500.00 
1,500.00 
1,700.00 

2,500.00 
250.00 
300.00 
400.00 
500.00 
2,200.00 
1,500.00 



1,500.00 

900.00 

1,500.00 

1,000.00 



Prea«it 

value. 



^,0001 00 
40, COOL 00 

a,15QiO0 
174,000.00 

Ifi^.OOQiOO 

16,100.00 

6J,5UO.OO 

810.00 

1JN0,0C» 

500.00 

1,000.00 

83,260.00 

910.00 

106,800.00 

22,000.00 

38,700.00 

250.00 

42,900.00 

4,300.00 

8,900.00 

7,200.00 

25,000.00 

300.00 

22,000.00 

8,000.00 

3,800.00 

21,500.00 
59,500.00 

21,500.00 
4,400.00 
6.350.00 
9,500.00 
76,000.00 
54,240.00 
11,500.00 
11,500.00 
9,180.00 
9,180.00 
37,500.00 
22,875.00 

24,400.00 
16,270.00 

5,400.00 

80,500.00 

4,400.00 

63,000.00 
118,000.00 
28,000.00 

400.00 
90,450.00 
85,000.00 
28,500.00 
13,500.00 
6,300.00 

73,000.00 

750.00 

900.00 

376.00 

9,700.00 

1,300.00 

13,500.00 

3,000.00 

13,500.00 

1,100.00 

13,500.00 

9,000.00 



Na 



6fi 
07 



71 
73 

77 
77A 

79 

at 

82 

85 
86 
87 



90 
91 
92 
93 
95 
96 
97 
98 
99 
99A 

100 
101 

103 

103 

104 

106 

106 

108 

109A 

109B 

109C 

109D 

110 

111 

112 
113 

113A 
114 
116 

116 
118 
119 

120 
121 
122 
123 
126 
127 

128 
129 
136 
130 
137 
140 
141 
142 
143 
114 
146 
140 
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Character, vahu, and condition of building 
ITARE ISLAND, CAL.-~Continued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


147 


NtTy yard— Continued. 
Coal storage 






Ft. in. 


Ft. m. 




Ft. in. 


148 


T>ry IrflTll 


Brick 


Concrete 


67 6 


14 2 


1 


11 6 


149 


Coal storage 




150 


Radio quarters * 


Wood 


Concrete...-. 

Piling 

Wood 

Wood and 
concrete 

y&f:..... 

do 


28 6 
120 
120 

65 8 

120 
100 
92 6 
50 


32 
95 
72 
23 

72 
12 
49 6 
25 


2 
1 

1 
1 

1 
1 
1 
1 


15 
20 
23 
11 

23 
14 6 
7 
13 


151 


Boat shed 


do 


153 


Store shed 


do 


154 
155 


Dry-dock water-closet 

Store shed 


Wood and con- 
crete. 

Wood 


156 


Target gallery 


do 


157 


Oil storage s 


Iron 


Concrete.... 
Wood 


159 


Electrical stores 


Wood 


161 






162 


Lime and pitch shed 


Wood 


Wood 

do 


48 
120 
101 6 

101 
26 
160 
140 3 


24 
72 
16 

51 
20 
54 
37 3 


1 
1 
1 

2 

1 
1 

1 


12 
23 
10 

25 
15 
12 
14 6 


163 


Storehouse 


do 


164 


Latrine, building 116 


do 


Concrete 

do 


165 


Storehouse 


do 


166 
168 


Independence ice plant 

Cement shed * 


Iron 

Wood 


do 

Wood 

do 


172 

178 


Receiving slip office 


do 


180 
















182 
















183 


Condemned stores 


Wood 


Wood 

do 


80 
50 
50 
70 
50 
30 
50 
50 

44 
40 

40 
61 


26 
37 
26 

40 

So 

20 
20 

/ 12 

\ 4 

12 

12 

41 


1 
1 
1 
2 

1 
1 

>; 

1 
1 


12 
16 
11 
24 


185 


Cement shed 


do 


189 


Storehouse * 


do 


do 


191 


Shop and storeroom 


Iron 


Brick 

Concrete.... 
do 


193 


Oilstorageft 


do 


195 


Store shed 


do 


10 
14 

11 

/ 9 

\ 17 

7 

7 
16 6 


197 


Storage 


Wood 


Wood 

do 


199 


do.4 

Store shed 


do 


201 


do 


do 


202 


Mess house at torpedo-boat 

wharf. 
do 


do 


do 


304 


do...; 


do 


205 


Electrical school 


Iron 


do 


206 








176 
















207 


Ordanoe stores 


Concrete 


Concrete 

Wood 


251 6 


101 6 


1,3 
1,2 


34 




Outbuildings at officers' quar- 
ters.* 

Total 


Wood 
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CoaUng plant. 
Coal storage w 


Iron 


Concrete.... 
do 


40 
40 
120 
120 
75 


100 
44 


1 

1 
1 
1 
1 


40 
40 
20 
20 
12 


109D 


do 


do 


147 


do 

.. ..do 


do 


do 


149 


Wood 


Pillnl 

Wood 


161 


do 


do 




Total 




150 


Radio station. 
Operator's aucffters 


Wood 


Concrete 

Wood 


32 
23 


28 
21 


1 


14 
12 




OMoe .^7V^\ 


do 




Total 




158 


Bllle range. 

Firlne-point building 

Revwver gallery 


Wood 


Concrete 

do 


44 9 
91 


62 
41 


1 
1 


23 
16 


160 


do 




Total 























1 Old position abandoned. 

s Capacity 6,320 barrels. 

s Bouj^t irom Soofield Construction Co.; capacity equals 2,089 barrels. 

4 Firaproof lumber. 

» Capacity equals 10,531 barrels. 
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at the end of the fiscal year i9i5— Continued . 

MARS ISLAND, CAL.— CcotimMd. 



Ill 



Hwf, 



Tin. 



Shingle.. 

Iron 

Tin 

....do... 



do.... 

Elaterite. 

Steel 

Shingle... 



Shingle... 

Tin 

do.... 



Iron 

.—do... 
Shingle. 



Floor 
space. 




Tarand^vel 
obingle 



Sq.ft 
8,640 
1,055 

12,000 
1,434 

11,520 
8,640 
1,394 



8,640 
1,135 
4,245 
1,600 
3,066 
1,152 
8,640 
1,483 

10,000 

475 
1,144 
2,650 

729 
2,600 

112 
2,080 
3,700 
1,300 
5,450 
2,500 

600 
1,000 
1,000 

592 
480 

480 

2,400 

110 

625 

50,000 



Iron 

Shingle., 



Shlng 



Tin. 



.do. 



1,256 
1,256 
8,640 
12,000 
3,066 



1,434 
440 



2,175 
3,772 



Cubic 
apoM. 



CM.ft- 



1901 
14,5001 1902 
1902 
1911 
1902 
1903 
1911 



16,600 
230,400 
250,500 

19,200 



250,500 
18,300 
99,200 
24,600 



17,900 

250,500 

19,100 

160,000 

8,500 

170,100 



34,000 
45,300 
19,500 
81,800 

17,000 
14,000 

8,100 
4,100 



55,200 



900,000 1911 



50,240 
50,240 
216,000 
240,000 
36,792 



14,517 
6,600 



48,700 



64,900 1905 



BuiU, Can. 



1903 

1909 

1903 

1903 

1903 

1906 

1903 

1906- 

1911 

1905 

1910 

1910 

1914 

1908 

1915 

1915 

1905 

1905 

1906 

1905 

1903 

1907 

1906 

1898 

1898 
1904 



4,100 1904 



1908 



1900 
1900 
1901 
1902 
1903 



1911 
1903 



1905 



S12,600.00 
4,000.00 
7,000.00 
5,860.00 
8,500.00 
7,600.00 
7,097.00 



Addi- 
tions. 



0011, 



,500.00 
1,500.00 



7,600.00 
1,600.00 
10,000.00 
2,000.00... 
6,500.00... 
700.00... 
7,500.00 
4,000.00 



8,000.00 

1,378.00 

2,000.00 

3,600.00 

3,500.00 

2,000.00 

' 215.00 

1,000.00 

600.00 

550.00 

3,300.00 

7,731.00 

850.00 

750.00 

250.00 

500.00 
315.00 

630.00 

3,000.00 

200.00 

200.00 

98,849.00 

19,605.00 



1,500.00 
762.00 



12,300.00 
12,300.00 
12,500.00 
7,000.00 
6,500.00 



3,500.00 



5,200.00 
12,400.00 



1,500.00 
1,000.00 



Cost to 
duplicate. 



14,000.00 



Deteriora- 
tion. 



5,860.00 
10,500.00 
7,200.00 
8,000.001 



7,200.00 

1,850.00 

10,000.00 

2,000.00 



716.00 
7,200.00 
4,000.00 

8,700.00 
1,378.00 
8,000.00 



1,000.00 
800.00 
400.00 
5,600.00 
8,890.00 
600.00 
850.00 
700.00 

500.00 
315.00 

630.00 
3,300.00 



98,849.00 
19,605.00 



10,180.00 
10,180.00 
15,000.00 
8,500.00 
7,260.00 



3,500.00 
1,000.00 



5,000.00 
8,400.00 



I601LO0 



1,000.00 
750.00 

200. oo; 



750.00 
350.00 
600,00 
700.00 



Present 
value. 



lift. 00 
750.00 
5O0.0U 

500.00 



400.00 
300.00 
:M.OO 
400.00 
770,00 
20.00 
2.50.00 
600.00 

100.00 
SQ.riO 

150.00 



4,784.00 



tl3,£W.00 
S, 400. 00 
&,SOQ.fiO 
5,800100 

rt,45O.O0 
7,^100.011 



&, 4^.00 
1. COO. 00 
U, mi IX) 

I /.mm) 

h, 4^}. 00 



Ii>300. 

ijjno. 

3, £00. 

7W, 
000. 

ii.3oa, 
«,iao. 

580. 
UOO. 
TOO. 



400.00 
2ft5.0O 

^70. m 
3J.^]0.00 

100. or> 

50.00 
^»K49.0l> 
1^,605.00 



- 



3,7^i9.381.»l 



i.ono.oo 
i.ooo.Od 

l,500.0(J 
2,{MJ.OO 
l.SOO.QO 



600.00, 



6001 00 
700.00 



9, IfiO. 00 
9tl80 00 
13,5(10,00 
tt.5tH),(XJ 
5^450.00 



43.&10.00 



3, 500.00 

4no.oo 



a.ooo.oo 



4,400.00 
7,700.00 



12,lfK>.00 



No. 



* Diameter. 
'30 feet high. 

• Capacity 10,000 barrels. 

t Ck>nsisting ofbams, sheds, serraots' qnartscSi etc., for offloen' quarters. 
It Not in use. 



148 

im 
m 

m 

153 
154 



1^ 
i5d 
157 
15ft 

lai 

IS2 
1» 

164 

m 

IM 

in 

ITS 
ISO 
1B3 
1S3 

m 

ISi 
191 

im 

IW 

197 
1» 

201 
303 

304 
205 
20G 
170 
307 



109C 

109D 

147 

149 

161 



150 



IGO 
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PUBUC WOBKS OF THE NAVY, 

CharatUty vdhu, and ocmdUion of buildings 
ICABB ISLAND, CAL.-Continaed. 



No. 


Stmoture. 


Material* 


Fonsdatlaii. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


1 


Marlme burackt. 

CommaDdaiit's 


Brick 


Stone 

Brick 

do 


Ft, M. 
42 8 
50 11 
46 6 
50 11 
500 
110 
150 


Ft. in. 
63 6 
40 
52 6 
40 
44 
86 6 
43 




Ft. in. 

29 
29 
29 
29 
32 

24 

25 
18 


2 


Offloers' 


Wood 


3 4 


.do ... 


do 


5 


do 


do 


do 




Barracks 


Brick 


Stone 

do 

Concrete 

do 


84 


Naval prison 


Brick and iron 

Concrete 

Galvanized iron. . . 
Wood 


84 


do 




St-orebouse 




Ikfiju^f^llfm^ous 1 .. . . . . 


Wood 






12 


Quarters enlisted men 

QynixiasiiiDi 


Wood and iron 

do 


do 

Wood and 
concrete. 

Concrete 

do 


is 6 

90 

90 
100 
96 

60 
40 
40 

40 


18 
45 

64 
23 
18 

26 
16 
32 

20 


( 1 

1 


10 
16 

16 
10 
19 
9 

14 
10 
14 

10 6 




Recruit mess and kitchen ... . 
Oaroenter shoD 


do 




do 




Toilet and wash room ........ 


do 


do 






do 


do 




Ouartermaster's office . 


do 


do 




Two bungalows 


Wood 


do 




Power house 


Wood and iron.... 


do 




Total . , 




Naval lioipitol. 

IfBln hospital building i 

Extension of main hosidtal 
buUding.i 

Contagious hospital 

Medical officer in command ^ . 
Sureeon * .... 


Wood 


Brick 

Concrete — 

do 

Brick 

do 


261 
143 

145 

66 4 

40 6 
40 6 
58 
62 
83 
71 


136 
38 

125 

63 6 

40 3 

40 3 
32 
54 
30 

41 


3,4 

3;4 

2,8 

2 
2 
1 

1 
1 
1 


51 6 
44 

/ 16 
23 

13 
27 
23 
23 
16 
12 
12 

14 


••«••- 


do 


•■••.. 


do 

.....do 




do 




do.i 

Boiler house 


do 


do 




Brick 


do 




I4undry ... . ,.„,.-,- 


do 


do 




Venereal ward 


Wood 


Wood 

Concrete 




Five DAvllions . . ..-.-.- 


do 




Total 




1 


Magaalne. 
Storehouse 


Stone and brick... 
Brick 


Stone and 

brick. 
do 


136 

80 
115 
105 
110 
100 
44 
32 

65 6 
140 
30 
38 

12 
20 
40 

40 
130 

26 
60 
103 

150 
76 
26 

80 

50 
150 


55 

30 
30 
30 
30 
30 
24 
20 

30 6 
60 

24 

25 

12 
20 
20 

24 
30 

20 
35 
48 

60 
30 
20 

80 

42 
60 


1 


15 6 

14 6 

12 

11 6 

13 6 

14 6 
10 6 

12 6 

Uv 
iT 

13 
12 

6 
10 6 
12 

U 

14 6 

12 

12 
17 

19 

20 

13 

14 6 

16 
19 


2 


do 


3 

4 


do 

.... do 


do 

do 


do 

do 


6 


do 

do 


do 

do 


do 

do 


7 
7A 

g 


Office 


Wood 


Wood 

Brick 

....do 


Magazine attendants' quar- 
ters. 
Storehouse 


do 


Iron 


g 


Freightshed 


Wood and iron 

Brick and iron 

Asbestos 


Wood 

Brick 

do 


11 


Fixpd arnm^initiinn , . . 


12 
13 


PrlmpTs. fusf^s. etCr . . , . , r , - ^ - - 


Storehouse 


Brick and asbestos 
Wood 


do 

Wood 

Stone and 

brick. 
do 


14 


Laboratory . .... .. .... 


15 
16 


Sewing rooni .^^^^.^ ,, ^- 


Brick 


Filltag house. r - r - r -, - . 


do 


17 

18 
19 


Magazine (smokeless powder). 
Filling house 


do 


do 


Wood 


Wood 

Stone 

do 


Air compressor 


Wood and iron.... 
Stone 


20 
21 


Magazhie (smokeless powder). 


Wood andiron.... 
do 


Concrete 

Wood posts. 
Wood.. 

Stone and 

brick. 
Concrete.... 
do 


22 


Paint shop ,.^.,,,^, ,,..,,-■,,. 


23 


Magazine tblack powder) 

Magazine (smokeless powder). 
Office 


Wood 


24 


Brick 


25 


Wood 

Wood and Inm 


26 


Cartridge cases 



1 stables, bams, servant's quarters, cookhonaes, etc. 
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at the end of the fiscal year 1915 — Continued. 

MARE ISLAND, CAL.— Continued. 



Boof. 


Floor 
•pace. 


t'tibic 
3pac«. 


Built. 


C«|, 


Addi- 
tions. 


Cost to 
duplicate. 


Det«ri0ra- 
tion. 


Presfint 
mJue. 


No, 


Ttn.., 


8f.ft. 
a, 215 
3,062 
4 7S4 

3,GeQ 

26,534 
5,707 
6,486 
3,646 


On. ft. 
64,794 
46, 515 


1871 






$16,062.00 
7,317.00 
9,263.00 
7,317.00 

131,713.00 

112,000.00 

7,280.00 
7,600.00 
5,300.00 
3,500.00 

6,760.00 
3,000.00 

2,200.00 

1,500.00 
800.00 


t2,2S».00 
731.00 
92fi.0O 
73KO0 

19. 7m 00 

3,300.00 

218. OO 

2,600.00 

240.00 

100.00 


112,803.00 
6,5K6.D0 

s,3;^T.no 
iv^swoo 

m.97.'>.00 

108,700.00 

7.0^2,00 

f»,[.H^.O.O0 

:i,i(XiQO 

H, 7oO. OO 

;s,0(noo 

2,21Xj OO 

i.ior^oo 

:x\ 00 

!l,tJO(>.00 
900,00 


1 








3 


6lj67H 1'^^ 






3-^ 


46,515 
424,000 
153,^ 


1\S8 
1^71 






5 








do.:,:;"; 

Gaiv.iron..... 


}„ 




M 


lflI,50B I WW 


17,^.00 














^....do 

do 

.^...do 

do 

do 

SWnjtl* 

Iron 


4,050 

4,424 
3,670 

1,72S 

1,560 

640 

2,000 

800 


285,0001 
76,000 

84,464 
36,800 

19, ADO 

38,000 
9,600 
44,200 

9,600 


1913 
IE»14 

im4 

i\m2- 
\i9:i 

1013 
1915 
fl913 


4,800.06 
3,500.00 

e,7fi0ioo 
3j0oaoo 

\ 2,2oaoo 

l,4«aOQ 

800. oa 

} flOO.OO 


























100.00 
50.00 














900.00 














290,109.00 




Tin., 


4^,628 
36,256 

6,154 

6,636 

2,980 
2980 
1,680 
3,120 
2,378 
9,500 


719,91^ 
37S,07e 

86,626 

92,400 

37,076 
37,076 
33,600 
46,800 
40,426 
114,000 


1^10 

1891 

1903 
1903 
1900 
1900 

wis" 


93,43t.0O 
94,519.00 

} 19,627.00 

14,875.00 

8,031.00 
8,031.00 
10,275.00 




143,000.(10 
94,519.00 

17,000.00 

16,500.00 

9,600.00 
9,600.00 
7,720.00 
6,030.00 
4,042.00 
24,909.00 


14,000.00 




120,O<JO.O(^ 
9J,51tt.OO 

15,300.00 
13,200.00 

7,7(«.00 
7.7t>l' 00 

TJKRJ.UO 

H:p.QO 
21.^10©. 00 

303,50,100 




!- .dov::::::: 

do 

do 

Tin 






$8,000.00 


l,700v00 

3,300,00 
1,9DU.OO 

i.goo.ou 

720.00 
2,000.1)0 
3,SU0.DO 




"3,*3i8:66 




Shingle 

Asphai'tic::;;; 




306.00 
24,909.00 
















Iron and as- 
bestos. 

do 

do 

do 

do 

do 

Wood and iron 
do 

do 

.....do 

Iron 


6,370 

2,079 
2,955 
2,600 
2,889 
2,619 
989 
589 

1,915 

8,400 

567 

770 

121 
361 

684 

777 
3,429 

520 
2,100 
3,936 

9,000 

1,799 

630 

2,079 


98,735 

37,942 
47,280 
41,095 
49,835 
47,797 
13,600 
8,835 

29,160 

155,400 

9,072 

11,550 








80,000.00 

7,600.00 
8,000.00 
8,000.00 
6,000.00 
7,000.00 
1,995.00 
900.00 

1,950.00 

3,481.00 

1,000.00 

300.00 

800.00 

800.00 

1,000.00 

1,100.00 
10,800.00 

800.00 

1,800.00 

60,000.00 

9,567.00 

2,538.00 

600.00 

7,300.00 

20,000.00 
9,367.00 


20,000.00 

1,500.00 
1,600.00 
1,600.00 
1,200.00 
1,400.00 
100.00 




60,000.00 

6,000.00 
6,400.00 
6,400.00 
4,800.00 
5,600.00 
1,895.00 
900.00 

1,760.00 

3,133,00 

600.00 

225.00 

800.00 
800.00 
900.00 

1,000.00 
8,640.00 

700.00 

1,600.00 

48,000.00 

7,654.00 

2,158.00 

450.00 

6,670.00 

20,000.00 
8,431.00 


1 








2 








3 








4 








6 








6 


1907 
1910 


1,995.00 
900.00 




7 




7A 




190.00 

348.00 

400.00 

75.00 


8 


1909 






9 






11 


Iron and as- 

,bestos. 

Iron 


1907 






12 


1,331 
4,332 
9,576 

10,490 
62,579 

7,490 
29,925 
66,912 

8,612 

37,942 

29,216 
238,600 








13 


shingieV.v.:;:: 

Iron.. .. 










14 








100.00 

100.00 
2,160.00 

100.00 

200.00 

12,000.00 

1,913.00 
380.00 
60.00 

730.00 


15 


.....do 

Iron and as- 
bestos. 

Wood and iron 

do 

Brickand 
slate. 

Wood and iron 

.....do 

Batten and 
iron. 

Asbestos 

Cement 

Wood and iron 








16 


1908 






17 






18 








19 








20 


1907 
1908 


9,667.00 
2,538.00 




21 




22 




23 








24 


1911 
1909 


28,000.00 




25 




936.66 


90 
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PUBLIC WORKS OF THE NAVY. 



Character^ value, and condition of buildings 
MARE ISLAND, CAL.-<:k>]itlnned. 



JJo. 



Structure. 



Material. 



Foundation. Length 



^««»- r S^ 



27 
28 
29 
30 
31 

32 
33 
34 
35 
36 
37 
37A 
37B 



40 

41 
42 
43 
44 
45 
46 
47 

48 
49 
50 
51 
52 

53 
54 
55 

56 
67 A 

58 
50 



Magaslne— Continued. 

Filling nousei 

....do.i 

....do.i 

do.i 

Magazine (smokeless powder), 



Storehouse 

Magaslne (smokeless powder). 
Samples (smokeless powder) . 

Filling house 

do 

Oimcotton house 



Wood and iron.. 

Wood 

....do 

Wood and iron.. 
Brick 



Wood 

Wood and iron.. 

....do 

....do 

....do 

....do 



Brick 

Wood 

....do 

Brick 

Stone and 
brick. 

Wood 

....do 

Brick 

....do 

....do 

....do 



Ft. in. Ft. in. 
30 3 20 



46 
40 
30 



250 
88 

25 
40 
40 
40 



15 
20 
20 
30 

100 
40 
20 
20 
20 
25 



Ft. in, 
15 
14 
12 
15 
14 



12 
12 
12 
17 
13 
13 



Mechanics 

Filling house 

Magazine (black powder). 



Wood and iron.. 

....do 

Brick 



Magazine bam 

Magazine attendants'quarters^ 

!bispector's quarters ^ 

Magazine attendants'quarters^ 
Chief gunner's quarters » . . 
Quarterman's quarters »... 
Magazine 



Wood and iron... 

Wood 

....do 

do 

Wood and brick.. 

Wood 

Brick 



do 

Shell house 

Pump house 

Civilian quarters. 
Shell house 



.do. 
.do. 
.do. 



Wood 

Brick 

Wood 

....do 

Galvanized iron. 



do 

Brick 

Galvanized iron.. 



....do 

I^Gunner's quarters.. 

Civilian quarters . . . 
Bomb proof 



do. 

Wood.. 



.....do 

Galvanized iron.. 



Brick 

Wood 

Stone and 

brick. 

Wood 

Brick 

do 

do...... 

do 

do 

Stone and 

brick. 

Wood 

Concrete 

Wood 

do 

Concrete . . . 



Pile 

Concrete 

Concrete and 

brick. 
do... 



100 
54 
80 



60 
44 
62 
44 
58 
42 
80 



80 

24 

30 

30 

24 



Concrete. 

Brick.... 
Wood.... 



46 

136 

22 

38 

60 

113 
102 
40 

40 

79 6 

37 
37 



55 
32 
35 
25 
30 

22 
50 
14 
50 
25 

50 
51 
24 

24 
42 





6 

20 
20 



15 
13 
14 

19 
19 
23 
16 



19 
14 6 

15 
13 
10 
11 
13 

14 

15 
10 

10 

13 6 

9 
10 







NEW LONDON, 


CONN. 










1 


Submarine base. 

Storehouse and offices 

Storehouse and pumping sta- 
tion. 

Officers' quarters and men's 
barracks." 

Medical laboratory and Iso- 
lation ward. 

Stable Cnot used) 


Brick 


Stone 

do 


100 
100 

213 

50 

76 
317 6 

317 6 


40 
40 

40 

15 6 

47 6 
9 

9 


2 
2 

2 

1 


34 
24 

26 

9 6 

16 


2 


do 


3 
5 
6 


do 

Wood 

do 


do 

do 

do 


8 


North Bridge Tramway 

South Bridge Tramway 


Steel 


Piles and 

concrete. 

do 


9 


do 








Total 










7 


Fael plant. 
Storage oi coal 


Stone and steel 

Steel and wood.... 


Concrete 


289 6 


93 




11 6 


10 


W ater tank and tower 

Storage of coal 


11 


Wood 


Piles 

.. ..do 


98 

122 
35 4 


12 

12 
15 3 


... 


16 
21 


12 


do 


do .. . 


14 


Oil storage shed 


Sheet iron 


Timber 




Total 






c 


Quarters (not used) 


Wood 


do.. .. 


44 6 


35 


2 


26 6 




Total 








Grand total 































L Plan irregular. 
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at the end of the fiscal year 191^ — Continued. 

MARE ISLAND, CAL.-CoDtinoed. 



Roof. 



Wood and iron. 

-do 

.do 

do 

Iron and as- 
bestos. 

....do 

Wood and iron 

....do 

....do 

....do 

....do 



! Wood and iron 
' do 

Iron and as- 
bestos. 

Wood and iron 



.do 

do 

do 

Wood and tin. 
Wood and iron 



Batten.. 
Barrett. 



..do 

I Iron 

' Iron and as- 
! bestos. 

do 

Qal.iron 



! do 

Shingle 

do 

Gal. iron... 



Floor 
space. 



Sq.ft. 
665 
630 
712 
670 
2,079 

25,000 

3,620 

457 

741 

741 

936 

936 

121 

6,336 

1,181 

2,079 

1,800 
1,633 
3,725 
1.731 
2,216 
1,003 
2,079 

1,012 
6,000 
273 
1,740 
1,600 
6,600 

4,670 
960 

960 

2,605 

740 
740 



Cubic 
space. 



Built. 



Cu.ft, 
10,130 

9,797 
10,680 

9,468 
37,942 

410,000 

^1741 
14,450 
11,856 
15,678 



117,229 
18,665 
37,942 



1906 



1910 
1910 
1907 
1907 
1913 
1909 
1911 
1906 



43,200 , 

18,600 

49,150 1911 

17,800' 

25,500 

12,300 

37,942 



20,746 
125,000 
3,140 
22,600 
21,000 
96,000 

84.060 
0,600 



Cost. 



$1,094.00 
1,094.00 
2,621.00 



1,645.00 
1,200.00 
6,999.00 



1912 
1911 
1912 
1913 
1913 

1914 
1913 



9,600 1913 



34,000 

6,600 
7,400 



1913 

1912 
1913 



9,312.00 



10,776.00 
400.00 
3,300.00 
2,500.00 
8.450.00 

11,950.00 
1,200.00 

1,200.00 

4,400.00 

900.00 
600.00 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



$1,000.00 

900.00 

1,100.00 

1,000.00 

7,300.00 

3, 774.00' 
1.300.00 
800.00. 
1,094.00| 
1,094.00 
2,621.00 



$300.00 
180.00 
220.00 
200.00 
730.00 

337.00 
300.00 
80.00 
44.00 
44.00 
221.00 



1,645.001 
1,200.00'. 
7,000 00| 

2,000.00| 



46.00 



2,250.00 
9,312.00! 
4,600.001 
6,000.00' 
l,800.00j 
7,350.00 

600.00 
11,000.00 

400.00 
3,300.00 
2,500.00 
8,450.00 

11,950.00 
1,200.00 

1,200.00 

4,400.00 

900.00 
600.00 



100.00 



200.00 
460.00 



1,300.00 

1,600.00 

300.00 

350.00 

100.00 
400.00 



360.00 
100.00 
460.00 



100.00 

100.00 

300.00 

200.00 
50.00 



Present 
value. 



$800.00 

720.00 

880.00 

800.00 

6,570.00 

3,397.00 
1,000.00 
720.00 
1,050.00 
1,050.00 
2,300.00 
2,300.00 
....270.00 
1,600.00 
1,200.00 
6,900.00 

1.800.00 
1,800.00 
9,312.00 
3,200.00 
3,600.00 
1,600.00 
7,000.00 

500.00 
10,600.00 

400.00 
2,950.00 
2,400.00 
8,000.00 

11,950.00 
1,100.00 

1,100.00 

4,100.00 

700.00 
460.00 



No. 



27 
28 
29 
30 
31 

32 
33 
34 
35 
36 
37 
37A 
37B 



40 

41 
42 
43 
44 
46 
46 
47 

48 
49 
60 
61 
52 
63 

64 
65 

66 

[57 A 

[& B 

68 

69 



NEW LONDON, CONN. 



Slate 


Sq.ft. 
7,178 
7,178 

16,640 

775 

6,670 


Cu.ft. 
120,000 
120,000 

194,800 

8,262 

61,600 


1872 
1874 

1881 

1874 

1874 
1900 

1900 


$9,000.00 
9,000.00 

18,000.00 

800.00 

2,000.00 
22,600.00 

22,600.00 




$9,000.00 
9,000.00 

66,000.00 

800.00 

2,000.00 


$4,600.00 
6,000.00 

5,000.00 

600.00 

1,300.00 
600.00 

600.00 


$4,600.00 
4,000.00 

60,000.00 

300.00 

700.00 
21,600.00 

21,500.00 


1 


do 

do 

Shingle 

do 




2 


$35,000.00 


3 
5 




6 




g 












9 














62,500.00 




Steel 


26,877 


630,300 


1900 
1900 
1901 

1902 
1916 


70,000.00 
4,473.00 
3,000.00 

5,432,10 


3,444.00 


70,000.00 


6,000.00 
173.00 
650.00 

432,00 




66,000.0) 
4,300.03 
2,450.03 

6,000.00 


7 


Shingle 


10 


Wood covered 

with canvas. 

do 


1,175 
1,464 


2,000 
23,600 




3,000.00 
6,432.00 


11 




12 






14 




















99,760.00 




Shingle 


426 


43,000 


1874 


4,000.00 




5,000.00 


3,000.00 




2,000.00 


c 






62,000.00 






















204,250.00 























, ' This building was originally the Marine Corps drill shed, one story high, length 182 feet, width 40 feet. 
In 1906 this building was enlarged to its present dimensions at an approximate cost of $36,000. 
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Character y value ^ and condition of buildings 
NEW ORLEANS, LA. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eftves. 


1 


Naval stotlon. 

Ammunition storehouse 

Large dispensary 


Wood 


Brick 

Brick and 

cement. 
Piles and 

concrete. 
do 

do 


Ft. in. 
26 4 
80 

87 6 

276 10 

13 6 
60 

283 

99 10 

99 10 

26 4 
90 

106 
202 
177 
24C 

24 

41 4 
20 
40 
20 

125 
40 

37 10 
46 4 

14 4 
50 
50 
44 
20 
20 
67 
36 
17 

25 6 

67 
67 
67 
67 
77 
40 


Ft. in. 
26 4 

48 9 

40 
06 10 

21 
42 

93 

80 6 
80 6 

26 4 
50 

71 

61 10 
66 3 

62 

25 

26 4 
20 
25 
20 

30 
20 

25 4 
29 4 
10 8 
15 

15 

16 
20 
20 
66 
58 
15 
34 

49 
49 
49 

49 

50 
19 6 


1 
U 

1 

2 

2 
1 

1 

1 
1 

1 
2 

1 
2 
2 
2 

1 

1 
1 
1 
1 

1 
1 

1 

1 
1 
1 
1 
1 
1 
1 
2 
1 

} 
I 

1 


Ft. in. 
12 6 
14 

31 3 

39 

28 6 
20 

40 


28 


do 


2 


Central power plant 


Brick and steeL... 
do 

do 


4 


Foundry extension 


5 


Plate furnace shed 


Iron 


Concrete.... 

Piles and 

concrete. 

do . .. 


6 


Pattern and machine shop .. . 
West wing, for foundry 


Brick and steel.... 
do 




East wing, for blacksmith, 

etc. 
Paint shop 


do 

Wood 


do 

Brick 

PUes and 
concrete. 

do 

do 




7 


12 6 

35 

46 
41 

36 2 
32 
20 

12 6 
90 
12 

12 

10 

13 6 

10 


8 


Administration building 

Power plant ... . .... , 


Brick 


9 


Brick and steel.... 
do 


10 


ICartne'barmcks 


11 


do 


do 


do 


16 
17 


\Ext6nsion northwest comer 

{inflammable material). 
Officers' club 


do 

do 

Wood 


do 

do 

Brick 

do 


19 


Kitchen for club 


do 


20 


Latrines 


Brick 


Concrete 

PUes and 
concrete. 

Wood 

Piles and 
concrete. 

Brick 

do 

do. 


18 


Sewerage pump house 


do 


21 


Dock shed 


Wood 


22 


RftHin blinding.., . , 


Brick 


23 


Radio operators' quarters 

/Radio operators' dormitory. . 
iRear building 


Wood 


24 


do 

do 


10 
10 


a 


Vacant 


do 


do 


10 0» 
10 


a 


do 


do 


do 

Wood 

Piles 

do 


26 


Filter and pump house 

Dockmaster's oince 


Wood 


11 6' 


25 


do 


7 


27 


Dock firemen's lodge 


do 


7 


a 


Vacant 


Brick 


Brick 

do 


25 


P 


Dcckmaster's quarters 

/Radio station 


Wood 


12 




do 


do 


12 

10 6 

25 9 




\CiyUian quarters 


do 


Brick and 

concrete. 

do 


B 


Officers* quarters 


do 


C 
D 


Marine officers' quarters 

do 


do 

do 


do 

do 


25 9; 

It 


E 


Officers' quarters 


do 


do 


A 


Commandant's quarters 

Servants' quarters 


Wood and brick... 
Brick 


Brick 

do 


24 Ol 
12 0> 




Total 










Fuel plant. 

For storing and handling coal. 


Concrete and metal 


(Wood piling 
and con- 
[ Crete. 


178 
50 

319 6J 


63 6 
100 


1 


44 









» Attic 



PUBLIC WORKS OP THE NAVY. 



117 



at the end of the fiscal year 1915— Continued. 

NEW ORLEANS, LA. 



Roof. 



-do... 

Slate 

.do... 



do 

Ccrrucated 91I- 

yanlMd iron. 
Tarred paper, 

sheet copper. 
Sheet copper.. 
Composftton.. 



Shingle. 
siatetT.. 



Composltiaii. 

Slate. 

...do 

-...do 

...-do 



Shingle.... 
Tar paper. 
Slate. .^.. 
....do.... 



Com9qsitiQp . . 
Tar and slag . . 



Shingle 

....do'.'"".'. 

....do 

....do 

Tar paper.. 

'.'.'.'.do'.'.'.'.'. 

Slate 

Shingle 

'.'.'.'.do'.'.".'.'. 



.do 

.do 

.do 

.do 

..do 

..do 



QalvaniEed 
corrugated 
steel. 

No roof over 
bins; galva- 
nised corru- 
gated steel 
roof over 
ooal-h o i s t 
tower. 



Floor 
space. 



003 
4,339 

3,500 

31,405 



4«8 
2,530 



39,700 

093 

8,178 

7,626 
23,880 
21,924 

28,e74 
529 

1,088 
400 

1,000 
400 

3,750 
980 

958 

1,512 

1,750 

1,750 

704 

400 

400 

8,844 

1,800 

255 

867 

2,874 
2,874 
2,874 
2,874 
5,440 



12,144 
3,115 



Cubic 

space. 



Cu.ft. 
8,e« 
62,068 

119,330 

886,120 



9,339 
50,400 



922,644 



8,662 1902 



157,500 

261,248 
510,763 
483,824 
685,205 
10,580 

14,093 
3,600 

15,000 
4,800 

45,000 
8,230 

11,496 

17,991 

17,500 
17,500 
9,152 
3,400 
3,400 
114,972 
27,000 
3,060 
9,537 

79,753 
79,753 
79,753 
79,753 
100,800 
8,500 



200,299 
24,640 



Bunt. 



1901 



1904 
1904 



1904 
1906 



1906 



1905 

1907 
1906 
1907 

[1907 



1903 
1902 
1907 
1904 

1914 
1914 

1915 
1915 



1916 
1902 
1903 



1916 
1905 



1907 
1907 
1907 
1907 
1910 
1910 



1909 



Cost. 



Addi- 
tions. 



91,066.00 
8,947.87 

15,000.00 



80,000.00 
2,971.45 

135,000.00 



1,275.00 
29,86a 00 



31, 54a 00 
90,789.00112,000.00 
72,825.00 12,000.00 

77,983.00 6,000.00 



2,240.00 

221.00 

5,500.00 

2,000.00 

1,000.00 
5,780.00 



|., 



700.00. 



2,816.00 
150.00' 
100.00 



2,600.00 



8,507.40 
8,507.40 
8,597.40 
8,597.40 



151,410.00 



600.00 



Cost to 
duplicate. 



81,100.00 

12,00a 00 



i6,ooaoo soaoo 



80,ooaoo 
3,00a 00 

136,000.00 



1,300.00 
30,000.00 

32,ooaoo 

103.000,00 
86, 00a 00 

83,000.00 

2,250.00 

225.00 

5,500.00 

2,000.00 

2,000.00 
5,800.00 



6,700.00 

1,000.00 

1,000.00 

2,816.00 

150.00 

100.00 

9,000.00 

3,600.00 

100.00 

800.00 

9,000.00 
9,000.00 
9,000.00 

9,00a 00 



9,000.00 



.i6o,ooaoo 



Deteriora- 
tions. 



9186.00 
150.00 



600.00 



1,00a 00 



78.00 
440.00 

3,000.00 

8,00a 00 

3,000.00^ 
1,000.00, 

35.00' 

54.00, 

1,000.00, 

5a 00 



975.00: 

975.00; 



76.00! 

loaoo 
8,9oaoo 



6a 00 



2,500.00 
2,500.00 
2,600.00 

2,5oaoo 



2,500.00 



l*resent 
value. 



81,016.00 
11,850.00 

14,70a00 



80,ooaoo 

2,400.00 
134, 00a 00 



1,222.00 
29,560.00 

2,900.00 
100,00a 00 

82,ooaoo 
82,ooaoo 

2,215.00 

171.00 

4,500.00 

1,950.00 

2,000.00 
5,800.00 



6,700.00 

25.00 

25.00 

2,8ia00 

75.00 

loaoo 

100.00 

3,6oaoo 

.50.00 
800.00 

6,500.00 
6,500.00 
6,500.00 
6,500.00 



9,000.00 



591, 74a 45 



157,500.00 



No. 
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Character, vabie, and condition of buildings 
NEW ORLEANS, LA;-€wtinued. 



No. 


Structure. 


Material. Foundation. 


Length. 


Width. 


Sto- 
ries. 


Hei^t 
eaves. 




M Aline b*rrMki. 

ICarine officers' quarters 

Marine barracks 


Wood I Concrete 

do ' do 


Ft. <». 
57 
174 
50 

32 

12 


Ft. in. 
42 
40 
16 

12 

10 


1 
2 

1 
1 


Ft. in. 
14 6 
26 g 
14 11 

11 6 

9 6 




Carpenter, paint, and fuel 

house. 
Bakeshop 


do ' do 

Galvanized iron... do 

Wood 1 do 

1 




Hose-carriage house 




Total 




Grnnd total 


1 














1 











NEWPORT, R. I. 



19 



Narragansett Bay Naval 
Station. 

Commandant's quarters 

Training station. 



Quarters 

Yeoman school 

Paint and blacksmith shops.. 
Hose house (telephone ex- 
change). 
Machine and carpenter shops. 

Quarters 

Wagon shed 

Scale house 

Tool house 



Barracks B. 



Machine shop 

Office and pliunber shop . 
General stOTekeeper 



rood frame and 
brick sheathed. 

Wood 

do. 



Dynamo room 

Boiler and pump house 

Oil house 

Auditorium 

Equipment stores 

Barracks C 

Officers' quarters 

do 

do 

do 

do 

do 

Rifle galleries 

Range house 

Shelter house 

do 

do 

do 

Boat storage 



Stable 

Barracks A . 

....do 

do 

....do 

....do 

....do 

Receiving build . 

Commissary build ^. 

Hospital training school: 

Main ward 



Mess 

Southwest ward.. 
Northwest ward.. 
Southeast ward . . 
Northeast ward . . 



Wood . 



/Granite rub- 
\ ble. 



....do 

....do 

Galvanized iron. 
Brick 



Wood.. 
....do. 
....do. 
....do. 
....do. 



Brick. 



....do 

....do 

....do 

....do 

Frame 

Brick 

Wood 

.do 



.do. 
.do. 
.do. 



do 

Brick 

....do 

....do 

....do 

....do 

do 

....do 

Galvanized iron. 



Wood.. 
Brick.. 

do. 

do. 

do. 

do. 

do. 

do. 

do. 



Wood. 



.do. 
.do. 
.do. 
.do. 
.do. 



Stone 

....do 

....do 

Concrete... 



Stone 

Concrete 

Brick 

Earth 

Brick 

Brick, con- 
crete, and 
stone. 

Brick 

....do 

Concrete 



r 58 7 
\ 17 4 



30 6 

107 

80 

39 



....do... 

do.... 

do.... 

do.... 

Stone 

do.... 

do.... 

....do..-. 
.....do.... 

do... 

.....do... 
.....do... 
Concrete. 

do. 

do. 



....do... 
....do... 
....do... 
....do... 
....do... 



Brick piers.. 

Concrete 

do , 

do 

do 

do 

do 

do 

do 



Stone and 
brick. 

....do 

....do 

....do 

....do 

....do 



75 
32 
42 
10 
42 



432 

42 4 

20 4 

122 



50 
110 

22 
108 

65 
320 



65 





8 



8 
8 
8 
8 
8 
8 

90 4 
20 
20 
20 
20 
20 



20 
160 



102 
102 
102 
102 
102 
102 

124 
78 8 



60 



92 
90 
90 

78 
78 



30 6 
L 17 6 



106 

30 
21 

50 

26 6 
40 

7 6 

21 4 

156 

27 4 
16 4 

31 

40 

89 

22 8 
58 8 
49 

272 8 
55 
55 
55 
55 
55 
65 
73 
20 
20 
10 
10 
10 
10 
45 



27 
42 
42 
42 
42 
42 



42 
33 



39 6 
33 



25 
27 
27 4 
24 
24 



2i 



24 8 



22 
30 
15 
11 



12 
20 
11 
7 
21 

rF. 38 
iR,26 



12 

24 
12 

32 

21 

32 4 

21 

21 

21 

21 

21 

21 

12 

12 

12 

12 

12 

12 

12 

18 



15 

32 

32 

32 

32 

32 

32 

32 

36 

32 
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Roof. 


Floor 
space. 


Cubic 
space. 


Bum. 


Coat. 


Addl- 
dons. 


Cost to 
duplicate. 


Deterlorar 
tion. 


Present 
value. 


No. 


Slate 


384 
120 


Ou.ft. 

25,879 
172,998 

15,473 

5,184 
1,320 


1906 
1906 
1909 

1911 

1909 


88, 96a 11 

27,477.23 

1,626.00 




19,000.00 

28,ooaoo 
i,6saoo 

250.00 
240.00 


1300.00 

500.00 

5a 00 


I8,70a00 

27,60a00 

1,600.00 

250.00 

240.00 




do 

do 

Galyanlsed 

Slate 
































38,290.00 






















787,646.45 























NEWPORT, R. L 



[Tar and gravel 



Shingle.. 



...do 

...do.... 
--.do.... 
...do.... 



-do., 
.do., 
.do., 
.do., 
.do.. 



Shingle.. 



Galvanized 

iron. 

-..do 

...do 

•-..do 

Slate 

Shingle 

Slat? 

SI 



do 

do 

do 

- ..do 

Tar and gravel 

do 

do 

do 

do 

do 

do 

Galvanised 

Shingle 

Tar and gravel 

do 

do 

do 

-..do 

-..do 

-..do 

--.do 



•...do 

...do 

...do 

-.-.do 

...do 



6,500 



2,656 

14,258 

4,000 

950 

3,750 
1,922 
2,000 
94 
1,810 



47,102 1806 



34,528 

228,128 

38,400 

9,269 

45,000 
39,220 
28,800 
641 
21,720 



115,000ll|326,826 



1,134 

330 

6,560 

2,900 

6,775 

467 

12,648 

3,297 

103,0201 

1^024 

18,024 

18,024 

18,024 

18,024 

18,024 

5,844 

361 

361 

171 

171 

171 

171 

3,950 

960 
6,576 
6,576 
6,676 
6,576 
6,576 
6,576 
7,392 
6,720 

5,940 

2,330 
2,463 
2,463 
1,872 
1,872 



17,000 

5,000 

97,440 

43,500 

208,100 

6,568 

203,616 

38,000 

,567,508 

150,792 

150,972 

150,792 

150,972 

150,972 

150,972 

70,128 

3,971 

3,971 

1,881 

1,881 

1,881 

1,881 

94,500 

17,316 
101,370 
104,370 
104,370 
104,370 
104,370 
104,370 

97,240 
155,373 

62,304 

25,630 
32,045 
32,045 
20,592 
20,592 



1895 
1894 

lau 

1906 

1889 
1883 
1864 
1889 
1864 

1900 

1889 
1864 
1902 

1900 
1902 
1902 
1906 
1902 
1904 



1904 



1006 
1904 
1904 
1904 
1904 
1904 
1904 
1905 

1905 
1906 
1906 
1906 
1906 
1906 
1906 
1911 
1911 

1902 

1902 
1902 
1902 
1902 
1902 



•8,000.0af5,726.00 $13,726.00 $3,400.00 $10,326.00 



7,000.00 
15,000.00 



3,163.00 



125,000.00 



43,140.00 



10,000.00 



23,312.00 



197,300.00 



36,000.00 



10,872.00 
1,200.00 

94,321.00 



28,915.00 
45,023.00 



58,000.00 



3,000.00 



11,688.00 



13,874.00 



4,000.00 



7,000.00 
18,000.00 
4,000.00 
3,163.00 

2,500.00 
2,500.00 
1,500.00 
400.00 
2,000.00 



168,140.00 42,000.00 126,140.00 



6,450.00, 



1,200.00 

700.00 

10,000.00 

7,000.00 
24,000.00 

2,000.00 
35,000.00 

5,000.00 
211,174.00 



40,000.00 



11,000.00 

1,600.00 

1,600.00 

800.00 

800.00 

800.00 

800.00 

17,322.00 

1,200.00 



3,500.00 

8,000.00 

3,900.00 

316.00 

1,800.00 
1,350.00 
1,300.00 
375.00 
1,600.00 



5,679.00, 100,000.00 



3,477.00 



16,500.00 



28,915.00 
48,500.00 



74,500.00 



900.00 

500.M) 

2,200.00 

1,400.00 
12,000.00 
400.00 
3,500.00 
1,500.00 
42,000.00 



10,000.00 



1,100.00 
240.00 
240.00 
240.00 
240.00 
240.00 
240.00 

3,200.00 

700.00 



12,000.00 



900.00 
1,500.00 



30,000.00 



3,500.00 

10,000.00 

100.00 

2,847.00 

700.00 

1,150.00 

200.00 

25.00 

400.00 



300.00 

200.00 

7,800.00 

5,600.00 
12,000.00 

1,600.00 
31,500.00 

3,500.00 
169,174.00 



30,000.00 



9,900.00 

1,360.00 

1,360.00 

560.00 

560.00 

560.00 

560.00 

14,122.00 

I 

500.00' 



88,000.00! 



28,015.00 
47,000.00 



44,500.00 
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Chanuier^ value^ andeondilion of buildings 
NEWPORT, R. I.--4k>itlnaed. 



No. 


Stnictore. 


Ifottfial. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eavee. 


E 


TretniM statlom-Contd. 
shw^ (vemnt) 


Wood 


Stone 

Brick 

Wood piers.. 

Concrete 

sums 

Brick piers.. 
Earth 

Stone 

do 


Ft. in. 
48 8 
40 4 
83 

114 6 

36 4 

42 
20 
28 2 

210 

72 

141 
50 
48 
48 
48 
48 
48 
50 
54 
L91 
87 
96 6 

126 
r 215 
40 
60 
60 

115 
56 

100 
48 6 
32 
36 
/ 83 
\ 31 8 
56 
83 
76 
58 
36 
47 

96 
30 

73 
34 

34 
16 
80 

60 

83 

35 
23 4 

9 
20 6 
30 

36 
158 8 
293 


Ft. in. 

13 8 
16 3 

32 
39 6 

24 4 

56 
18 
15 6 

47 6 

48 2 

18 6 
20 
30 6 
30 6 
30 6 
30 6 

30 6 

29 
41 6 

33 
37 

14 
45 6 

44 7 

45 
50 

41 

42 

42 
66 
24 

32 

34 
34 

13 

15 

43 

33 
39 6 

34 
32 

28 
15 

31 

30 
18 

14 
60 

42 

35 

22 

15 6 

6 
14 8 
11 

10 

91 4 

64 4 


1 

1 
1 
2k 

2 
1 

a* 

2 

2 
2 
2 
2 
2 
2 
2 
2 

f 
? 
f 

2 
2 

1 

? 

1 

? 

1 
1 
1 
1 
2 
2 
1 
1 
1 

? 

■1 

1 
4 

1 

li 

1 

1 

1 
1 
1 

1 

1 

2 


Ft. in, 

6 6 
9 

12 
30 

26 10 

12 

12 
9 

28 
30 

24 
17 
16 6 
16 6 
16 6 
16 6 

16 6 

17 

23 

24 

13 

7 
30 
30 
30 
30 
17 9 
30 
16 

12 

13 6 
9 4 

13 
13 6 
10 
10 
34 6 
26 6 

13 
12 6 
12 

30 

15 

16 

12 
9 6 

8 
53 

14 7 

8 6 

13 6 
13 

10 

11 

9 9 

10 
38 
30 





Paint shack (vacant) 

Stable (vacant) 


do 

do 


10 


Station administration build- 
ing. 
Tncin^ffttr*T>g plant.. 


Btone 


14 


Brick 


20 


Stable and carriage house 

Laborers' clotheslockar 

Cement shed 


Wood 


7 
21 


do 

do 


A 

H 


War College. 

War College and officers' quar- 
ters. 
Tiibrarv and andiives.. 


Wood, with stone 

veneer. 
Stone 


1 


Torpedo statloB. 

Inspector's quarters 

Assistant inspector's quarters, 
do .. 


Wood 


do 


2 
3 


do 

do 


do 

do 


4 


do 


do 


do 


5 
6 


do 

do 


do 

do 


do 

do 


7 


do 


do 


do 


8 
10 


Medical officer's quarters 

Dispensary... , 


do 

do 


do 

do 


11 

12 


Radio house 


do 

Brick 


Piles 

(}oncrete 

Brick 

Stone 

do 


13 


Greenhouse. 


Glass 


14 


Administration building 

Mac>iinA qhop No. 1 


Brick 


15 


do 


16 


Old machine shop 


do 


/Stone and 
\_ concrete. 

Piles 

Brick 

do 


17 


North boathouse 


Wood 


18 


Old stable 


do 


10 


Boiler shop 


do 


22 




Brick 


Stone 

do 


23 




do 


24 


PaintShop 


do 


do 


26 
27 


Torpedo storehouse 

Carnenter and pattern shop. . 


do 

do 


do 

...do 


29 


Wood 


Brick 

Stone 

do 

.do 


31 




Brick 


33 
34 


Fi]l% house and war-head 

loadmg house. 

Storehouse 

Old engine house (used for 

storage). 
Pay office 


Wood and brick... 


35 


Wood 


Concrete — 

Stone 

do 


37 


Brick 


38 


Laboratory 


do 


39 


Ferry house 


Wood 


Piles 

Brick 

Concrete.... 

do 

do 

do 


40 


Tool'house 


do 


41 


General storehouse 


(}oncrete and tile.. 

Steel 

Wood and brick... 
Brick 


42 
43 


Torpedo testhig house 

New stable 


44 


Fire station 


45 


Crematory 


do 


do 


46 


Latrine (west side) 


Tile 


do 


47 


Latrine (fiwtory court) 


do 


do 


48 


Latrine ^ (seamen gunners' 

quarters). 
Cokebin 


do 


do 


49 


Wood 


. do 


50 


Central power house 


Brick 


Concrete 

and piles. 

Concrete 




Torpedo storehouse 


Brick and steel.... 



' Unknown. 
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at the end of the fiscal year 1915 — Continued. 

NEWPORT, R. I.-Continoed. 



Roof. 



Shiiujle . . . 

Tarpapil 
Shingle.... 



Copper on con- 
crete. 
ShJi^le 

Tar papcar'. I '. 



Slate... 
....do. 



Shiiupe.. 

'.'.'.'.do*.*.*. 
....do... 
....do... 

do... 

do... 

do... 

do... 

do... 

Slate.... 
Glass.... 
Slate.... 



Floor 
space. 



...do 

Shingle 

do 

...do 

- ...do 

Tile 

....do 

Shingle 

Concrete 

Shiiuae 

i^e.. ".".'!;;; 

Shingle and 
tin. 

Shingle 

Tin 



Shingle.. 
ShinslA. 



Concrete and 
T>lasticslate. 

Flexible roof- 
ing. 

Shinele, tar, 
and gravel. 

Tarandgravel. 

Corrugated 

-iron. 

Tar felt 

do 

do 

Corrugated 

Iron. 
Concrete, tar, 

and gravel. 
do 



570 

640 

1,034 

17,220 



700 12,S58 



2,300 
150 
420 



27,000 
5,000 



9,672 
4,006 
6,267 
6,267 
6,267 
6,267 
6,267 
6,224 
6,273 
8,928 
2,738 
1,337 
17,062 

31,230 



22,302 

8,404 
2,370 
1,024 
1,225 

3,268 

796 
9,963 
4,620 
2,291 
1,364 
1,032 

10,752 
390 

6,789 

3,060 

612 

224 

17,100 

2,520 

3,504 

714 



48 
280 
330 

306 

9,772 

28,000 



Cubic 
space. 



Built. 



Ou,ft. 
3,700 
7,680 
14,336 

133,476 



30,576 
1,800 
3,780 



279,700 



77,376 
27,812 
34,468 
34,468 
34,468 
34,468 
34,468 
35,258 
51,543 

107,136 
17,797 
7,735 

170,625 

475,215 

239,652 

100,848 
16,038 
19,796 
15,912 

42,676 

9,332 
124,545 
61,215 
29,783 
17,050 
10,656 

120,900 
4,290 

36,208 

12,240 

5,814 

1,792 

228,340 

36,800 

37,063 

9,496 
4,230 

480 
3,080 
3,217 

3,366 

387,950 

585,000 



1909 
1004 
1910 
1800 

1907 

1864 
1880 



1892 
1904 



1902 
1872 
1872 
1872 
1872 
1872 
1888 
1873 
1903 
1908 
1905 
1901 

1907 



1872 

1890 
1900 
1875 
1911 

1911 

1905 
1905 
1902 
1870 
1911 
1901 

1871 
1906 

1887 
1910 
1900 
1900 
1912 

1913 

1912 

1912 
1912 

1911 
1911 
1911 

1912 

1913 

1916 



Coat. 



$150.00 
150.00 
350.00 



8,600.00 
900.00 



$20,000.00 
400.00 



75,000.00 
04,664.00 



12,500.00 
9,000.00 
8,582.00 
8,582.00 
9,446.00 
10,666.00 
10,027.00 
8,000.00 
5,253.91 



10,400.00 
4,300.00 
25,000.00 

94,950.00 



47,616.00 

2,500.00 
2,500.00 
3,500.00 
7,693.00 

7,093.00 

1,200.00 
25,508.00 
8,000.00 
3,360.00 
6,777.00 
1,200.00 

5,843.00 
720.00 

3,000.00 

6,522.00 

1,500.00 

250.00 

41,207.00 

3,448.32 

4,889.00 

1,885.00 
2,850.00 

500.00 

1,070.00 

700.00 

400.00 

31,015.88 

73,390.00 



Addl- 



Costto 
duplicate. 



$150.00 

150.00 

356.00 

70,000.00 



3,448.32 



6,500.00 54,116.00 43,776.00 



3,317.46 



9,000.00 540.00 8,400.00 



900.00 
500.00 
600.00 



75,000.00 
64,664.00 



12,500.00 
9,000.00 
8,582.00 
8,582.00 
9,446.00 
10,666.00 
10,027.00 
8,000.00 
5,253.91 
14,389.00 
10,400.00 
4,300.00 
25,000.00 

98,398.32 



2,500.00 
2,500.00 
3,500.00 
7,603.00 

11,010.46 

1,200.00 
25,508.00 
8,000.00 
3,360.00 
6,777.00 
1,200.00 

5,843.00 
720.00 

3,000.00 

6,522.00 

1,500.00 

250.00 



Deterion- 
tlon. 



r5.00 

76.00 

56.00 

25,000.00 



600.00 
450.00 
550.00 



28,000.00 
7,000.00 



4,000.00 
2,000.00 
4,082.00 
4,082.00 
4,946.00 
6,166.00 
5,527.00 
3,800.00 
2,383.91 
9,589.00 
1,500.00 
3,700.00 
5,500.00 

20,048.32 



41,207.00 

3,448.32 

4,889.00 

1,885.00 
2,850.00 

500.00 

1,070.00 

700.00 

400.00 

31,015.88 

73,390.00 



2,400.00 
2,300.00 
3,450.00 
4,693.00 

4,710.46 

200.00 
6,098.00 
5,500.00 
3,310.00 
4,777.00 
1,100.00 

3,993.00 
70.00 

1,000.00 

3,522.00 

900.00 

200.00 

1,000.00 

48.32 

139.00 

85.00 
350.00 



515.88 



Present 
value. 



$75.00 

75.00 

300.00 

45,000.00 



300.00 
50.00 
50.00 



47,700.00 
57,664.00 



8,500. 
7,000. 
4,500. 
4,500. 
4,500. 
4,500. 
4,500. 
4,200. 
2,870 
4,800. 
8,900. 
600. 
19,500. 



78,350.00 



10,350. 

100. 

200. 

50. 

3,000. 

7,300. 

1,000. 

19,500. 

2,500. 

50. 

2,000. 

100. 



1,850.00 
650.00 

2,000.00 

3,000.00 

600.00 

50.00 

40,207.00 

3,400.00 

4,750.00 

1,800.00 
2,500.00 

500.00 

1,070.00 

700.00 

400.00 

30,500.00 

73,390.00 



No. 



00 18 

00 19 

00 22 

00 23 

00 24 

00 26 

00 27 

00 29 

00 31 

00 33 



^ ^ 



122 



PUBLIC WORKS OF THE NAVY. 



Character f value, and ecmdUian of buildings 
NEWPORT, R. I.--Continu6d. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


' 




Torpedo statloB— Contd. 


Brick and steel.... 
do 


Concrete 

/Concrete 
\ and piles. 

Concrete.... 

nubble 

do 


Ft. in. 

106 6 
63 8 
66 
40 

200 
52 11 

44 5 

45 6 
80 1 

156 

50 
40 
40 
28 

no 

38 
71 

51 
111 

21 
18 

31 
25 

312 

312 

624 

4 

4 

5 

32 

/ 69 

\ 44 

166 

156 

70 

71 3 

96 

24 4 
66 

6 6 
211 8 

11 

14 4 

32 4 
18 4 
24 2 
18 3 
28 

7 10 

15 5 
5 11 

35 7 

33 3 
20 

Circula 
feet dia 

84 
50 
40 


Ft. in. 
45 1 
56 1 

63 7 

54 1 

64 1 

55 1 
55 11 
52 11 

44 6 
21 4 

40 
40 
40 
25 
40 

45 
32 

35 
31 

21 
12 

31 

10 
82 

82 

82 

6 

6 

6 

28 6 

42 
44 
34 
34 

24 
47 10 

51 4 

18 4 
8 
6 6 

27 

11 
6 2 

14 3 

12 4 

15 2 
14 1 

22 
6 7 

11 4 

5 

27 9 

18 4 

14 

r, 64 

meter. 

25 
24 

8 


2 

2 

1 

2 
2 
2 
2 
2 

1 
1 

I' 

1 
1 


Ft. in. 
32 7 

32 7 

7 

24 6 
22 
22 

21 
28 

22 
20 

10 
14 

10 

8 

20 
10 






AsmmMyshop . 






Mf^gA'jTie 


Concrete 




1 


CoAl depot, Melville, B. I. 
Custodian's dwelling 


Wood 




4 


Employees' oottageT 


do 




5 


do 


do 


do 






do 


do 


Concrete 

Rubble 

do 




10 


Machine shop, engine room, 
forge shop, etc. 

Stirllne boiler house 


Wood 


11 


do 


13 

8 


Fuel oil and gasoline pump 
General storehouse 


Steel and galva- 
nized iron. 
Wood 


Cement pile. 

Timbers 

PUes 

Rubble 

Timber 

do 


9 


Wharf storehouse 


Steel frame 

Wood 


12 


Engine house marine railway. 
Oil and paint house 


14 


do 




2 


Stable 


do 




3 


Bam 


do 


do 


6 


Coalshed 


Steel and concrete. 
do 


Reinforced 

concrete. 

do 


6 


do 






7 


do 


do 


do 






15 


Scale house 


Wood 


Timber 

do 


1 
1 
1 
2 

2 
3 
2 

1 

1 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 

1 
1 
2 
2 

1 
1 

1 
1 
1 


6 

5 

6 
27 

47 

41 

41 
47 
40 

24 5 

9 

7 
7 

7 8 

8 

9 4 
9 8 
8 
7 5 

7 
10 6 

6 7 

8 

7 
19 2 
19 2 

9 
7 

12 6 
12 6 
5 


16 


do 


do 


17 


do 


do 


do 


18 


Machinist's quarters 


do 


Concrete.... 

Concrete 

do 


1 


Naval hospital. 

Administration building 

North ward 


Brick 




2 


.... do 




3 


South ward 


do 


do 


4 

5 


Solarium and passage 

Operating and subsistence 
building. 

HPAtlng plATlt. . . 


do 

do 


do 

do 


6 


do 


do 




12 


Magazine. 
Dry house 


Wood 


Brick pillars. 

Posts 

Stone 

do 

do 




24 




do 




14 


Ammunition house 


do 




1-9 
20 


Bomb-proof storehouse 

Engine and pump house 

Store shed 


Brick and stone. . . 
Wood 




19 


do 


do 




16 


Boilnr and flilinp Tioiiaa 


do 


do 




21 


Storehouse 


do 


Brick pillars. 

Stone 

do 

do 




18 


Storehouse, north building 


do 




17 
15 


Storehouse, south building. . . 
Mine storehouse 


do 

Brick 




10 


Storing 1-pounder ammuni- 
tion. 
Storing black powder 


Wood 


Joists 

Stone 

Brick pillars. 

Stone 

do 




11 


do 




13 


Storing cordite 


.... do 




23 


Gunner's quarters 


do 




22 


Ordnanceman's quarters 


do 




25 


Office 


do 


Posts 

Stone and 
concrete. 

Piles 

do 

. ...do 




26 


Storehouse 


Stone, concrete, 
andsteel. 

Wood 






Government Landing, New- 
port, B. I. 

Waiting room, Government 

landing. 
Storehouse, custodian's office, 

etc. 
Bicycle shed 






do 

. ..do 
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Roof. 



Floor 
space. 



Cubic 
space. 



BnUt 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Concrete, tar, 
and gravel. 



do.... 



Galvanised 
iron. 



Shingle , 

".'."dS:::".;:: 

-...do 

Sheathed and 

covered wltli 

tin. 

....do „ 

Corrugated 

iron. 

Shjn^e 

Corrugated 

iron. 

Tar paper 

G a I V anized 

iron. 
Shingle 

Corrugated 
iron. 

do 

do 

do 

Sheet asbestos. 

do 

Shingle.... 



Sq.ft 
28,000 



43,000 



3,217 



2,600 
8,000 
3,000 
1,300 
7,500 



Cu.ft, 
4<K),0«ri 1910 



Slate 

do 

do 

do 

do 



Concrete, tar, 
and gravel. 



Shingle. 
Boards.. 
Tin.... 
Shhigle. 



.do.. 

.do.. 

-do.. 

-do., 
•-—do.. 

Tin 

SWngie. 



.-..do 

....do 

....do 

..-.do 

--.do 

Galvanised 
iron. 



-do 

-do 

.do 



680,000 



8,000 



22,000 



1,710 
2,272 

1,786 
3,441 

441 
216 

900 
216 



24 

24 

30 

2,700 



16,000 
14,200 
14,200 
5,600 
8,400 

4,200 



2,100 
1,200 



1916 



1910 



1902 



109,288.00 

92,912.00 
0,295.00 



30,000 1906 

30,000 1906 

20,700 1914 

75,000 



1905 



45,300 1905 
45,440 1911 



4,810.00 



109,288.00 

92,912.00 
6,205.00 



4,000.00 
5,350.00 
5,350.00 



$1,100.00 
1,000.00 
1,000.00 



100,288.00 

92,912.00 
6,295.00 



2,900.00 
4,350.00 
4,350.00 



11,673.00 



17,000 
62,800 

4,000 
1,724 

17,100 

2,000 

430,000 

430,000 

860,000 

144 

120 

180 

32,800 



204,000 

203,000 

203,000 

65,800 

125,000 

102, 100 



432 


6,200 


501 


4,000 


40 


360 


4,800 


43,200 


110 


1,050 


76 


650 


422 


4,860 


206 


2,060 


328 


2,450 


230 


1,600 


560 


7,280 


40 


360 


152 


1,620 


25 


200 


2,200 


22,000 


1,691 


14,000 


280 


2,620 


3,217 


38,000 



26,250 
15,000 
1,600 



4,300.00 



1905 
1902 

1902 
1904 

1902 
1902 
1902 

1905 
1905 
1902 
1907 
1907 
1914 



1913 



1914 



1902 
1904 
1880 
1798 
1894 
1894 



1893 
1894 
1894 

1894 
1894 
1890 
1890 
1894 
1916 



1906 
1906 
1916 



10,834.00 

4,300.00 

1,180.00 
3,000.00 

525.00 
100.00 

1,200.00 
200.00 



4,760.00 



284,861.00 



28,492.00 



6,076.00 

2,576.00 

400.00 



309.00 
476.00 



35.00 

36.00 

40.00 

4,760.00 



284,861.00 



28,492.00 



400.00 

300.00 

60.00 

6,000.00 
300.00 
160.00 
400.00 
200.00 
300.00 
260.00 

1,200.00 
160.00 

300.00 

100.00 

3,000.00 

2,600.00 

300.00 

3,500.00 



6,384.00 

2,576.00 

400.00 



2,000.00 

600.00 

300.00 
1,500.00 

300.00 
50.00 

400.00 
100.00 



4.00 

4.00 

4.00 

300.00 



4,000.00 



400.00 



100.00 
260.00 

30.00 

3,000.00 

180.00 

75.00 
200.00 
120.00 
160.00 
130.00 
400.00 

76.00 

160.00 

60.00 

1,500.00 

1,300.00 

150.00 



1,300.00 
600.00 



8,834.00< 

3,700.00 

880.00 
1,500.00 

225.00 
50.00 

800.00 

100.00 

20,000.00 

20,000.00 

43,000.00 

31.00 

31.00 

36.00 

4,460.00 



280,851.00 



28,092.00 



300.00 
60.00 
20.00 
2,000.00 
120.00 
75.00 
200.00 
80.00 
160.00 
120.00 
800.00 
76.00 

160.00 

60.00 

1,600.00 

1,200.00 

160.00 

3,500.00 



5,084.00 

1,976.00 

400.00 
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No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


A 


Navy f Md. 

Offiiwre' quartflrs 


Wood 


Stone, con- 
crete, and 
brick. 

Stone 

do. 

do 

do 

do 

do 

do 

Concrete.... 

do 

do 


Ft. in. 
58 6 

51 3 
51 
40 
40 
40 

44 
51 
60 
50 
50 
77 

200 
200 
200 

200 

200 
300 

300 
300 
234 

300 
350 
400 

301 6 

300 
300 
300 
04 

100 
300 

350 

105 

176 
115 
425 4 

68 
60 

45 
83 
12 

214 8 
30 
140 

30 
16 
63 

147 

89 11 

69 

165 
60 
65 

201 6 

60 

104 
200 

200 


Ft. in. 
55 

40 

27 6 

28 
22 

22 
33 
27 6 

23 
22 6 
22 6 
60 6 

105 
70 
60 

65 
65 
60 

105 3 
60 
60 
60 
60 
60 
80 

60 
60 
60 
36 

00 
06 

128 

60 

/ 102 

\ 31 

02 4 

88 

67 

50 
40 

51 6 
10 

131 
25 
50 

20 
16 
32 

80 

79 1 
45 9 

20 6 
40 
30 
96 

40 

45 

85 

85 


4 

4 

f 

4 

4 
4 

? 

4 
3 
4 
3 
3 

2 
2 

4 

1 
1 
3 
2 
2 
2 
1 

3 
3 
3 
2 

2 

1 

1 
2 

} » 

2 
3 
2 

f 

2 

1 
2 
2 

1 

1 
2 

1 

1 

1 
1 

1 
1 
1 
2 

1 

1 
1 

2 


Ft. in. 

34 

43 6 
32 
38 

35 
35 
35 

32 

33 


B 


do 


Brick 


C 
D 
E 
P 
O 
H 
I 


do 

do 

do 

do 

do 

do 

do 


do 

do 

do 

do 

do 

do 

do 


K 
L 


do 

do 


do 

do 


32 
32 


1 


Vacant 


!!..;do. . .... 


Stone 

do 

do 

do 


40 6 


2 
6 

7 


Storehouse 

Hull division offices 

Public works offices and 

storehouse. 
Storehouse 


do 

do 

do 


50 
43 6 
42 


8 


do 


do. 


32 




10 


do 

Hull division shops, machin- 
ery division, boiler room. 

Smlthory and foundry 

Sheet metal shop 

Patterns, storeroom 

Electrical school, lunch room . 

Timber shed 

do 

Clearing house for manufac- 
tured material. 

Offices and laboratory 


do I 

Stone 


do 

do 


32 
40 0; 


11 


Brick 


do 


1 
24 61 


12 
13 
14 
16 
16 
20 


do 

do 

do 

do..... 

do 

do 


do 

do 

do 

do 

do 

do 


24 

44 6 
31 
26 
26 

25 6 

45 

44 

45 


22 


do 


Concrete 

do 


23 


Offices and storehouse 


do 


24 


do 


do 


do 


25 


PaintShop 


Steel and corru- 
gated iron. 
Steel and brick.... 
do 


do 

do 

do 

Stone 

Concrete.... 

do 


26 


27 


Office building 


33 
52 

31 6 

31 

40 

30 6 

40 

25 6 
35 6 


28 




20 


Foundry ......^.^ ^ ^ . 


do 


30 


Pattern shop 


do 


31 


Clothing factory 


do . .. 


32 


Stables 


Brick 


Stone 

Concrete.... 

Stone 

do 


33 


Storehouse \. 


do 


34 


Chemical laboratory 


do 


35 


Miscellaneous stores 


do 


36 
37 


Guardhouse and labor board. . 

Yardmaster and garage 

Scales 


do 

do 


do 

Concrete 


35 
20 


40 


Wood 


10 

33 
23 
15 

10 0| 
36 
15 

22 

15 6 

7 6 

8 

16 
15 
29 6 

14 

12 

17 

34 


41 


Central power plant 


Steel and brick."... 
Brick 


Concrete 

Stone 

Concrete 

do 


43 


Pitch house 


44 


Shipwright's shed 


Steel 


45 


rrpTnatory 


do 


50 


Sawdust vault 


Brick 


do 


60 


Office, huU division, wash- 
house. 

Storehouse, electrical substa- 
tion. 

Condemned stores 


do 


do 


64 


Wood 


Earth 

do 

Concrete 

Earth 

Concrete 

Stone 

do 


64a 


do 


65 


Boiler house 


do 


66 


Foundry shed 


do 


69 


Air hose repahr ^op 


Brick and steel.... 
Brick 


74 


Police station 


75 


Pattern storehouse 


do 


87 


Inflammable oil house 

Cart shed 


Steel 


Concrete 

Stone 

Concrete 

do 


112 


Wood 


114 


Bending shed 


Steel 


115 


Electrical substation, plate 
shop mold loft. 


Steel and brick.... 
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NBW TOBK, N. T. 



Roof. 



Tin. 



..do , 

..do , 

..do 

..do 

..do , 

..do 

..do , 

..do 

do 

do 

do 

do 

do 

do 

do 

do 

Tin, tar, and 
gravel. 

....do 

Tin 

Slate 

, do.. 

, Slate and tJn.. 

I do 

.do 



Tin 

•-■••do ; 

Tin and iron . . 

Corrugated 
iron. 

Slate 

Slate on con- 
crete. 

Oalvanised 
iron. 

Slate on con- 
crete. 

Tin 



Slate 

/Slate on con- 
\ Crete. 

Tin 

...do :::. 

...do 

-•..do 

Tar.... 
Plastic stoto... 

Slate , 

Corrugated 
steel. 

Ti-^: 

Slate... ■;'.;*.; 



Tin. 



--.do 

Corrugated 
steel. 

-...do 

Tin. 

Slate.*.::".":* 

Tin and Bar- 
rett. 
Corrugated 

Tin 

Corrugated 

Tin 



Floor 
space. 



I', 200 



6,600 

4,370 

4,300 

3,560 

3,560 

3,665 

4,370 

4,650 

4,200 

4,200 

8,620 

124,126 

38,800 

32,928 

23,912 
24,428 
53,360 

42,900 
16,830 
41,700 
35,500 
36,500 
41,700 
24,000 

50,600 

46,660 

50,600 

7,000 

13,000 
30,450 

41,500 

22,400 

43,200 

13,200 

[l04,400 

2,825 
4,675 
5,500 
7,760 
100 
32,209 
1,300 
6,800 

1,300 

400 

1, 

11,480 

7,000 
3,060 

3,000 

2,300 

1,680 

18,440 

2,300 

4,680 
16,630 

32,700 



Cubic 



Cu.ft. 
104,200 



85,400 
50,600 
49,250 
40,480 
40,480 
47,564 
50,600 
50,940 
48,376 
48,375 
118,000 
890,500 
686,009 
594,000 

520,000 

520,000 

1,155,000 

1,342,000 
576,000 
674,620 
720,000 
609,000 
696,000 
895,300 

945,000 
927,500 
945,000 
113,600 

274,000 
1,332,000 

1,443,000 

462,100 

567,200 

271,000 

1,519,500 

51,500 

105,050 

71,100 

110,800 

1,200 

1,110,950 

20,250 

159,250 

16,510 
9,280 

43,800 

368,600 

120,900 
47,200 

83,400 

55,600 

38,000 

244,600 

50,300 

73,700 
520,200 

784,100 



Built. 



1872 
1881 
1873 
1864 
1864 
1864 
1881 
1880 
1901 
1901 
1873 
1867 
1873 
1873 

1873 
1873 
1873 

1873 
1873 
1864 



1855 
1855 
1865 

1901 
1903 
1899 



1899 
1899 

1865 

1899 

1898 
1873 
1899 



1874 

i898' 

i896' 

1895 
1899 
1889 

1898 
1899* 



1897 
1897 



1895 



1882 
1895 



1898 



Cost. 



12,886.00 



$10,155.00 
8,500.00 
7,706.00 
7,706.00 



306,677.00 
40,975.00 



205,900.00 

97,000.00 

100,000.00 

73,000.00 

8,900.00 

37,000.00 



227,596.00 
37,000.00 

40,467.00 

35,355.00 

151,329.00 

2,500.00 
22,500.00 
49,309.00 
14,442.00 



Addi- 
tkms. 



Cost to 
duplicate. 



1,500.00 



3,210.00 

23,995.00 

1,725.00 

960.00 



46,144.82 
5,856.31 



53,371.0093,000.00 
1,000.00 
6,534.00 



5,634.00 
1,400.00 
5,000.00 



1,200.00 

1,200.00 
2,000.00 

8,471.00 
7,500.00 
7,500.00 
17,000.00 

4,575.00 

800.00 
20,000.00 

39,000.00 



3,500.00 



$18,000.00 



17,300.00 

11,000.00 

10,000.00 

8,000.00 

8,000.00 

10,100.00 

10,500.00 

10,400.00 

8,400.00 

8,400.00 

22,200.00 

322,000.00 

80,000.00 

71,200.00 

62,400.00 
52,000.00 
288,647.00 

115,335.00 
32,580.00 
04,022.00 
76,100.00 
37,800.00 
43,800.00 
71,624.00 

106,320.00 

132,095.00 

94,425.00 

7,810.00 

37,900.00 
101,000.00 

193,300.00 

46,210.00 

79,400.00 

32,500.00 

202,944.82 

10,076.31 

18,450.00 

16,000.00 

14,000.00 

120.00 

146,371.00 

1,960.00 

5,760.00 

4,000.00 
1,470.00 
5,922.00 

3,822.00 

1,665.00 
2,800.00 

8,000.00 
7,500.00 
4,200.00 
18,500.00 

5,000.00 

1,400.00 
23,500.00 

39,700.00 



Deteriora- 
tion. 



18,000.00 



6,300.00 

4,000.00 

3,000.00 

3,500.00 

3,500.00 

4,600.00 

3,200.00 

2,200.00 

850.00 

850.00 

15,600.00 

100,000.00 

39,000.00 

6,500.00 

8,400.00 
7,300.00 
11,747.00 

13,835.00 
4,580.00 
42,482.00 
28,100.00 
17,800.00 
22,200.00 
32,948.00 

10,110.00 
10,800.00 
14,700.00 
1,850.00 

4,100.00 
50,000.00 

53,300.00 

6,210.00 

15,400.00 

10,500.00 

15,800.00 

520.00 

8,450.00 

7,000.00 

4,000.00 

40.00 

20,000.00 

960.00 

1,000.00 

1,000.00 

170.00 

3,422.00 

2,522.00 

656.00 
2,000.00 

2,400.00 

1,800.00 

2,200.00 

14,000.00 

2,000.00 

700.00 
4,000.00 

5,700.00 



Present 
value. 



$10,000.00 



11,000. 

7,000.00 

7,000.00 

4,500.00 

4,500.00 

5,500.00 

7,300.00 

8,200.00 

7,650.00 

7,550.00 

6,600.00 

222,000.00 

50,000.00 

64,700.00 

64,000.00 

44,700.00 

276,900.00 

101,600. 
28,000.00 
51,640.00 
48,000.00 
30,000.00 
21,600.00 
38,676.00 

98,210.00 

121,295.00 

79,725.00 

6,960.00 

33,800.00 
51,000.00 

140,000.00 

40,000.00 

64,000.00 

22,000.00 

187,144.82 

9,556.31 
10,009.00 
9,000.00 
10,000.00 
80.00 
126,371.00 
1,000.00 
4,760.00 

3,000.00 
1,300.00 
2,500.00 

1,300.00 

1,000.00 
800.00 

600.00 
5,700.00 
2,000.00 
4,500.00 



3,000.00 87 



700.00 
19,500.00 

34,000.00 



No. 



B 
C 
D 
E 
F 
G 
H 
I 
K 
L 
1 
3 
6 
7 

8 

10 

11 
13 
13 
14 
15 
16 
30 

23 
33 
34 
35 

37 



30 
30 

31 

83 

33 

34 
35 
36 
87 
40 
41 
43 
44 

45 
50 
60 

64 

64a 
66 

66 
69 
74 
75 



U3 
114 



116 
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No. 



116 

117 
120 
121 
123 
123 
124 

125 
126 
127 

128 

129 
130 

131 



132 



134 
135 
138 
200 
201 
202 
203 
204 
205 
206 
207 
210 
211 

212 
213 
214 
215 



216 

217 

219 
220 
221 
222 

223 
224 

225 



91 

92 

93 

94 

334 

335 

336 

337 

338 

339 

340 

341 

342 

346 

425 



Structure. 



NftTf yard— <>)ntiniied. 

Motor generator house; steel 
storehouse layout shed. 

Mold loft and punch shed 

Oil and varnish storehouse. . . 

Pay office and auction room. . 

Dispensary 

Storeroom and office 

Pump well and motor gene- 
rator house. 

Pump well 

Offices and storehouse 

Boat shop, motor generator 
house. 

Machine shop, manufacturing 
department. 

Coalmg plant 

Storehouse and receiving ship 
offices. 

Riggers and shipwright's 
shop, electrical machine 
shop, motor generator 
house. 

Locomotive house 



Commandant's stable — 

Band stand 

do 

Watch house 

Gatehouse, Sands Street. 
Latrine 



.do. 



do... 

do... 

do... 

do... 

do... 
Oil tank. 
....do... 



Latrine 

Rifle range... 
Timber shed. 
Prison 



Plumbers' stores, heating 

plant. 
Oil tank house 



Disinfecting house 

Radio station 

Cement storehouse 

Motor generator house.. 



.do. 
.do. 



Storehouse and forge shed. . 
Total 



Marine barracks. 

Barracks 

Commandant's residence 

Officers' quarters 

Gatehouse 

Stable and coal house 

Storehouse 



Paint shop. 

Laundry, Doller house, latrine 

Rifle range. . 

Wagon shed. 

Coal shed 

Electricians and plumbers. . . 
Stable and carpenters 
Coal and wooa shed. . 
Post exchange 



Total. 



Material. 



Steel 

Brick and steel.. 

do 

do 

do 

....do 

do 



Brick 

do 

Brick and steel.. 



.do. 



Concrete and steel. 
Brick 



Brick and steel. 



Terra cotta 
concrete. 

Brick 

Wood 

..-.do 

Brick 

do. 



and 



Terracotta 

....do 

do , 

....do 

Brick 

Terracotta , 

Brick and steel.. 

Brick 

....do 



Terracotta 

Brick 

Wood 

Brick, concrete, 
and stone. 



Steel 

Steel and brick.. 



Wood 

Wood and cemoit. 
Steel and cement. . 
Corrugated steel... 



do 

Corrugated steel 

and asbestos. 
Wood 



Brick.. 

do.. 

do., 

do.. 

Wood.. 
.....do.. 

do.. 

Brick.. 
Wood.. 

do.. 

do.. 

Brick.. 

do. 

Wood.. 
Brick.. 



Foundation. Length. Width, f^ ^i^J 



Concrete. 



.do... 

.do 

.do 

.do 

.do 

-do 



.do. 
.do. 
.do. 

.do. 



.do. 
.do. 



..do.. 



.do. 



Stone 

do 

do 

do 

Concrete 

do , 

do 

do , 

do 

do 

do 

do 

do 

do 



do... 

do... 

Wood.... 
Concrete. 



.do. 

.do. 

.do. 
.do. 
.do. 
.do. 

.do. 
.do. 



Wood. 



Stone 

do.... 

do.... 

do.... 



Concrete. . 



Ft. in. 
308 

152 
300 

70 

64 
100 

3d 



64 
200 
300 



430 350 



380 
300 



375 



155 4 

55 8 

16 

37 

14 

80 

45 

55 

40 

40 

40 



21 
60 

30 

73 

47 6 

206 

316 

87 4 



26 

32 8 

35 

35 

73 

20 10 

31 

26 

120 



460 
48 





126 

60 

18 

50 

80 

85 

15 

20 

25 

30 

46 
100 



Ft. in 

60 

85 

60 
50 

63 6 
86 



80 
100 



64 
60 



65 



61 4 

29 6 
16 
8 6 
8 
22 
24 









18 
18 
18 
18 
18 
20 
12 
15 

19 

32 

36 

44 2 



20 

27 

35 

25 

51 

12 

25 

12 

85 



43 
48 
48 
36 
30 
18 
8 
25 
10 
12 
10 
20 
20 
15 
40 
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NEW YORK, N. Y.-^^ontinued. 



Roof. 



Corrugated 

steeL 

do 

do 

Tin 

do 

Slate 

Concrete aiid 

steel. 

....do 

Slate 

Tin 

Slate on con- 
crete. 

Tar 

Slate 

...do 



do 



Tin 

do 

do 

Slate 

Tin 

do '/.; 

do 

do 

do 

do 

.....do : 

Skylight glass. 

Concrete . 

Corrugated 
steel. 

Concrete , 

Tin.... 

Rultwroid 

Corrugated 
steel on oon- 
Tin... 



Floor 
space. 



Sq.ft. 
18,300 

24, goo 

34,330 
6,450 
4,050 

10,530 
1,530 



3,420 
62,140 
87, 340 2; 452; 



71,800 
1,160,000 
" -1,500 



81,800 

21,800 
34,450 

77,120 



4,176,500 

1,478,900 
090,800 

2,622,100 



Corrugated 

Slag 

BhnurlQg 

wooa.?;::':: 

Corrugated 
steel. 

do 

do 



Wood. 



Tin. 



..do.. 
..do., 
-do.. 



Tin. 



Tarandsla^. 



8,830 

1,980 
200 
230 
100 

2,940 
990 
920 
640 
640 
640 
330 

1,050 
280 
840 

810 
6,150 
11,375 
21,000 



476 
770 

1,160 
820 

3,600 
250 

725 
300 

7,500 



36,270 
8,200 

17,330 
6,270 
3,000 



2,000 
850 



Cubic 
space. 



Cu.ft. 
551,000 

604,000 
747,000 
118,100 

60,600 
433,200 

30,300 



360,300 

27,500 
5,100 
3,800 
1,100 
49,100 
15,100 
14,400 
10,100 
10,100 
10,100 
6,700 
15,070 
3,400 
15,300 

13,100 

79,700 

284,400 

218,000 



8,840 

17,650 

15,925 

13,329 

76,400 

2,950 

9,800 
3,740 

157,800 



568,800 
110,600 
233,200 
216,800 
30,000 



30,000 
8,500 



T 



14,630 



212,000 



Buat. 



1903 

1809 
1809 
1900 
1900 
1900 
1900 

1903 
1904 
1904 

1899 

1903 
1905 

1904 



1906 



1872 
1872 
1864 
1895 
1897 
1897 
1898 
1896 
1899 
1898 
1809 
1902 
1900 

1907 
1906 



1906 

1906 

1906 

1907 
1907 



1909 



1909 
1909 



1909 



1858 
1868 
1868 



1908 



Cost. 



Addi- 
tions. 



127,500.00 

35,000.00 
68,300.00> 
19,127.00, 
14,872.00< 
45,640.00 
10,000.00 

22,320.00 
157,400.00 
185,000.00 

392,194.00 

157,728.69 
90,000.00 

165,600.00 



30,000.00 



12,500.00 



23,720.00 



2,500.00 
5,500.00 

6,225.00 
18,000.00 



50,000.00 



2,000.00 
4,800.00 



800.00 

1,800.00 
850.00 

7,600.00 



111,600.00 
20,000.00 



10,000.00 



40,000.00 



2,484.30 



9,100.00 



Cost to 
duplicate. 



IT, 500. 00 

36,600.00 
73,800.00 
19,600.00 
14,900.00 
50,600.00 
10,000.00 

22,320.00 
202,680.00 
194,400.00 

397,500.00 

157,728.69 
92,600.00 

170,314.30 



33,000.00 

5,000.00 

176.00 

150.00 

900.00 

23,720.00 

2,570.00 

2,440.00 

1,710.00 

1,710.00 

2,060.00 

2,660.00 

2,960.00 

2.500.00 

3,000.00 

2,220.00 
18,000.00 

6,700.00 
26,600.00 



2,000.00 

6,300.00 

2,500.00 

4,723.00 

12,000.00 

800.00 

1,800.00 
850.00 

7,500.00 



111,800.00 

22,300.00 

46,300.00 

19,100.00 

1,000.00 

300.00 

400.00 

600.00 

400.00 

100.00 

100.00 

700.00 

1,000.00 

400.00 

40,000.00 



Deteriora- 
tions. 



12,000.00 

4,000.00 
8,100.00 
2,000.00 
1,500.00 
6,100.00 
2,500.00 

5,320.00 
18,240.00 
15,400.00 



43,500.00 354,000.00 



37,223.97 
4,700.00 

10,030.00 



2,000.00 

1,000.00 

76.00 

100.00 

600.00 

3,720.00 
370.00 
340.00 
210.00 
210.00 
250.00 
300.00 
300.00 
800.00 
300.00 

120.00 
1,100.00 

900.00 
2,600.00 



200.00 

^.00 

150.00 

472.00 

4,000.00 



61,800.00 

8,300.00 

25,300.00 

11,100.00 

250.00 

75.00 

100.00 

120.00 

133.33 

33.33 

25.00 

176.00 

333.34 

100.00 



Present 
value. 



125,500.00 116 

32,600.00 
66,700.00 
17,600.00 
13,400.00 
46,500.00 
7,500.00 

17,000.00 
184,440.00 
179,000.00 



No. 



120,504.72 
87,900.00 

160,284.30 



31,000.00 

4,000.00 

100.00 

60.00' 

300.00 

20,000.001 

2,200.00 

2,100.00 

1,500.00 

1,600.00 

1,800.00 

2,260.00 

2,660.00 

1,700.00 

2,700.00 

2,100.00 
16, COO. 00 

4,800.00 
24,000.00 



1,800.00 

4,800.00 

2,350.00 

4,261.00 

8,000.00 

800.00 

1,800.00 
850.00 

7,600.00 



3,666,868.15 



60,000.00 

14,000.00 

20,000.00 

8,000.00 

750.00 

225.00 

300.00 

480.00 

266.67 

66.67 

75.00 

526.001 

6fi6.66| 

300.00: 

40,000.00 
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CharaeUr, value, and eondUion of huUdings 
NEW YORK, N. Y.-Contlnued. 



m. 


Bimrturo. 


MslfTlaJ. 


FoundailQii. 


Lmctb. 


WWth. 


Sto- 
ries. 






05 


Hospital 


Brick and stone... 
do 


Stone 

Concrete.... 

Stone 

Concrete.... 

Concrete and 

rubble. 
Concrete.... 

do 


FL in. 
196 
128 
05 
75 

98 

80 

28 
68 6 
50 
27 

118 4 
75 
40 
46 

200 
30 
80 

52 
35 
25 
150 
40 
40 


Ft. I*. 
132 
54 

45 

46 

48 

30 

23 
40 
85 
82 
26 2 
25 
22 
46 
16 
18 
60 

30 
25 
15 
63 
30 
30 


f 


rt. in 
44 

48 
27 
33 

30 

13 4 

15 4 

26 ( 
20 ( 
23 ( 
13 ( 
25 2 

27 C 
47 

25 

13 C 

14 

15 
12 
10 

26 3 
25 
25 




96a 


HnffpltnJ Annex 





96 


Unobcupied 


Brick 


A 


97 
98 


Quarters medical oiBoer in 
command. 

Bag bouse 


do 

Stone 







99 


Brick 


[> 


100 


Unoccupied 


do 




101 
103 


Female nurses' quarters 

Hospital stable 


do 

do 


do 

Stone 

do.... 




104 


Qatebouse 


do.... 




107 




do 


do 

do 




109 


Stable, medical supply depot. 
Kltcben building... . ......... 


do 




260 


do 


do 




251 
252 


Court building.. ~. 

s^in corridor 


do 

Wood 


do 

do 




253 


Mortuary 


Brick.. 


do.... 




255 


Coalsbed 


Wood 

Brick 


do 

do 




426 


Lumber shed 




427 

428 


Henhouse 

Cowshed 


do 

do 


do 

do 




442 


Medical supply depot 


do 


Brick 

do 




443 


Surgeon's qiuurters 


Wood 




444 


do 


do 






Total 










Naral marasine, lona 
MagaEineNo. I,**...,.. 


Brick 


Stone 

do 


150 

150 

150 

150 

75 

75 

75 

200 

200 

200 

200 

200 

200 

200 

50 

18 

200 

200 

155 6 

53 10 

33 
100 4 

42 
41 
112 
32 8 
30 
36 8 
62 8 

16 
20 6 

56 6 
56 6 
56 6 
56 6 
60 
30 
30 
30 
30 
80 


50 
50 
50 
50 
50 
50 
50 
50 
50 
60 
50 
50 
50 
50 

25 

14 
50 
50 

42 

37 

23 
40 6 

22 
40 

26 
37 4 
16 

43 
26 8 

19 10 

15 

29 4 
29 4 
29 4 
29 4 

20 
20 
20 
20 
20 
20 


1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
2 

1 

2 

1 
1 

1 
2 
1 
1 
1 
2 
2 

1 
1 

2 
2 
2 
2 
1 
1 
1 
1 
1 
1 


15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 

15 6 
10 
10 
25 2 
25 2 

/ 30 
\ 16 9 

/ 11 ^ 
\ 23 10 

12 

16 

13 

14 
12 
12 

9 2 

22 
21 

15 
8 

23 2 
23 2 
23 2 
23 2 






Magazine No. 2.. ....,....:.. 


do 






Mnk;ailne No, 3,... 

Miii^Ji^'rae Nq. 4., ♦....** 

MiiL^^.'lnn No. 5.. 

Mri'^tt^ine No, fl,*. 

Mfi-jii'iTiR No. 7 ...... + 


do 


do 






do 

do 

do 

Concrete 

Brick 


do 

do 

do 

do 

do 






Fixed aniiiiuDiUonlitraseNo. 1 
Fixed ammunltlonhouse No. 2 
Fixed ammunition house No. 3 
Shell house No. 1 






do 

do 

do 


do 

do 

do 






Shell house No. 2 


do 


do 






Shell house No. 3 


do *" 


do 






Shell house No. 4 


do 


do 






Primer house 


Concrete.... 


do 






High-explosive house 


do 


do 






Storehouse No. 1 


Brick 


do 






Storehouse No. 2 


do 


do 






Power house 


do 


do 






Stable 


do 


do 






Ice house 


Wood 


do 






Shipping house 


Iron 


Timber and 
stone. 

Stone 

do 






Test house 


Brick 






Administration building 

Marine barracks 


Stone 






Brick 


do 






Locomotive house 


do 


do 






Paint shop 


do 


do 






Commancnng officer's quarters 
T in shop 


....do 


do 






do 


Stone and 
concrete. 

Stone 

Stone and 
brick. 

Stone 

do 






Pump house (dock) 


do 






Pumn house f Dond) . 


....do 






Quarters No. 1 


do 






Cottage No. 2 


do 






Cottage No. 3 


do 


do 






Cottage No. 4 


do 


do 






Filling house No. 1 


Wood 


Brick 

.. .do 






Filling house No. 2 


do 






Filling house No. 3 


do 


do 






Filling house No. 4 

Filling house No. 5 


do 

do 


do 

do 






Filling house No. 6 


do 


do 
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at the end o/thefiical year 1915. 

NEW YORK, N. Y.-Cont!imed. 



Boof. 



Floor 

SpftC6. 



Cubic 

SpftC6. 



Buac. 



C^tost. 









\eJiM. 



No, 



Tin 

....do 

....do 

....do 

do 

Corragated 

steel. 

Tin 

....do 

....do 

do 

do 

Slate 

Tin 

do 

do 

do 

Corrugated 

Steel. 

Slate 

Tin 

....do 

Conerete 

Tin 

I do 



Sq.ft. 
07,860 
27,960 
13,800 
13,800 

14,112 



Cu.H. 

926,016 

372,576 

84,700 

99,000 



l«5a 
tS64 



113,973.00 



I 

1331,500 CO llfta.ft'M). OP 
41,600,00 4J&t.0t 

Hil,000.00 

IP.SOO.iM, 



141,120 m& 



900 11,700 



7150 
4,900 
4,900 
3,500 
1,728 
3,096 
3,750 
6,348 
8,000 

450 
4,000 

1,560 

875 

375 

37,800 

2,400 

2,400 



18QI 

igm 

IfllO 

1«W 
1P97 
18^ 



4,125 

4,125 
60,700 
70,006 
20,304 
41,796 
98,100 
99,452l 1«0i5 
45,000 1697 

5,850| IBIO 
56,000 1901 

23,400; 1003 
10,5001... ,. 
3,750...... 

247,9281 1905 
30,000 10(3 
30,000 1905 



FS,917,41 



3,9Q1).0C^ 
7,33S.24 



309,66 



Slate 

...do... 
....do..., 
....do... 
— do..., 

Tin 

....do 

....do... 
....do... 
....do... 
....do... 
....do... 
....do... 
....do... 

Slate 

Tin 

do... 

....do... 

Slate 

Tin 

do... 

Iron 

Slate 

Tin 

Slate 

do... 

do... 

....do... 
Tin 

Slate 

do... 

do... 

do... 

do... 

do... 

Tin 

do... 

do... 

do... 

do... 

do... 



6,763 
6,763 
6,763 
6,763 
3,254 
3,254 
3,254 
9,481 
9,481 
9,481 
9,627 
9,627 
9,627 
9,627 
1,136 
221 
18,204 
18,204 

7,706 

1,770 

651 
3,743 

721 
2,178 
2,568 
1,059 

421 
2,085 
2,880 

252 
291 

2,741 

2,741 

2,741 

2,741 

1,116 

558 

558 

558 

558 

568 



104,835] 1902 



104,835 
104,835 
104,835 
50,438 
50,438 
50,438 
146,967 



93. 9!^. 4^ 
9,957.15 
9,957.15 



!i.300.no 
3,300.00 
13,140.00, 
7,7W.m 
2,0%.00! 

I2,3eo.oo. 

10,7^1. 00 
13,500.00 

2,n£3.5f)' 

4,000. DQ| 
7,33S.34l 

500. on' 
ea,^so.4'4i 

9,957.15 

,„,!. 



I 



1902 
1902 
1902 
1903 
1903 
1908 
1902 



146,967! 1903 
140,967] 1910 
149,2221 1902 
149,222 1902 
149,222' 1902 
149,2221 1902 
11,360 1910 
2,210; 1902 
224,758 1902 
224,758 1902 

162,047| 1902 

19,197| 1908 

7,812 1902 
52,402| 1902 

9,373' 1902 
6,089 1902 
31,602 1909 
12,718 1902 
3,865 1907 
19,136 1902 
28,800| 1902 

3,780 1905 
2,328 1902 



24,187 

24,187 

24, 187 

24,187 

9,304 

4,652 

4,652 

4,652 

4,652 

4,652 



1902 
1902 
1902 
1902 
1904 
1904 
1906 
1906 
1908 
1908 



20,620.29 

20,603.35 

20,603.36 

20,651.84 

7,374.41 

7,374.41 

15,000.00 

21,794.22 

21,794.22 

19,690.82 

19,890.40 

19,890.40 

19,890.40 

19,890.40 

600.00 

099.46 

38,404.51 

38,404.51 

25,714.18 

3,354.41 

1,316.89 
9,000.00 

3,017.30 

8,148.72 
10,000.00 

2,319.89 

750.00 

15,290.84 

1,997.69 

1,217.00 
1,394.40 

12,747.97 
12,747.97 
12,747.97 
12,747.97 
1,059.87 
1,050.88 



1,079.77 



997.00 



800.00 



3,846.89 



1,000.00 
1,000.00 



20,000.00 
20,000.00! 
20,000.00 
20,000.00 
•7,600.00 

7,600.00 
10,000.00 
20,000.00 
20,000.00 
20,000.00 
20,000.00 
20,000.00 
20,000.00 
20,000.00 

1,000.00 

600.00 

35,000.00 

35,000.00 

27,000.00 

3,500.00 

1,200.00 
9,000.00 

4,000.00 

7,600.00 
10,000.00 

3,000.00 

750.00 

15,000.00 

6,000.00 

1,200.00 
1,200.00 

10,000.00 

10,000.00 

10,000.00 

10,000.00 

750.00 

750.00; 

750.00 

750.00 

750.00 

750.00 



ti,WK).O0 
7,920.00 



35,280.00' 8,830.00 
2,340.00' J,170.( 



2,200.00 
2,300.00 

140.00 
3,700.00 

730,00 
4.3flO.OO 
5h395.^ 
4,574.79 
4,050.00 

800,00 

14fi.7G 

5(H,n0 

2.W.00 

<i,579,30 

1,49^.57 

1.493,67 



37,740.00 
11,^30.00 
2)6,41)0.00 

1,100,00 
1,100.00 

i7,(X]<Lao 

8,000.00 

:t,:m5,ao 

fl,4.Vl.flO 
2, (WO. 00 
3,200,00 

7,im,4W 
3*5.00 

2rio,oo 

fi7,U0. tft 
S,4tf*. 58 



aa4,W7.27 



2,000.00 

2,000.00 

2,000.00 

2,000.00 

675.00 

675.00 

400.00 

2,000.00 

1,400.00 

200.00 

2,000.00 

2,000.00 

2,000.00 

2,000.00 



60.00 
3,500.00 
3,600.00 

2,700.00 

280.00 

100.00 
810.00 

270.00' 
675.001 
300.00, 
300.00 
50.00 
1.350.00 
600.00 



72.00 
100.00 



900.00 

900.00 

900.00! 

900.00, 

60.00 

50.00 

35.00 

35.00 

30.001 

30.00] 



18,000.00 

18,000.00 

18,000.00 

18,000.00 

6,826.00 

6,825.00 

9,600.00 

18,000.00 

18,600.00 

19,800.00 

18,000.00 

18,000.00 

18,000.00 

18,000.00 

1,000.00 

540.00 

31,500.00 

31,600.00 

24,300.00 

3,220.00 

1,100.00 
8,190.00 

3,730.00 
6,825.001 
9,700.00 
2,700.00 
700.00 
13,660.00 
6,400.00 

1,128.00 
1,100.00 

9,100.00 

9,100.00 

9,100.00 

9,100.00 

700.00 

700.00 

715.00 

716.00 

720.00' 

720.001 



96 



»6 
07 



100 
100 
101 
103 
104 
107 
100 
2&1 
253 
^3 



49» 

438 
443 
443 
444 



33861—1 
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Character y value ^ and condition of buildings 
NEW YORK, N. Y.— Continued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




Naval nagaslBe, losa 

iBlaad-Contd. 

Unfusing and unloading plant 
Hose house No. 1 


Brick and con- 
crete. 
Brick 


Rock and 
concrete. 

Concrete 

do 

do 


Ft. in. 
0) 

10 
10 
10 
12 

14 
9 

10 
12 
8 
7 
7 
19 4 

15 


Ft. in. 
0) 

9 
9 
9 
10 
12 
16 
9 
10 7 
16 


1 


Ft. in. 
9 

6 6 
6 8 

6 8 

7 6 

8 
7 

7 6 

6 6 

8 

7 6 
7 6 

10 
6 7 




Hose house No. 2 

Hose house No. 3 


do 

do 




Hose house No. 4 


do.. 


do 




Hose house No. 6 


do 


do 




Hose house No. 6 

Hose house No. 7 


do 

do 


do 

... .do . 




Hose house No. 8 

Hose house No. 9 


do 

Concrete 


do 

do 




Toilet No. 1 


do 


do... . 


9 0| 1 

9 1 

30 0^ 1 




Toilet No. 2 


do. 


do 




Paint shop (old) 


Wood 


Timber 




Sewing house 


do 


12 


1 




Total 








Naral magazine, Dorer, N.J. 

M .^'E.-No. 1 


Brick 


Stone 

do... 


150 
200 
75 
75 
75 
75 

75 
52 

76 

76 

18 

18 
75 
100 
200 
100 
200 
200 
83 

42 
/«54 
\ 61 6 
32 4 
44 10 
66 10 
66 10 
65 10 
30 
30 

30 
103 

47 6 
16 
20 
16 
20 
6 

10 
16 
32 
18 

11 

31 
47 
23 


50 
50 
40 
40 
40 
40 
40 
20 
40 

40 

14 

14 

40 

25 
50 

26 
50 
50 

22 

39 
S53 4 
43 4 
18 
38 2 
29 4 
29 4 
29 4 
16 
16 
16 
25 

41 
12 
18 
16 
18 

5 

8 
16 
16 
11 

9 
16 
16 

23 


i 

2 
2 
2 
2 
2 
2 
2 


15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
15 6 
9 6 
15 6 

15 6 
8 10 

8 10 

16 6 
12 
16 6 
12 
22 
26 
12 6 

10 
30 
16 9 
10 6 
22 7 
22 
22 
22 
18 
18 
18 
10 
18 
6 

9 
9 
9 
8 

8 
12 
16 6 

9 
9 

10 
10 
10 9 




M (No.2 


do 




M (No.3 

M (No.4 

M (No. 6 


do 

do 

do... 


do 

do 

do 




M iNo. 6 

M iNo. 7 


do 

do... 


do 

do 




Sc onmagaslne 

Fi imunltlon house No. 
1. 

2. 
High explosive house No. 1.. 

High explosive house No. 2. . 
High ejcploslve house No. 3. . 

Drying house 

Shell house No. 1 

Shell house No. 2 


do 

do 

do 

Cement on metal 
lath. 

do 

Brick 

do 

do 

do 


do 

do 

do 

.....do 

do 

do 

do 

do 

do 




Storehouse No. 1 

Storehouse No. 2 

Blacksmith and carpenter 

shop. 
Admmistration building . . . 


do 

do 

do...- 


do 

do 

do... 




do 


do 

do 

do 

do 

do 

do 

do 

do 




/Power house and machine 
\ shop. 
Locomotive house 


)-f 

do 




Quarters for gunner in charge . 

Quarters No. 1 (double) 

Quarters No. 2 (double) 

Quarters No. 3 (double) 

Quarters No. 4 (single) 

Quarters No. 5 (single) 

Quarters No. 6 (single) 

Marine barracks 


do 

do 

do 

do 

Frame 




do 

do 

Brick 

do 


do 

do 

do 

do 

Piles 

Stone 

do 

do 

do 




Stable 




Laboratory 


FraTne 




Fuse house 


do 




T<x)l house 


do 




Tackle house 


do 




Hose houses (13) 


Brick 




Hose houses (4) 


Frame 


do 




Icehouse No. 1 


do 


do 




Ice house No. 2 


do 


... .do 




Pump house No. 1 


do 


do 





Pump house No. 2 

Filling house No. 1 


do 

do 


do 

do 

do 




Filling house No. 2 


do 


Stone crusher house 


do 


do 


Total 






Grand total 






















1 







'Irregular. 
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at the end of the fiscal year 1915 — Continued. 

NEW YORK, N. Y.-Contlnued. 



Roof. 



Tin. 



Slate.... 
....do.. 
....do.. 
....do.. 
....do.. 
....do.. 
....do.. 
....do., 
.-..do.. 

Tin 

....do.. 
Canvas.. 
Slate.... 



Slate 

...do 

Tin 

....do 

Asbestos... 

do 

do 

Slate 

Tin 



....do.. 

Slate... 



do 

Asbestos 

Tin 

do 

--..do 

Slate 

do 

do 

do 

[....do 

do 

do 

do 

do 

do 

Tin 

Slate 

do 

do 

do 

Tin 

....do 

— do 

-...do 

Slate 

...do 

Shingles 

-•-do 

Slate 

do 

Tin 

■•-..do 

Slate 



Floor 
space. 



Sq.ft. 
1,246 

66 
66 
66 
80 

115 
91 
66 
88 

111 
48 
48 

680 

216 



6,785 
9,341 
2,610 
2,610 
2,700 
2,700 
2,700 
969 
2,610 

2,610 

221 

221 
2,700 
2,376 
9,951 
2,376 
18,800 
18,800 
1,848 

1,638 

6,420 

422 

2,942 

3,190 

3,190 

3,190 

960 

960 

960 

2,241 

4,379 

192 

360 

256 

360 

30 

80 

256 

512 

198 

99 

496 

752 

529 



Cubic 
space. 



Cu.ft. 
11,205 



Buflt. 



1907 



360 1902 

364 1902 

350 1902 

600 1902 

862 1902 



637 
420 
574 



6,800 
1,421 



105,167 
144,785 
40,305 
40,305 
41,850 
41,850 
41,850 
9,205 
40.305 

40,305 

1,952 

1,952 
41,850 
23,000 
119,975 
28,512 
175,000 
190,000 
22,060 

16,380 

140,503 

4,631 
27,213 
27,732 
27,732 
27,732 
17,280 
17,280 
17,280 
22,410 
42,073 
1,152 
3,240 
2,300 
3,240 
240 
533 
3,072 
8,448 
1,782 
729 
4,960 
7,520 
5,554 



1904 
1904 
1905 
1907 
1907 
1907 
1905 
1906 



1900 
1901 
1902 
1902 
1907 
1907 
1911 
1902 
1900 

1902 

1902 

1902 
1911 
1892 
1891 
1891 
1898 
1900 
1902 



1900 

1901 
1902 
1902 
1902 
1902 
1896 
1896 
1896 
1906 
1900 
1891 
1891 
1891 
1891 
1905 



1896 
1896 
1904 
1904 
1901 



Cost. 



Addi- 
' tions. 



$17*502.89 
20,000.00 
7,000.00 
7,000.00 
11,000.00 
11,000.00 
12,500.00 
5,000.00 
6,269.85 

6,172.09 

400.00 

400.00 
12,500.00 

4,219.00 
20,000.00 

4,219.00 
24,000.00 
31,688.78 

6,000.00 



1,900.00<3,000.00 

19,482.38 

1,579.20 

12,500.00 

14,000.00 

14,000.00 

14,000.00 

1,500.00 

1,500.00 

1,500.00 

8,000.00 

7,215.49 

80.00 

400.00 

400.00 

400.00 

1,600.00 

1,200.00 

100.00 

200.00 

400.00 

400.00 

1,400.00 

1,400.00 

2,500.00 



Cost to 
duplicate. 



$6,000.00 $200.00 $4,800.00 



150.00 
160.00 
160.00 
160.00 
200.00 
200.00 
160.00 
150.00 
200.00 
200.00 
200.00 
150.00 
160.00 



15,000.00 
20,000.00 
8,000.00 
8,000.00 
8.000.00 
8,000.00 
8,000.00 
5,000.00 
7,000.00 

7,000,00 

500.00 

600.00 
8,000.00 
5,000.00 
20,000.00 
5,000.00 
25,000.00 
25,000.00 
6,000.00 

6,000.00 

20,000.00 

1,000.00 

12,500.00 

15,000.00 

15,000.00 

1.5,000.00 

2,000.00 

2,000.00 

2,000.00 

10,000.00 

7,500.00 

200.00 

500.00 

500.00 

500.00 

1,600.00 

1,200.00 

200.00 

400.00 

500.00 

500.00 

1,500.00 

1,500.00 

2,500.00 



Deter iora> 
tion. 



16.00 
16.00 
16.00 
16.00 
20.00 
15.00 
10.00 
10.00 
10.00 
10.00 
10.00 
160.00 
160.00 



1,650.00 
2,000.00 
720.00 
720.00 
300.00 
300.00 
300.00 
450.00 
770.00 

630.00 

40.00 

40.00 



950.00 
4,000.00 
1,000.00 
3,750.00 
2,750.00 

450.00 

500.00 

2,200.00 

160.00 

1,100.00 

1,500.00 

1,500.00 

1,500.00 

300.00 

300.00 

300.00 

500.00 

750.00 

40.00 

100.00 

100.00 

100.00 

100.00 

300.00 

50.00 

100.00 

100.00 

100.00 

100.00 

100.00 

250.00 



Present 
value. 



135.00 
135.00 
136.00 
136.00 
180.00 
186.00 
140.00 
140.00 
190.00 
190.00 
190.00 



417,168.00 



13,360.00 
18,000.00 
7,280.00 
7,280.00 
7,700.00 
7,700.00 
7,700.00 
4,550.00 
6,230.00 

6,370.00 

460.00 

460.00 
8,000.00 
4,050.00 
16,000.00 
4,000.00 
21,250.00 
22,250.00 
4,550.00 

4,500.00 

17,800.00 

1^440.00 

10,900.00 

13,500.00 

13,500.00 

13,500.00 

1,700.00 

1,700.00 

1,700.00 

9,500.00 

6,750.00 

160.00 

400.00 

400.00 

400.00 

1,500.00 

900.00 

150.00 

300.00 

400.00 

400.00 

1,400.00 

1,400.00 

2,250.00 



273,730,00 



4,838,408.42 



No. 



« Two wings each. 
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Character^ valuer and condition of huildings 
NEW YORK, N. Y.-Continued. 



No. 


Btracture. 


Material. 


Foundatkm. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


1 


Naval mairaslBe, Fort 
Lafayette, N. Y. 

Old fortress 


Stone 




Ft. hi. 

190 
32 
44 
40 
21 
32 
54 

10 
16 
20 
30 
30 

11 
5 


Ft. in. 

190 

22 

26 

20 

18 

16 

12 

10 

12 

10 

22 

20 

5 

4 




Ft. in. 


2 


Klflfng honuMf. ................ 


Wood 










3 


Store shed, inside 


Iron 











4 


Store shed, outside 


do 











5 


Load house on dock 


Wood 






6 


Stoneeshed 


Brick 






7 


Coal shed 


Wood 










g 


Hi|^ exploslTe house 

Ounootton died 


do 

do 










9 








10 


Pfkftlt shop T . . . . T r . . T 


do 










11 




Brick 






12 


AdmListratiimimndJng 

Toilet 


Wood 










13 


do 






14 


do 


dn 








' I 








( 




NORFOLK,^ 


VA, 












A 


Navy yard. 

QniMt^irs 


Brick and wood... 


Stone 

do 


44 

55 
60 

56 3 
52 
52 
72 
72 
32 
32 
60 
60 
40 
22 

200 
250 
200 
30 
200 
200 
250 

250 
180 
200 
250 
70 
200 

294 

43 
450 
400 
400 
400 
400 

400 
200 
294 
174 
180 
120 
250 
56 

45 
65 

250 
42 
45 

250 


45 

36 
27 
32 3 
50 
50 
26 

26 
32 
32 

27 
40 
25 
22 

125 
50 
65 
15 
65 
65 
65 

65 
65 
50 
60 
50 
104 

70 

40 
70 
70 
65 
65 
65 

65 
200 
60 
50 
60 
85 
65 

41 
18 

20 
60 

21 
18 

145 


2 
2 
2 
2 
2 
2 
2 
2 
3 
3 
2 
2 
1 
1 
1 
1 
2 
1 
2 
2 
2 

2 

2 

2 

. 2 

2 

2 
2 

2 


33 C 




B 


..'..do 


33 

28 

33 

34 

34 

35 

35 
42 
42 

as 

30 
10 
14 
23 
19 

29 
14 

25 
34 
33 

27 
27 

32 

30 
16 

31 

59 

12 

30 

33 

31 

34 

32 

32 
31 
38 

14 

36 

13 

26 

15 
12 
10 
31 
18 
12 
22 




C 


do 


Wood 


Concrete 

Stone 

do 

do 




D 


do 


Brick 




E 


do 


Brick and wood .. 
do 




Q 


do 




H 


do 


do 


Brick 

do 




I 


do 


do 




K 


do 


do 


... .do. . 




H 


do 


do 


do 




N 


do 


Wood 


Concrete 

Stone 

do 

do 




1 


Mftin Afntn^rK'e X . . 


Brick 

Brick and wood... 
Brick 




3 


storehouse 




6 


Oli house 




9 


Smith shop 


do 


do 




10 


General storehouse 


Wood 


Brick 

Stone 

do 




11 


do 


Brick 




12 


Latrine 


Wood 




13 


General storehouse 


Brick 


do 




14 


do 


do 


do 




15 


do 


do.. . 


Concrete 

Stone 

do 




16 


do.< 

Storehouse 


do 




17 


do 




18 


Shipwright's shop 


do 


do 




19 


Stor^ouse 


do 


do 




21 
22 


Pu mp house, dry docks 1 and 2 
Foundry 


do 

do 


do 

Stone on 

pilas. 
Partly con- 
crete. 

Concrete 

Stone 

do 




23 


Machine shop 5 


do 




24 


Mess room, yard tups 


do 




28 


Sail loft and boat shed 


do 




29 


Boat shop 


do 




30 
31 
32 

33 
36 


Sawmill and joiner shop 

Timber shed, artificer's school 
Timber shed, administration 
offices. 

do 

£nr,ine machine shop 


do 

do 

do 

do 

Brick and steel.... 
Brick 


do 

do 

do 

do 

Concrete 

Brick 

do 




37 


.....do r 




38 


Paint shop 


do 




39 


Storehouse 


do 


Stone 

Concrete 

Stone 

Brick 

Concrete 

Brick 

Stone 

do 




41 


Bending slab 


Wood 




42 


Plumber's shop 


Brick 




43 


Storeroom for tools 


do 




46 


Latrine 


Wood 




50 


Storage 


do.. . 




61 


General storage 


Brick 




53 


Latrfaie 


do 




54 


do 


Wood 


Concrete 




55 


Ship fitter's shed 


Wood and corru- 
gated iron. 













1 Put on in 1911. 

* Remodeled 1908. 

* Elevator put in in 1909, cost 13,300 exclusive of foundation. 



« Remodeled 1910. 

6 New roof and crane runway 1911-12. 

• New roof 1912. 



PUBLIC WORKS OP THE NAVY. 



138 



at the end of the fiscal year i9i5— Continued. 

NBW YORK, N. Y.-<loiitlnuwl. 



Roof. 


Floor 

space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 




700 
1,075 
'800 
360 
465 
583 


Cu.ft. 































































































































90 




















176 
170 
560 
525 
40 
12 





































10 


















IX 


















12 


















IS 


















14 





















Slate and tin.. 

Tin 

do 

Slate 

....do 

do 

Tin 

do 

Slate 

-...do 

Tin 

Amatitei 

Slate 

do 

Tin 

do 

do 

do 

Slate 

do 

Corrugated 

iron. 

Tin 

Slate 

do... 

Amatltei 

Slate 

Galvanized 

iron. 
Concrete 

Slate 

do 

do 

Amatite* 

Slate and tin. . 
Tin 

do 

Tar and gravel 

Tin...... 

do 

Slate 

Tin 

Slate 

Tin 

do 

do 

Amatltei 

Slate 

Tin 

do 



NORFOLK. VA. 



5,510 

5,200, 

2,650 

4,650 

5,080 

5,080 

4,600 

4,600 

4,124 

4,124 

2,650 

1,970 

700 

315 

23,700 

12,200 

23,900 

450 

23,900 

35,880 

30,000 

30,000 
21,480 
18,030 
27,550 
3,260 
19,000 

18,440 

1,560 



77, 

74, 

40, 

67, 

76, 

76, 

W, 

64, 

50, 

50, 

40, 

73, 

7, 

6, 

70D, 

250, 

481, 

6, 

429. 

546, 



500 
620 
980 
780 
200 
200 
120 
120 
970 
970 
980 
000 
000 
700 
090 
000 
000 
300 
090 
090 
500 



585,000 
479,600 
375,000 
547,500 
85,700 
744,500 

1,054,900 



58,9001,244,400 
52,3001,176,000 



51,575 
48,309 
48,309 



390 
3401, 



1824 
1830 
1899 
1830 
1830 
1830 
1881 
1881 
1891 
1891 
1899 
1852 



1864 
1892 
1887 



3^,300.00 



1847 I. 
1869 '•. 
1895 '. 

1845 I. 
1869 I. 
1867 1. 
1852 . 
1889 I. 
1859 '. 

1856 '. 

25,800 1872 L 



•3,300.00 



1865 i 

1866 I 
1888 



1,106,000 
1,092,000 1866 
988,000 1882 



409 



720' 
0001 
000 
109i 
750 
216, 
560 
520 
750 
850 



988, 000 

034,090 

828,800 

156,609 

475,200 

188,700. 

552, 500! 

34,420| 

13,780 

15,609! 

579,000 

18, 109 

13, 780 

945,500 



1882 
1863 
1892 
1882 
1873 



1875 
1874 
1895 



1849 
1867 
1895 



(«) 



»3,300.00 
•3,300.00 



a) 



$18,000.00 

16,500 00 

6,500.00 

13,500.00 

13,000.00 

13,000.00 

10,000.00 

10,000.00 

9,500.00 

9,500.00 

6,500.00 

6,500.00 

700.00 

1,000.00 

56,000.00 

10,000.00 

55,090.00 

500.00 

40,000.00 

50,000.00 

75,000.00 

55,000.00 
40,000.00 
30,000.00 
50,009.00 
18.009.00 
60,000.00 

80,000.00 

2,500.00 
75,000.00 
65,000.00 
75,000.00 
65,000.00 
50,000.00 

50,009.00 

89,900.00 

50,000.00 

14,000.00 

42,009.00 

15,000.00 

50,000.00 

3,099.00 

2,109.00 

800.00 

50,000.00 

2,700.00 

1,800.00 

35,000.00 



16,000.00 

4,000.00 

1,500.00 

5,500.00 

5,000.00 

5,000.00 

2,500.00 

2,500.00 

4,500.00 

4,500.00 

1,500.00 

2,000.00 

400.00 

300.00 

11,000.00 

9,000.00 

15,000.00 

400.00 

10,000.00 

15,000.00 

10,000.00 

20,000.00 
15,000.00 
12,000.00 
15,009.00 
3,000.00 
15,000.00 



1,800.00 
35,000.00 
30,090.00 
15,000.09 
50,090.09 
10,009.00 

10,000 00 

20,000.00 

10,090.00 

4,000.00 

24,509.00 

10,090.00 

15,000.00 

2,500.00 

600.00 

200.00 

20,090.00 

1,700.00 

600.00 

25,000.00 



$12,000.00 

12,500.00 

5,000.00 

8,000.00 

8,000.00 

8,000.00 

7,500.00 

7,500.00 

5,000.00 

5,000.00 

5,000.00 

4,500.00 

300.00 

700.00 

45,000.00 

1,000.00 

40,000.00 

100.00 

30,000.00 

35,000.00 

65,000.00 

35,000.00 
25,000.00 
18,000.00 
35,009.00 
15,000.00 
45,090.00 

80,000.00 



700.00 



40,000.00 
35,000.00 
60,000.00 
15,000.00 
40,000.00 

40,090.00 
69,000.00 
40,000.00 
10,000.00 
17,500.00 

5,000.00 

35,000.00 

500.00 

1,500.00 

600.00 

30,000.00: 

i,ooo.oo| 
1,200.00; 

10,000.00 



7 Second floors remodeled for administration offices in 1912. 

8 Rebuilt, 1906. 

9 Rebuilt in 1901. 
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No. 


Structure. 

1 


Material. 


Foundatton. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




56 


NaTj y«r4-Omtinu«d. 
Sheet metal shop 


Steel and brick.... 

Wood 

Steel and brick.... 
do 


Piles 

Concreto.... 

Piles 

do 


J^. in. 
254 
100 
272 
180 
193 
271 
40 

87 
180 

22 
122 

45 

42 
300 
150 

232 

43 

40 
75 6 
163 

50 
120 
42 
25 
10 
10 
10 
40 


Ft. in. 
00 
30 
176 
124 
83 
60 

20 

87 
65 
18 
65 
38 

21 
60 
52 

65 
28 

30 
16 6 
60 

28 
30 
16 

15 
10 
10 
10 

16 6 


1 
1 
1 
2 
1 
3 
1 

2 
2 

1 
2 
2 

1 
1 
2 

2 

1 

1 
1 
1 

1 
2 

1 
1 

1 
1 
1 
2 


Ft. w 
26 
11 
37 
40 
30 
42 
11 

25 

35 

14 

23 

25 

14 1 

20 

34 

43 ( 
10 ( 

12 C 
12 C 
26 C 

14 
23 
10 
12 
10 
10 
10 
20 


i. 



57 
58 


OU house 

Bfrilershop 






60 


Centnd power plant 

Coppersmith snop 

Ordnance stares 

Acids and oUs 

Pay office 

Electrical workshop. 





61 


do 


do 





62 


...do 


do 





63 

64 


Corrugated iron... 
Brick . . . 


Concrete 

. ..do 






65 


Steel and brick.... 
do 


Piles 

Concreto 

do 





66 


Garbage crematory. 

Stables 

Dispensary 

Pitch house 

Pattern shop 

Machine testing 


D 


67 


.. ..do 





68 


Brick 


do 


^ 


70 


... do 


. . . .do 


\i 


72 


do 


Piles 

Piles and 

do 

do 


[) 


73 


Brick and concrete 

Brick and steel.... 
Brick 


[) 


74 




) 


76 


Oil storage tanks 

Oil storage 


) 


77 


Gahranicediron... 
Brick 


Brick 

Concreto 

Piles and 

concrete. 
Concreto 




78 


Locomotive house 




79 

H 


Steelstorage 

Latrine 


Steel and Iron 

Brick and wood. . . 
Brick and concrete 




88 


Clearing house . . 




92 


Latrine 


Concreto 

do .. 






Substation . 


Steel and brick.... 






Transformer honiing 


do 


do 






do ....~ 


do 


do 






.do 


do 

Brick and concrete 


do 

do 




, 93 


Crematory 






Total 






on storage plant. 


Steel 


Concreto 

.. ..do 


62 
32 
57 






32 
22 
13 6 






GasoUne tank* 


do 










Pump house 


Galvanized iron. . . 


Concrete on 
piles. 


19 


1 






Total 




1 


Marine barracks. 

Marine barracks 


Brick 


Concrete on 

piles. 
Concrete 

do 


246 

53 6 

67 3 
66 
66 

66 

81 6 
81 6 
27 
8 
12 
8 
16 

118 
25 6 
38 

100 
51 
98 

135 
12 


75 

45 6 

62 2 
57 6 
35 

35 

30 
26 
24 

8 
12 

8 
12 
69 

15 

16 
40 

19 6 
10 
12 

20 


3 

2 

2 
2 
2 

3 

1 
2 
1 

1 
1 
1 

1 
1 
1 
1 
1 
1 
1 
1 
1 


53 

26 

26 
26 
26 

33 6 

11 
19 
9 4 

8 4 

9 

11 6, 

12 
12 
10 
10 




A 


Quarters of commanding offi- 
cer. 

Quarters 


.do 




FAG 


..do 




D&E 


do 


do 


.do 




B&C 


Quarters junior officers 


do 


do 




H 

7 


Quarters bachelor officers 

Laundry 


do 

Wood 


Concrete on 
piles. 

Brick 

.. ..do 




8 


Stables 


do 




9 


Garage 


Brick 


Concrete 

....do 




10 


Gatehouse 


Concrete block 




11 


Tool house 


Wood and tin 

Concrete and brick 
Brick 


Wood 

Concrete 

Brick 

Concrete 

Wood 

do 

Concrete 

....do 




12 


Sump pit and house 






Hothouse 






Student officers' quarters 

Student officers' wash room . . 
Student officers' mess hall... . 
Gun shed 


Wood 






. do 






do 

do 






Camp bathhouse 


do 






Storehouse 


do 


Wood 

Concrete 

Wood 






Cow sheds 


do 






Milk house 


do 






Total 









1 Moved to Schmoele tract. 



2 Remodeled 1908, and coal and ash handling plant 1911. 
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at the end of the fiscal year 1915 — Continued. 

NORFOLK, VA.--OontiiiiMd. 



Hoof. 


Floor 


Cubic 
space. 


BnUt, 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Tin 


Sq.ft. 
14,300 
3,000 
4«,530 
29,980 
15,200 
44,850 
800 

8,294 
21,950 
320 
8,530 
3,310 
800 
16,920 
14,400 

28,400 
1,066 

1,200 
1,065 
9,550 

1,248 
6,900 
630 
375 
100 
100 
100 
970 


Cu.ft. 

518,300 

45,000 

1,777,500 

923,600 

523,000 

821, OOC^ 

11,200 

147,200 
409,500 
6,730 
117,100 
47,540 
13,200 
486,000 
265,200 

663,500 
18,900 

19,200 

19,900 

332,300 

23,800 
97,200 
6,800 
4,590 
1,000 
1,000 
1,000 
11,000 


1900 
1898 
1901 
1900 
1901 
1901 
1890 

1901 
1902 
1901 
1901 
1901 
1901 
1904 
1905 

1904 
1902 

1902 
1901 
1904 

1905 
1907 
1903 






$41,500.00 
2,250.00 
100,000.00 
85,000.00 
60,000.00 
85,000.00 
600.00 

20,000.00 

45,000.00 

5,000.00 

7,500.00 

12,000.00 

1,500.00 

35,000.00 

35,000.00 

80,000.00 
3,800.00 

1,000.00 

2,000.00 

30,000.00 

5,000.00 
5.000.00 
2,500.00 
3,000.0 
1,250.00 
1,250.00 
1,250.00 
6,875.00 


16,500.00 
850.00 
5,000.00 
10,000.00 
5,000.00 
6,000.00 
400.00 

2,500.00 
10,000.00 
4,000.00 
2,500.00 
3.000.00 
700.00 
5,000.00 
5,000.00 

10,000.00 
800.00 

600.00 

300.00 

10,000.00 

1,500.00 
1,500.00 
1,000.00 


135,000.00 
1,400.00 
95,000.00 
75,000.00 
65,000.00 
80,000.00 
200.00 

17,500.00 

35,000.00 

1,000.00 

5,000.00 

9.000.00 

800.00 

30,000.00 

30,000.00 

70,000.00 
3,000.00 

400.00 

1,700.00 

20,000.00 

3,500.00 
3,500.00 
1,500.00 


56 


do 

Slag 




- 0) 


57 




59 


Concrete 

Amatite* 

do.» 

Corrugated 

Iron. 
BhtXe 




(*) 


60 




61 






62 




(0 


63 




^a 


Concrete 

Tin 






65 






66 


do 

do 

Slate 






67 






68 






70 


Amatite 

Slate 






72 






73 


Tin 






1 
74 


Galvanized 
iron. 

do 

Slate 






76 






77 






78 


Galvanized 

steeL 
Tin 






79 






84 


do 

do 

Concrete 

do 

do 

do 

Tar and gravel 






88 






92 













































1912 


18,875.00 






6,875.00 










1,437.075.00 




Steel 




99,435 
12,164 
14,580 


1911 
1911 
1911 


8,101.00 
1,679.00 
1,850.00 




8,101.00 
1,679.00 
1,850.00 






8. iilT.iH) 
LHJa.OO 




do 

Corrugated 
iron. 


"16,086 




















u.fno.oo 
100. irtT. 00 

g, 500 00 
l.'5,1HKK00 

15, ano. 00 

^H 000. on 
i.;ji.voo 

27.100 

Lv> on 

lJiK> 00 

;<iKK on 
3, hm. 00 

JO'lO OQ 

2,5UO.O0 
Sj>!IO0 

£00.1)0 




Slate 


50,000 

6,600 

8,850 
9,460 
9,240 

9,210 

2,445 

2,120 

643 

64 

144 

192 

192 

3,584 

382 

596 

4,000 

994 

1,568 

1,620 

240 


810,000 

65,000 

133,000 
100.000 
60,060 

77,385 

26,895 
40,310 

5,980 
530 

1,296 
542 

1,305 
41,116 

3,634 

5,727 
46,400 
11,934 
18,816 
16,200 

2,400 


1905 

1905 

1908 
1908-9 
1911- 

12 
1911- 

12 






114,933.00 

10,000.00 

16,000.00 
16,000.00 

45,000.00 

2,000.00 
2,800.00 
1,350.00 

300.00 

275.00 
1,500.00 

300.00 
2,500.00 
1,000.00 
1,000.00 
1,500.00 
2,500.00 

800.00 
1,000.00 

500.00 


5,746.00 

500.00 

800.00 
800.00 


1 


do 

do 

do 

do 

do 

Felt 






A 






F«feG 






D«feE 


1 




fB&C 


1 


S500.00 


500.00 
800.00 
135.00 
50.00 
125.00 
100.00 


i H 

7 


Slate 






8 


do 

do 

Tin on wood.. 
Slate 








9 








10 








11 








12 


Glass 


1912 
1912 
1912 
1912 
1912 


366.66 
2,500.00 
1,000.00 
1,000.00 
1,500.00 
2,500.00 

800.00 
1,000.00 

500.00 






Composition. . 

V.'.'.'Ao'.'.'.'.'.'.'.'. 

do 

do 

do 

do 

do 


























































mi » 727. 00 




















. 



3 Put on in 1911. 
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Character, value, and condition of buildinge 
NORFOLK, VA.-ContiniiMl. 



No. 


Structure. 


Material. 


Foundatfton. 


Length. 


Width. 


Sto- 
ries. 


HAifiht 
eaves. 




Naval hoipltal. 
Original hospital 


Stone 




Ft. in. 

137 6 

106 

74 8 

49 11 
49 11 
100 
91 
38 9 

60 

32 
42 6 
100 
13 
6 
38 
34 
28 
40 
34 
34 


Ft. in. 
39 5 
44 6 
38 e 

44 4 
44 4 

82 3 
68 6 
36 8 

24 4 

33 10 
26 6 
36 4 
6 
4 
35 
33 
21 
12 
12 
12 
U50 
16 
12 


4 
2 

a 

2 

1 
1 
2 

1 

1 
3 

1 
1 
1 
2 

1 
1 
1 
1 
1 


F^. in. 
44 

""io"6 
ao 

30 

la 

34 
36 

18 

9 
34 Q 




3 new wings 


Cement 


Stone 

Brick 

do 

do 

Concrete.... 
do 


A 


Quarters of medical officer in 
Suiveon's Quarters 


Brick 


B 


do 


C 


do 


do...,, 




Contft lions oamn 


Wood 




Pftw«r plant 


Brick 




Tool house, colored civlliaiu' 

dormitory. 
Oarage, carriage house, and 

carpenter shop. 
Waeon shed 


Wood 


Stone 

do 




do 

do 




Stable 


do 


Brick 

Cement 




Storehouse 


do 


14 




Fire-hose house No 4 


do 


13 




Gasoline house 


do 




5 C 
18 
8 
7 
10 
10 
10 




OiiArdhonse (marliMiff). ..... 


do 


Concrete 

Piles 

do 




Boathouse ," 


do 




do 


do 




Woodshed 


do 


Timber 

do 

do 




Wash room 


..Mdo:::::::::::: 




Toilet 


do 




Water tower 


steel 


Concrete.... 




Wnodh')""*. ... 


Wood 


Timber 

do 


49 
12 


1 


16 
16 




Milk house 


do 




Total 






F 


St. Helena Beserratloii. 

Camp offlctf 


Brick and wood... 
Wood 


Stone 


m 

34 4 

14 3 

155 

100 

30 
40 
85 8 
65 
25 
60 

125 
140 
140 
140 
100 
60 
33 
22 6 

40 
20 

31 
97 
50 

41 
20 
14 
12 

8 6 

40 
25 
52 6 
30 
46 
81 
24 

160 
46 

41 
74 7 
74 7 

32 
8 

28 
30 


38 
16 3 

13 3 
23 
60 

15 

16 

32 8 
35 
25 
40 
40 
40 
40 
40 
60 

23 

29 
18 

14 

7 6 
31 

35 
12 9 
25 
16 
10 

10 
6 

27 
25 

30 

24 

33 

36 
16 
60 
21 

25 
16 
30 

11 

8 
14 

12 6 


3 

1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
3 
3 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
1 
2 
1 
1 
1 
1 
1 
1 
1 
1 
1 


23 

8 6 

9 6 

10 
16 
14 

11 6 
10 
19 6 

12 

14 

10 6 

24 10 
24 10 
24 10 

15 6 

11 
11 

11 
9 9 

10 6 

10 6 

12 6 

12 

11 6 

13 6 

7 6 

8 
6 

24 

14 
14 

12 8 

14 6 

15 

11 

12 9 

9 
9 

12 3 
12 3 
10 
10 
9 6 
6 6 


501 


Boat'house ior tAt. 


502 




do 




504 


Coal nouse 


do 


Pto 


505 


Boiler house 


do 


506 


PisipffK^ins' n)om 


... do 




507 


Post office 


do 


Brick piers.. 


508 


Machine and boiler 


do 


87 


Storehouse 


do 




509 


Band stand 


do 


Brick 

Concrete 


69 


WAnhhou*ie X . X . 


do 


510 


Poolroom 


do 


511 


Barracks No. 3 


do 




512 


Barracks No. 2 


do 




513 


Barracks No. 1 


do 




514 


Mess hall 


Brick 


Stone 


515 


Passage . . 


Wood 


516 


Galley 


Brick 




517 


Ice plant 


Concrete 

Corrugated iron . . . 


Concrete 


518 


Storehouse (cooks') 


519 


Garbage house 


do 


Brick 


520 


Bakery 


Wood 


521 


Brie 


do 


Concrete 

do 


523 
524 


Tool house 

Paint shop 


do 

do 


525 


Blacksmith shop 


Corrugated iron. , . 




527 


Inflammable stores 


do 


Brick 

Cement 

Wood 

Concrete 

do 


528 


Magazine '. 


Wood 


529 


Pump house 


do 


86 


Hospital 


do 


90 


Laundry 


do 


89 


Latrine 


do 


do 


601 


Mess hall. ... 


do 


Wood blocks 
Concrete.... 
do 


602 


Boiler house and cold storage. 
Armory 


do 


91 


do 


603 


Gatehouse 


do 


Wood blocks 

Concrete 

Cement 

Brick 

do 


604 


Mess hall 


Concrete blocks... 
Wood 


605 


Cooks' quarters 


701 


Armory and quarters 


do 


702 


Gallery 


do 


703 


Gallery, double 


do 


do 


705 


Firing point 


Brick 


do 


706 


Latrine 


Wood 


Wood 

Brick 

do 


707 


Stable 


do 


708 


Chicken house 


do 



» Height. 
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at the end of the fiscal year 1916 — (Continued. 

NORFOLK, VA.-CQntini]ad. 



Boof. 


Floor 

space. 


Cubic 
space. 


Bnflt. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deieriora- 
tbn. 


Present 
value. 


No. 


Tin 


8,600 
5,210 
?754 
2,040 

1,508 

351 

1,636 

3,650 

72 

24 

1,660 

652 

588 

480 

288 

288 


Cu.fL 
768,790 
382,138 
73,000 

57,600 
47,000 
105,500 
31,770 

3,100 

3,159 

33,521 

51,100 

864 

132 

15,300 

4,416 

4,116 

12,544 
2,304 


1S38 


1700,000.00 














188,790.00 


»6,79a66 

30,000.00 

11,500.00 
11 500.00 

3,701.35 
50,494.35 

1,500.00 

3,000.00 

150.00 
800.00 

1,000.00 
300.00 
30.00 

3,450.00 
600.00 
450.00 
000.00 
800.00 
800.00 


8336,796.00 
10,000.00 

1,160.00 
1,15a 00 
1,860.67 
5,049.43 
1,435.00 

800.00 

120.00 
400.00 
400.00 
20.00 
4.00 
700.00 


8560,000.00 
10,000.00 

10,350.00 

10,350.00 

1,860.68 

46,444.82 

76.00 

1,200.00 

30.00 
400.00 
400.00 
180.00 

16.00 
2,750.00 
600.00 
460.00 
600.00 
800.00 

soaoo 




Slate 


'iw 



"iOOT* 


30,000.00 

11,500.00 
11,500.00 

3,701.35 
50,494.25 

1,600.00 

2,000.00 

150.00 
800.00 

1,000.00 

300.00 

20.00 

3,450.00 
500.00 
450.00 
600.00 
800.00 
800.00 


A 


do 

do 

Shinies 

Concrete 

Shingks 

do 

Tar felt 

Tin 




B 




C 


































Board 

Shinies. 

Tin 














'Mt...V.'.'.I!II 




















do 

Steal 














Shingles. 

TlnTT. 


784 
144 


600.00 
400.00 




600.00 
400.00 




600.00 
400.00 


















647,196.50 




Tin 


2,500 

450 

160 

3,565 

5,800 

440 

585 

2,720 

2,176 

625 

2,400 

5,000 

11,200 

11,200 

11,200 

6,000 

1,350 

957 

405 

560 

150 

960 

3,395 

640 

980 

320 

140 

120 

51 

1,530 

625 

1,450 

690 

1,460 

2,800 

350 


39,400 

3,825 

1,520 

35,650 

99,900 

6,160 

6,730 

27,200 

46,600 

7,500 

45,600 

52,500 

138,600 

138,600 

138,600 

99,900 

14,850 

10,527 

4,455 

5,460 

1,590 

10,080 

42,430 

7,680 

11,270 

4,000 

1,050 

960 

309 

20,200 

10,600 

26,200 

12,500 

35,600 

50,000 


1850 












1,800-00 
100.00 
75.00 


F 












501 


Tin 












502 


Wood 


1912 
1903 
1903 
1905 
1903 
1906 
1910 
1901 
1901 
1903 
1903 
1903 










504 


do 

do 

do 

do 










800.00 

250.00 

150.00 

600.00 

3,500.00 

75.00 

2,500.00 

750.00 

1,500.00 

1,500.00 

1,500.00 

4,000.00 

150.00 

700.00 


505 










506 










507 










508 


do 










87 


do 










509 


do 

do 

do 

do 

do 

do 

Felt 










69 










510 










511 










512 










513 










514 


1903 










515 


Tin 










516 


do 

Corrugated iron 

•zo-do 

Tin 












517 


1903 










300.00 


518 










519 


1906 
1910 










350.00 
3,000.00 


520 


do 

Corrugated iron 

do 

Wood and felt. 
Corrugated iron 
Tin 










521 










523 


1903 
1903 










266.66 
100.00 


524 










525 










527 


1907 










50.00 


528 


do 

do 

do 

Plastic slate... 
Tin.... 










529 


1906 
1907 
1907 
1909 
1909 
1908 
1910 
1909 
1910 










1,800.00 
350.00 

2,800.00 
500.00 

3,000.00 

3,500.00 
200.00 

3,000.00 
950.00 
300.00 
400.00 

1,000.00 


86 










90 










89 











601 


do 

do 

do 

"Tin,?.'.".".'.'.' 










602 










91 










603 


7,600 21,680 
920 8,280 
980' A f^^ 










604 










605 










701 


.:...do 

do 

Wood 


1,130 

2,220 

352 

64 
784 


13,840 
27,300 

3,520 
640 

a Tan 












702 












703 












705 


do 

Felt 


1909 
1908 










75.00 
100.00 
25.00 


706 










707 


do..;..;:! 


351! 2^280 










708 



> Capacity 100,000 gallons. 
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Character, value, and condition of buildings 
NOBFOLE, VA.--Continued. 



No. 


Stnictnra. 


Material. 


Foundatkm. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


801 


St. Helena BeMnratlom— 

Cantinued. 

Coal shed 


Wood 


Wood 


Ft. in. 
96 
54 10 
62 
65 
8 6 
31 
70 


Ft. in. 
14 6 
16 8 
36 6 
30 
6 3 
29 
82 




F^. i 
1 
1 7 
1 9 
1 


n. 



802 




do 


3 


80 


rntntnAnrffint'ii hnathftllfle . 


do 




6 


803 


QflMtfln 


do 






804 


"^nmphoiiffe.,, 


do 


Wood 

Piles 

do 


1 6 
1 13 
1 11 





806 
806 
807 


ReoelTlng station 


do 

do 


6 
2 


808 


f^fltanV., . 


Steel 


Brick 

Concrete 

. .do ... 


30 

16 

45 9 

206 

29 
12 6 






7 
1 9 

1 13 

2 36 

L 9 

I 7 





800 


Garbage house 


Corrugated iron... 
Wood 


7 
83 
61 

29 
10 


: 





810 


Galley to mess hall 


6 


81 


MesslukiK 


Steel and brick.... 
Wood 


Piles 

Concrete.... 


3 


811 


Latrine 


3 




Oil house 




6 






Total 






A 


St. Jnllens Creek Magaslae. 

Giinnnr'n QuartefS. 


Wood 


Brick 

do 


50 

30 

50 

30 

60 

35 

112 

100 

100 

100 

100 

50 

100 

100 

100 

100 

25 

100 

200 

73 

185 

15 

50 

100 

100 

100 

25 

65 

25 

15 

15 

56 

55 

20 

10 

10 

30 

30 
30 
30 
30 
30 
25 
35 

70 
25 
25 
120 
199 4 
145 4 
23 
23 
12 


25 
20 

25 
20 
20 
30 

26 
50 
30 
50 
30 
18 
50 
50 
50 
50 
25 
60 
50 
40 
55 e 
10 

39 
50 
50 

50 
20 
18 
10 
10 
10 
30 
30 
10 

8 

8 

20 

20 
20 
20 
20 
20 
20 

40 
15 
25 
40 

51 4 
51 4 
18 
18 
14 


1 


i 17 

L 8 

I 17 ( 

8 ( 

10 ( 

14 t 

13 

12 Q 

12 

12 

12 

12 

12 

12 

12 

8 

8 

12 

12 

12 

12 q 

7 
12 
12 
12 fl 
12 
12 

8 
6 
6 

6 

7 
7.0 
4 
7 
7 
7 

7 
7 
7 

7 

46 

7 

J? 

10 
10 
7 


Aa 


Summer kitchen 


do 


B 


G^mnflir's quartenf 


do 


do 




Bb 


Summer kitchen 


do 


do 




C 


Administration building 


do 


do 




D 


Stable r. 


do 


do 




E 


Marine barracks 


Brick 


do 




1 


Bag plant and stores ......... 


do 


.. do 




2 


Smokeless powder magazine. . 
Shell house f min. cal.) 


do 


do 




3 


do 


. do 




4 


Black powder magazine 


do 


do 




5 


W et guncotton house 


do 


do 




6 


Smokeless powder magazine . . 
do 


do 


do 




7 


do 


do 




8 


do 


do 


. do 




9 


Repair shop 


Wood 


do 




10 


Tests of smokeless powder. . . . 
Issuing shell house 


do 


do 




11 


Brick 


Concrete 

do 




12 


Shell house 


do 




13 


Machine and carpenter shop . . 
Storehouse 


do 


do 




14 


Galvanized steel. . 
Wood 


do 

Stone 

Concrete — 
do 




15 


Dry guTicottoTi house- - ^ ^ r r . . . 




16 


Small arm ammunition, etc . . 
Smokeless powder magazine. . 


Brick 




17 


do 




18 


do 


do 




19 


Smokeless powder magazine. . 
Pump house 


do 


do 




20 


do 


.... do 




21 


Eatiner house 


Wood 


Brick 

Stone 

do 




22 


PaintShop 


do 




23 


Hose house 


do 




24 


.do 


do 


. ..do 




25 


Seereeatine shed 


do 


Brick 

do 




26 


do 


do 




27 


Gasoline tank 


steel 


Concrete 

Stone 

do 




28 


Detonatine fuses 


Wood 




29 


Detonators 


do 




30 


Filling house 


Galvanized iron 

and wood. 
. .do 


Brick 

do 




31 


do 




32 


do 


do 


.. ..do 




33 


do 


.do 


do 




34 


do 


do 


do 




35 


do 


do 


do 




36 


Bombproof 


Logs 




J 


37 


Blendm&r house 


Galvanized iron 

and wood. 
Wood and canvas . 


Concrete — 






Brown powder shell 


1 

i 




Coalsh& 


do 


Brick 


/ 




Sand house 


do 






Shell house 


do 


Wood 

Concrete — 
. . do 


1 


38 


do 


Concrete and tile. . 
do 


1 


39 


Magazine 


( 






Wood 


Piles 

. . do 


\ 




do 


do 






Toilet 


do... 


do 






Total 






1 






1 Diameter 
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at the end of the fiscal year iW5— Continued. 

NORFOLK, VA.-OontiniMd. 





Fleor 


Cubic 


Bunt. 


OqsI. 


Addl- 
ttoni. 

1 


tTost to 

ditplSc«t«. 


tkniu 


PrwcDt 


No, 


CornnEatoditon 
Tin--,,,,*.. 


Vk2 

m 

I, WO 
53 


Vu.fL 
13,l00i 

29;So 












801 






1 




1566.00^ 

1,000410 
250.00 


902 


i..-,.do. » . 4.,.,, 

do,„..,_ 

-—do 

,,,*.do.,,,.^.. 
..--do 


19D4 




,,,.-. — .|--.-mri...'« 




m 




......,..!.,'>..,,,. — ' 




Koa 










9H 










260.00 


ms 










80% 










m 






;::::::::""' 










m 


CtmiM«d£ron 

CfioeriFte and 
1 tin. 


m 

1,370 
19,500 

730 


loos 

1S50O 
399,000 

0,750 












fm 


1609 








3,060.00 
^,000.00 

1,600.00 


810 


1905 
1909 




, 


«i 




► 


811 






:::::::::::;::::":::"""""" 






















Tin ,.„ 


1,200 

hm 

2,912 

&,<m 

3,000 
5^000 
3,000 

eoo 

5,DO0 
5,000 
5,000 
6.000 

5,000 

10,000 

2.030 

10, 175 

150 

1,950 

5, €00 

5,000 

5,000 

'500 

1,170 

250 

im 

160 

1,05Q 

80 

600 

600 
fSOO 
60O 
6C0 
600 
500 
1,225 

375 

625 

4,filXt 

10,230 

7,480 

i\4 

414 

48 


21,250 


isa? 




,.-...-..i--. ......... 


1700.00 








13,500. OD 


2,800.00 


A 


-.-.-do-, ...... 

.....do ,. 

do,. ...- 


4,800' tHST 






An 


21; 250 
14^700 


isa? 

1897 
1905 
18B7 






3,500.00 


766.66 


2,800.00 


B 






Bb 


._..do , 






2,600.00 
1,500.00 
10,000-00 
12,000.00 
12,iXW.O0 
12,000.00 
12,000.00 
2,500.00 
7,000.00 
7,000.00 
7,^100,00 
3,000.00 

dso.oo 


600, <X) 
300.00 


2,666.66 
i,auo.oo 
10,000.00 

12,000.00 
12,000.00 
12,000.00 

12,000.00 

2,500.00 
7,000,00 
7,000.00 
7,000.00 
2,400.00 
620.00 
10.000.00 
22,000.00 
11,000.00 

m 000. CO 

300,00 

6,000.00 
11,000,00 

11,000.00 

13,000,00 

3JM>1>.00 

■ 200, (Ml 

50.00 

,^.QU 

50.fJ0 

200.00 

200,0(1 

200.00 

50. UO 

50.00 

400.00 

400.00 
400.00 
400. <Kl 
400.00 
400.00 

None. 

6,000.00 

aao.oo 

640.00 

10.00 

1,000.00 

3^003.00 

300.00 
300.00 
200,00 


C 


.....do .-.. 

ajat© ...„ 






D 


37,856! 1903 
60,000! 1837 
36, 00(^1 I»97 
60,0001 1897 

36,000 i»7 
10»8QO! 1R97 






£ 


Tin .:::::;;:: 










...^..do. ,.. 










'.^-,.do 










.:;3o:::::::: 






*'" *' 


4 


.....do 

SUU 










60,000 
60 000 
60,000 
40,000 
5,000 

120,000 

34,510 

122,100 

1,050 

23,400 

00,000 

60,000 

60,000 

6,000 

9,360 

1,500 

900 

BfiO 

11,550 

11,550 

800 

bm 

ff60 
4,200 

4,200 


laoo 

1899 
180B 
1897 










d0.-„-,- 

TJtti 




















600,00 
130.00 




do — 

Blat^ „ 




. . ► if. - . . 


m 


1902 




...1 10,000.00 


n 


,...-do 

do „ 

Qa]vm'daE«nl, 

Tin.. 


1902 
19113 
1907 
1897 
10O3 
1904 
1905 
191^8 
1809 
1897 
1^8 
1809 
1809 
19nsG 
1905 
1S90 

ima 

1908 
1005 

innfi 


'''I'l'.ll'llV''"'' 


22,000.00 
11,000.00 








24,0)10,00 

aoo,(>o 
e, 000. 00 
11,000.00 
11 ti^xi.ijo 


4,000.00 
100.00 


14 






16 


Slutt-,.. 


16 


do.--...,. 

do.. 

..*..do .... 

do .-.. 

Tin. 


' 






17 








li 






13,000.00 

3,000.0< 

600.00 

200.00 

100.00 

100.00 
aon.oo 

3<«,00 

200.00 

75.00 




19 








29 






300,00 
150,00 
60.00 
50.00 
100.00 
100.00 


21 


-....do,.,,,..- 

do 

r-^^do 






22 




. 


23 






24 






26 


'";-dO 

^od...--.- 

w^ Ill 






26 






2? 






25.00 
^.00 
60.00 

50.00 
60,00 
50,00 
J 50,00 
50,00 
750.00 


28 






75»00 
'450.00 

450,00 
450.00 
460, no 
450.00 
450,00 
750.00 
6,000.00 

400.00 

800.00 

200.00 

1,000.00 

31,003.00 

300.00 
30aOQ 
200.00 


29 


ip^::::;:::: 






30 


..,-do -.. 

do 

..,-do... 

do 






31 


4, 200^ 1905 
4 300 l^i-^t 


;:::;:::::::i:::.,:.;. 


32 
33 


4, 2>xr 
4,300 
3,500 
50,350 

19,400 
2,625 
4 s 376 


1 190a 

, [Q05 

' im)7 
leiG 

leoo 
1 i&oa 




r^ -' 


34 

35 
36 


Tt 




r"""""' 


37 


Paper.., -.,... 
, m ...... 






80.00 
160.00 
100.00 

( "" 




Paper 








Asbestos. 

do 

TJn ..... 


33, 60(! iflll^ 








15^,450 

111,900 

4,140 

4,140 

^30 


1913 

:::::: 


} 133,003. CO 

300.00 
300.00 
200.00 






1 




.....do 

do 


















2,156.43 
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Character, value, and oondUion of buildings 
NORFOLK, VA.-ContiniMd. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


A 


Fort Norfolk magMlao. 

Quarters of inspector of ord- 
nance. 
Servants' quarters 


Brick 


Brick 

do 


Ft. in. 
40 

30 
20 
10 

15 
120 

80 
60 
30 
60 

16 
12 


Ft. in. 
30 

16 
12 
10 
15 
55 
25 
25 
20 
15 
12 
5 


Ft. in. 
3 31 5 

1 15 6 
1 7 2 
1 7 2 
1 10 

1 13 8 

2 22 7 

1 12 9 

2 20 4 
1 10 
1 10 
1 10 


B 


Wood 


C 


Watch house 


Brick 


do 


D 


Cistern house 


do 


do 


£ 




Wood 


Wood 

Stone 

Brick 

do 


1 




Brick 


2 


do 


do 


3 


do 


do 


4 


do 


do 


do 




Woodshed 


Wood 


Timber 

do 




Chicken house 


do 




Toilet 


do 


do 




Total 








Grand total ... 































NORTH HEAD, WASH. 



Radio station. 



Dwelling house. 



Powerhouse. 
Pump house. 
Oil house — 



Wood. 



do 

do 

Galvanized iron... 



Concrete 
piers. 

.....do 

do 

Concrete 



37 6 


38 6 


1 


15 


30 


20 


1 


12 


24 


12 G 


1 


16 


10 8 


8 8 


1 


7 6 



OLONGAPO. P. I. 



Naval station. 



Officers' quarters. 



.do. 
.do. 
.do. 
.do. 
.do. 



....do 

do 

do 

Civilian quarters 

do..: 

do 

do 

Electrical shop » 

Storehouse » 

South Gate telephone ex- 
change. ^ 
Copper shop * 



Master of tugs, stores, and 
shop.* 

Foundry • 

Storehouse • 

West gate marine guard > 

Storehouse > 



Joiner and boiler shop » 

Machine shop (machinery 

division).* 
Administration building ». . . , 
Boat and lumber shed< 



Paint and oil storehouse * 

Wharf shed 



Wood. 



.do- 
.do. 
.do. 
.do. 
.do. 



.do. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 



Wood and iron. . 

Brick 

....do 



.do. 
.do. 



.do. 



.do. 
.do. 
.do. 



Steel and concrete 

blocks. 
....do 



....do 

Wood and iron. . 



Brick., 
Wood. 



Concrete 
piers. 

...:.do 

do 

do 

do 

do 



.do. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 



Brick. 
....do. 
....do. 



.do. 
.do. 



....do. 
....do. 
....do. 
....do. 



....do 

....do 



....do 

Concrete 
piers. 

Brick 

Wharf 



101 


68 


2 


68 


50 




68 


50 




68 


50 




63 5 


50 




63 


50 




52 5 


46 5 




52 5 


46 5 




52 5 


46 5 




48 


37 




78 


39 5 




48 


37 




78 


39 5 




109 5 


78 6 




162 


57 




38 


22 




119 3 


80 5 




115 


53 




122 


82 5 




159 7 


37 




43 3 


10 




115 


49 5 




178 


72 8 




178 


72 8 




71 5 


58 4 




256 3 


27 3 




15 


(») 




250 5 


28 5 





124 5 

112 3 

112 3 

112 3 

17 8 

112 3 

t? 8 
«7 8 
«7 8 
39 2 



>9 
«9 
*9 
14 
17 
16 

13 

11 

14 1 
17 5 
13 
17 5 

12 

12 

24 

11 

9 3 

9 1 



I Height of eaves given is from top of piers. 



> Old Spanish building. 



PUBLIC WORKS OF THE NAVY. 



141 



at the end of the fiscal year 1915 — Continued. 

NORFOLK, VA.-<katiinMd. 



Roof. 


Floor 
space. 


Cubic 
space. 


Boilt. 


Coat. 


Addl- 
tSons. 


Cost to 
duplicate. 


Deterlora- 

tiOD. 


Present 
value. 


No. 


Tin 


480 

240 

100 

225 

0,600 

2,000 

1,500 

600 

900 

192 

60 


Cfu.ft. 
87,700 

7,240 

1720 

'717 

2,250 

90 200 

46,167 

19,125 

9,000 

1,920 

600 








tl5,000.00 

800.00 

600.00 

160.00 

160.00 

15,000.00 

6,000.00 

4,000.0(^ 

2,800.00 

600.00 

300.00 

200.00 


$6,000.00 

300.00 

300.00 

60.00 

60.00 

5,000.00 

2,000.00 

1,000.00 

800.00 


•10,000.00 

600.00 

200.00 

100.00 

100.00 

10,000.00 

3,000.00 

3,000.00 

2000.00 

000.00 

300.00 

200.00 


A 


Shingles 

TiQi!T. 








B 








c 


Slate 








D 


Shingles 

sSJT. 









B 








1 


do 

do 

do 

Tin 









2 








• 








4 




•000.00 
300.00 
200.00 






do 

do 




















30,000.00 















































NORTH HEAD, WASH. 



Shingles 

do 

2-iiich plank... 
Galvanized 
iron. 


1,242 

551 

253 
80 


23,468 

8,265 

3,796 

645 


1907 

1907 
1907 
1907 












1 












3 












3 












4 















OLONGAPO, P. I. 



Corrugated 

iron. 

....do 

....do 

....do 

Bubberoid 

Corrugated 

iron. 

do 

do 

do 

do 

do 

do 

do 

do 

Concrete 

do 

Corrugated 

iron. 
do 



.-..do 

....do 

Brick 

Corrugated 

iron. 
do 



..do. 



..do... 
..do... 



.do. 
.do. 



8,117 

3,044 
3,044 
3,044 
3,679 
3.077 

2,929 
2,929 
2,929 
2,168 
3,543 
2,168 
3,543 
7,293 
14,494 
585 

9,440 

5,946 

9,720 

9,017 

372 

4,930 

15,620 

16,158 

10,400 
6,983 



7,1 



100,311 

52,651 
52,651 
62,651 
40,490 
52,980 

32,570 
32,570 
32,570 
31,964 
55,110 
31,984 
65,110 
135,866 
178,178 
9,068 

214,760 

107,691 

238,140 

114,845 

2,630 

117,334 

302,783 

299,939 

146,384 
100,622 

5,862 
90,736 



1908 

1908 
1908 
1908 
1905 
1909 

1905 
1905 
1905 
1909 
1909 
1909 
1909 



1887 
1888 



1889 

1890 
1890 
1890 
1891 

1891 

1891 

1896 



1905 



•11,000.00 

3,920.00 
3,920.00 
3,920.00 



6,000.00 

2,056.00 
2,065.00 
2,065.00 
2,600.00 
3,000.00 
2,500.00 
3,000.00 



•300.00 



275.00 
640.00 



425.00 



740.00 
"626!66 
1,280.00 
2,162.00 

160.00 



400.00 



•9,000.00 

4,000.00 
4,000.00 
4,000.00 
3,200.00 
4.776.00 

2,300.00 
2,300.00 
2,300.00 
1,900.00 
2,750.00 
1,900.00 
2,750.00 
7,600.00 
18,000.00 
800.00 

17,200.00 

7,560.00 

19,000.00 

11,500.00 

800.00 

14,000.00 

36,600.00 

36,000.00 

18,000.00 
3,200.00 

1,500.00 
2,700.00 



•900.00 

400.00 
400.00 
400.00 
1,600.00 
382.00 

1,160.00 

1,160.00 

1,160.00 

200.00 

300.00 

200.00 

300.00 

5,500.00 

1,000.00 

100.00 

5,200.00 

6,560.00 

9,600.00 

1,500.00 

200.00 

1,400.00 

1,800.00 

1,800.00 

1,800.00 
1,200.00 

500.00 
1,600.00 



* Old Spanish building; has meszanine floor. 



« Temporary building. 



•8,100.00 

3,600.00 
3,600.00 
3,600.00 
1,600.00 
4,393.00 

1,160.00 
1,150.00 
1,160.00 
1,700.00 
2,450.00 
1,700.00 
2,450.00 
2,000.00 
17,000.00 
700.00 

12,000.00 

1,000.00 

9,500.00 

10,000.00 

600.00 

12,600.00 

34,700.00 

34,200.00 

16,200.00 
2,000.00 

1,000.00 
1,200.00 

» Hexagon. 
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Character f value, and condition of buildinga 
OLONOAPO, P. I.-Contlnued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height ! 
eaves. ■ 


22 


Rook crusher. 


Wood 


Concrete 

Concrete 
piers. 

Posts 

Concrete.... 
do 


Ft. in. 

45 
20 4 

30 

121 
91 7 
75 4 

63 5 

122 3 
67 

102 
101 9 
182 
98 

50 

60 3 
60 7 

46 
36 6 
48 5 
71 2 

35 
32 
90 7 
16 6 
56 3 

39 7 


Ft. in. 

34 5 

24 3 

17 
61 

46 5 
40 6 

31 
50 7 

47 5 

98 
43 9 
102 

25 

35 

40 3 
24 6 

24 5 
24 7 

15 5 
55 

16 6 
24 2 
30 2 
14 5 
40 2 

20 


1 


Ft. ii 

11 

9 

8 
17 
18 


I. 



22A 


TemDorarv Quarters 


.... do 


6 


23 


Foremen's office.. 


. .do 


1 


33 


Stordtiouse * 


Wood and iron — 
... do 





34 


Advance base storehouse 

Vehicle and storage shed «... 

Stable* 





35 


Wood 


C n r e te 

piers. 

do 

Concrete 

Concrete 

piers. 

Concrete 

do 

do 


8, 


3£A 


Wood and iron — 
do 


10 
20 
23 

22 


I 


36 







37 


Offices .'. 


Wood 


n 


38 


Power house * 


Steel and iron 

Wood and iron.... 
Steel and iron 





39 
40 


Dock shop and sail loft » 

Ship fitters' shop 


20 9l 

16 0: 


42 


Guardhouse ,. ., 


Wood 


Concrete 

piers. 
Stone 

Concrete — 
Concrete 

piers. 
do 


9 5 


54 


Quarters, printing and in- 
spection office. 
Drv kiln and lumber storage . 
Pattern storage shed 


do 


I 
22 5; 


55 

66 


Corrugated iron... 
do 


1 

17 Si 

8 


57 


Paint and oil storage 


do 


10 8 


58 


Watchman's quarters 

Shed on dry dock wharf 

Tools and material shed • 

Latrine 


Wood 


do 


8 o! 


50 
60 

62 


Corrugated iron... 
do 

. . do 


Wharf deck. 
Concrete 
piers. 

Concrete 

Wood 

Concrete 

do 


8 0, 
10 Oj 

8 3 


63 


Paint shop 


Wood and iron.... 

Wood 

.... do 


8 8, 


64 




11 

7 5 

10 5 

10 3 




65 


Master of tug's office t 




66 


Board room ' 


do 


Brick and 

wood. 
Concrete 

piers. 




68 


Post office 


do 






Total 






X4 


Nayal hospital. 

Yard disi>ensary •....,. 


Wood 


Brick 

Concrete 
piers. 


145 
44 






42 
23 


5 



1 
1 


11 

12 5 




fft 


Free dispensary • .,.,,.. r ... - 


do 






Total 






280 


Blfle range. 
Barracks 


Wood 


Concrete 

piers. 
do 


152 

58 
40 
30 
14 
24 

84 






2 






40 

24 
35 
20 
12 

8 

30 






3 






1 

■ 


6 5 

12 

7 5 

11 5 
9 9 

10 5 

12 3 




281 


Mess hall 


do 




282 


Officers' quarters .... 


Wood and suaali. . 
Wood 


do 

do 




283 


Storebouse 




284 


Bath house 


do 


Concrete — 
Wooden 

piles. 
Concrete 

piers. 




285 


Latrine 


do 




286 


Storehouse 


do 






Total 






301 


Magrazlne. 

Laboratory and office 

Surveillance magazine 

Qunners' quarters 


Wood 


Piles and 

concrete. 

do 


101 

21 
55 

10 

63 

28 

200 

70 





5 

5 

9 

8 
5 


29 

15 
53 

8 

40 
14 
30 
30 


5 

8 
2 

5 

1 
4 
8 
5 


1 
1 

; 

1 

1 
1 
1 


12 




802 


Concrete 


11 


303 


Reinforced con- 
crete and wood. 
Wood 


Concrete 

Concrete 

piers. 
do 


13 


304 


Kitchen for marine guard 

Attendants' quarters 


7 7 

8 5 
8 9 

16 7 
12 3 




305 


do 




306 


Carpenter shop 


do 


do 

do 




307 


Stowage shed 


do 




308 


Storehouse 


Wood and iron 


do 





1 Originally built for cement storage; second floor added subsequently. 

* Remains of original stable. 

« Original buildmg No. 35 removed and remodeled. 

« Power house. 

ft Old temporary building No. 38 removed, reerected, and remodeled; has mezzanine floor. 
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the end of the fiscal year 1915 — Continued. 

OLONQAPO, p. I.— Continued. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built, 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Rubberoid.... 

Corrugated 
iron. 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Nipa 


578 

510 
12,088 
8,010 
3,057 

1,968 
6,218 
6,756 

9,797 
7,640 
18,280 
2,486 

3,890 

2,400 
i;482 

1,127 
906 
752 

3,914 

578 
720 

2,720 
239 

2,263 

796 


Cu.ft. 
21,630 
6,537 

6,290 
161,960 
105,860 
60,089 

30,011 
174,104 
106,566 

240,000 
110,484 
430,484 
30,019 

40,783 

60,700 
16,560 

17,468 
9,024 
7,517 

65,892 

5,901 
9,335 

44,000 
2,064 

33,671 

10,149 


1906 
1910 

1906 
1907 
1908 
1908 

1911 
1908 
1908 

1909 
1910 
1910 
1909 


14,000.00 


1200.00 


$2,500.00 
380.00 

250.00 
6,850.00 
6,350.00 
2,000.00 

1,050.00 
8,700.00 
9,000.00 

19,000.00 
6,650.00 

30,000.00 
3,000.00 

2,100.00 

2,600.00 
720.00 

700.00 

400.00 

480.00 

1,680.00 

480.00 
375.00 
2,200.00 
100.00 
675.00 

1,000.00 


1500.00 
160.00 

50.00 
1,200.00 
1,000.00 
1,000.00 

50.00 
2,200.00 
1,500.00 

2,000.00 
650.00 

1,500.00 
300.00 

1,000.00 

250.00 
80.00 

80.00 

50.00 

50.00 

780.00 

80.00 
75.00 

700.00 
20.00 

475.00 

100.00 


$2,000.00 
230.00 

200.00 
5,650.00 
5,350.00 
1,000.00 


23 
22A 


196.00 
4,500.00 
4,100.00 




23 


750.00 
800.00 


33 
34 


1,038.00 




l,000.0o' 35A 


280.00 
1,240.00 

"soo.'oo 

1,150.00 
80.00 

60.00 


6, 500.00! !M 


10,000.00 
23,000.00 


7,600.00 

17,000.00 
6,000.00 

28,600.00 
2,700.00 

1,100.00 


37 

38 
39 


24,000.00 
2,800.00 


40 
42 

54 






2,250.0o' 65 








640.00 

620.00 
350.00 


56 






■ 



67 








fA 


1909 
1910 

1909 


647.00 




420. OO: 59 




900.00 60 






400. 00| 62 






300.001 63 








1,500.00! 64 


1909 






80.00 66 






200.00' 66 


Corrugated 
iron. 


1909 






900.00! 68 










247,990.00 




Rubberoid.... 
Corrugated 
Iron. 


6,937 
1,012 


75,112 
17,457 


1901 
1912 




1,280.00 


5,000.00 
920.00 


3,000.00 
20.00 




2,000.00 


\4, 


903.06 


900.00' 67 






280 


2,900.00 


Cogon 

Ruberoid 

do 

do 

do 

do 

do 


6,080 

1,394 

1,405 

613 

168 

192 

2,620 


85,120 

0,300 
16,830 
8,766 
1,982 
2,208 

41,680 


1905 

1905 
1906 
1906 
1906 
1906 

1907 


2,660.00 

720.00 
840.00 
320.00 
76.00 
80.00 

1,080.00 




2,800.00 

900.00 
980.00 
350.00 
80.00 
100.00 

1,370.00 


800.00 

260.00 
280.00 
100.00 
20.00 
40.00 

370.00 


2,000.00 


100.00 


660.00 281 
700.00 282 




250.00! 283 




60.00 
60.00 

1,000.00 


284 




285 




286 






4,720.00 




Corrugated 
iron. 

Concrete 

Ruberoid 

do 

do 

do 

do 

do 


2,979 

331 
2,962 

89 

2,662 

403 

6,184 

2,150 


51,238 

3,641 
44,280 

685 

30,285 

4 422 

132,956 

38,270 


1906 

1908 
1906 


2,054.58 

787.95 
6,161.30 


458.20 


2,200.00 

800.00 
6,000.00 

80.00 

2,400.00 

460.00 

4,985.00 

2,000.00 


254.00 

80.00 
400.00 

40.00 

600.00 
20.00 

284.00 
60.00 




1,800.00 

720.00 
4,600.00 

40.00 

1,800.00 


301 
302 




303 




304 


1907 
1911 
1911 
1911 


2,340.88 

437.94 

4,984.60 

1,958.00 




.^tf» 




430.00 306 




4,700.60 307 
1,950.00 308 





* Originally built by crew of station ship for storage shed; since Improved; scrap material. 
T Originally Y. M. C. A. Building. 

* Old Spanish buildine. 

* Located in town of Olongapo. 
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Character J value ^ and condition of buildings 
OLONOAPO, P. I.— Continued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


WIdt 


h. 

n. 
3 

3 

3 

3 


3 
3 

2 

8 


Sto- 
ries. 


Height 
eaves. 


309 


]fHrutee-<^<mtintted. 
Shell house No. 1 


Steel and concrete 

blocks. 
Wood 


Concrete 

Concrete 

piers. 
Concrete 

do 


Ft. i 
81 

39 

49 

97 
86 

39 
113 

30 

60 


n. 
3 

» 

3 


9 
3 

2 




Ft. i 
40 

20 

40 

30 
33 

20 
30 

20 

35 




Ft. in. 
13 

11 2 

13 

13 
9 2 

11 3 
13 

10 2 

12 


310 


Filling house No. 1 


311 


Magazine No. 1 


Steel and concrete 

blocks. 
do 


812 


Magazine No.2 


313 


Marine barracks 


Wood 


Concrete 

piers. 
do 


314 


FiUine house No. 2 


do 


315 


Shell house No. 2 


Steel and concrete 

blocks. 
Wood. .. 


Concrete 

Concrete 

piers. 
do 


320 


Fuse and primer house 

Dry-air filling house 

Total 




do 


201 


Coal lag plant. 
Coal storage shed 


Steel and iron 

Steel and rein- 
forced concrete. 
Wood 


Concrete 

do 

Concrete 
piers. 

do 

do. ... 


452 

71 

46 

62 
39 
58 
41 
36 
24 
30 











2 





152 
44 

46 

30 
24 
30 
45 
20 
14 
20 

















1 

1 

1 

1 
1 
1 

1 
1 
1 
1 


36 

15 5 

9 

11 
10 
15 
13 

13 
8 

14 


202 


Power house 


203 


Custodian's quarters 


204 
205 


Office 


do 

.do 


206 


Storehouse and workshop.. . . 
Storehouse 


Wood and iron 


. ..do 


207 


.do 


do .. 


208 


Qpftrters . . . 


Wood and suaali . . 


.. .do 


209 


Gasoline storage 


Wood and iron 


do.. 


210 


Native workmen's quarters. . 
Total 


Wood 


do 










Grand total 































PBARL HABBOR, HAWAII. 



A 


Naval statton. 
Officers' quarters 


Wood 


Stone 

do 


124 
75 11 
75 11 
75 11 
75 11 

75 11 

76 11 
75 11 
64 
64 
64 
54 
21 
21 

151 4 

240 
260 
300 
200 
200 

300 

120 
219 


64 
48 
48 
48 
48 
48 
48 

48 
40 
40 
40 
40 
16 8 
16 8 

49 2 

50 
100 
100 
100 
100 

60 

100 

61 4 


2 
2 
2 
2 
2 
2 

I 

1 
1 
1 
1 
1 
1 
2 

1 

1 

1 

1 

1 

2 

2 
3 


27 6 
25 
25 
25 
25 
25 
25 
25 
13 « 
13 6 

13 ; 

13 « 
10 6 
10 6 

28 

15 6 

/ 42 

1 16 6 

42 

16 6 
42 

15 6 
42 

16 6 
■ 80 

42 
25 
37 6 


B 


do 




c 


do 




..do 


T> 


do 




do 


F. 


do 




do 


F 


do 




do 


G 


do 




do 


H 


do 




do 


T 


.T^ininr nfflce*" . 


do 


Stone piers.. 
do 


J 


do 


do 


K 


do 


do 


do 

do 


L 


do 


do 


M 


Servants I and J 


do 


do 


N 
1 


Servants K and L 

Administration 


do 

Concrete 


do 

Concrete 

piers. 
do 

do 


2 
3 


Copper, plumbing, and elec- 
troplating. 
Machine shop 


Steel 

do 


4 
5 


Boiler, sheet metal, and ship 

fitters' shop. 
Forge shop 


do 

... do 


do 

do 

...do. 


6 


Foundry 


do 


7 
8 


Woodworking shop 

Central power plant 


do 

do 


do 

do 

do 


9 




Concrete 







1 Original e^st and additions (six bnildings, quarters A to F) included in above figures. 
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at the end of the fiscal year 1916 — Continued. 

OLONOAPO, P. I.-<:ootiiiiied. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Concrete 

Ruberoid 

Concrete 

1 do 


Y^2 

809 

1,786 

2,623 
1,152 

809 
3,106 

408 

2,140 


Cu.ft. 
55,537 

9,499 

33,041 

45,378 
16,206 

9,499 
53,768 

5,304 

30,000 


1906 

1906 

1906 

1906 
1911 

1906 
1906 

1906 

1915 


$6,776.31 

720.00 

3,350.00 

4,567.44 
1,346.00 

720.00 




16,000.00 

700.00 

3,500.00 

4,800.00 
1,350.00 

700.00 
6,000.00 

1,200.00 

4,000.00 


$400.00 

140.00 

250.00 

360.00 
30.00 

140.00 
400.00 

600.00 


$6,600.0» 

560.00 

3,250.00 

4,450.00 
1,320.00 

560.00 


390 




310 




311 




312 


Corrugated 




313 


' iron. 
Ruberoid 




314 


[ Concrete 


5,610.79 




5,600.0O| 315 


Ruberoid 






600. Oo' 320 


Corrugated 


4,000.00 




4,ooo.oo! 


steel 












41,980.60 




68,704 

2,898 

2,116 

1,860 

696 

1,740 

1,854 

720 

336 


2,996,444 

65,757 

38,682 

26,040 
8,277 
34,800 
28,243 
11,520 
3,612 
6,800 


1908 
1906 
1908 
1908 


110,500.00 
7,500.00 
2,200.00 
1.200-00 




127,000.00 

8,000.00 

2,500.00 

1,300.00 

510.00 

1,050.00 


10,000.00 

750.00 

625.00 

400.00 
30.00 
650.00 
360.00 
150.00 
30.00 
100.00 


Corrugated 


117,000.00 

7,250.00 

1,875.00 

900.00 
480.00 
400.00 
540.00 
450.00 
80.00 
300.00 


201 


iron.^ 
do 

do 




202 




203 


do 




204 


do 

do 

do 

do 

do 


1911 '5io.66 

1911 400.00 
1908 660.00 
1908 560.00 
1910 80. 00 




205 




206 




900.00 
600.00 
110.00 
400.00 


207 





208 





209 


do 400 


1908 


400.00 





210 












129,275.00 




















459, 508. 6( 









1 


1 







PEARL HARBOR, HAWAII. 




9,255 
33861—16 10 



1916 
1913 



»$67,165.98i$5,051.84 



10,350.28 
10,350.28 



52,585.32 



28,396.01 
91,658.03 



1,649.72 
1,649.72! 



483.07 



$17,000. 
12,000. 
12,000. 
12,000. 
12,000. 
12,000. 
12,000. 
12,000. 

4,500. 

4,500. 

4,600. 

4,500. 

500. 

500. 

50,000. 



$600.00 
500.00' 
500.00 
500.00 
500.00 
500.00 
500.00 
500.00 



30,000.00 

100,000.00 

120,000.00 

50,000.00 

65,000.00 

75,000.00 

40,000.00 

2,248.89 100,000.00 



1,000.00 



1,000.00 
3,000.00 



$16,600.00 

11,500.00 

11,500.00 

11,600.00 

11,600.00 

11,600.00 

11,600.00 

11,500.00 

3,600.00 

2,700.00 

2,700.00 

1,800.00 

400.00 

100.00 

49,000.00 

23,600.00 

84,000.00 

100,700.00 

43,000.00 

57,500.00 

54,000.00 

39,000.00 
97,000.00 



A 
B 
C 
D 
E 
F 
G 
H 
I 
J 
K 
L 
M 
N 
1 

2 

3 

4 

5 
6 
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Character, value^ and condition of buildings 
PEARL HARBOR, HAWAII'-Continued. 



No. 



10 



101 
102 



103 



104 
105 



106 
108 



109 



110 
111 



201 

202 
203 
204 

205 
221 

251 



252 
253 

261 

301 
302 
310 

321 

322 



401 
402 
400 
411 



Structure. 



NaTal BtatloB— Continued. 

Coal plant pump house 

Paint shop and rigging loft. . 



Boat shop 

Steel storehouse. 
Pattern shop 



Lumber storehouse. . 
Telephone exchange. 

Refrigerating plant.. . 



Moanalua pump house . 
Meter house 



Material. 



Concrete. 
Steel 



.. .do 

do 

Concrete 



Steel.. 
Wood. 



.do. 



Concrete and wood 
Tile 



Outbuilding A Wood 

Outbuildings B and C do 

Outbuildings D and E do 

Outbuildings F and O I do 

Outbuilding H do 



Temporary bnUdliigB. I 

Laboratory and testinghouse . ' do . 

Tool and round house do.. 



Foreman's office and cement do 

shed. 

Restaurant do 

Storage shed do 

Dispensary I do 

Powder house I Wood frame and 

I corrugated iron. 

Coaling plant, office, and tool i do 

house. 

Yard stable ' do 

Coaling plant, erecting shed . .| do 

Marine reservation. | 

Officers' quarters l Concrete 



.do 

.do 

.do 



! 



..do 

..do 

.do 



— do do.. 

Marine barracks do. . 



Servants' quarters No. 1 Wood. 



Servants' quarters No. 2 do 

Servants* quarters No. 3 ' do 

Temporary stable do 



Naval hospital. 

Officers' quarters do . 

— do I do. 

Nurses' quarters , do. 



Operating building Concrete and tile. 

Ward B building I do 



Naval magazine. 



I 



Officers' quarters ' Wood 

— do j do 

Marine guard building ' do 

Shippi2^ house I Steel and cement 

plaster. 
Power and locomotive house. .1 do 



roundation. 



Concrete 

piers 
Rock 



do 

do 

Concrete 
piers. 

Rock 

Timber 

Concrete 



.do., 
.do.. 



Piers 

....do.... 
....do.... 
....do.... 
....do.... 



Length 



Timber. 
Sills 



.do.. 



.do., 
.do.. 



.do., 
.do.. 



.do.. 



.do., 
.do.. 



Concrete. 

do.... 

....do.... 
....do.... 



.do., 
.do. 



Wood posts 
on c n- 
crete. 

....do 

....do 

....do 



Stone piers.. 

do 

Concrete 

piers. 
do 



.do. 



....do... 
....do... 
....do... 
Concrete. 



Ft. in. 
70 



160 



300 
240 
201 6 



200 
24 



20 

8 



35 8 
41 4 



41 
41 
24 



45 6 
51 



80 



64 
213 



20 
13 



60 



66 
135 



78 

78 

78 

50 6 

50 6 

248 6 

32 



32 0, 
32 O' 
130 



Width. 



Ft. in. 
19 6 

50 

62 10 
55 
62 6 



80 
179 



45 10 
45 10 
44 6 

96 9| 



71 
24 



Sto- 
ries. 



51 

15 

6 

20 0' 

20 

20 

20 

20 



34 
27 



30 



38 
26 



12 
10 10 



36 



29 3 

30 



51 

51 
51 
40 10 

40 10 
104 

16 



16 o: 
16 O! 
30 



63 7| 32 
63 71 32 
70 9 39 



62 



51 10 
51 10, 
42 9 
51 3 



52 8; 24 81 



Height 
eaves. 
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at the end of the final year i9i5— Continued. 

PBARL HABBOR, HAWAII— GontiBiMd. 



Roof. 



Floor 
spaoe. 



Cubic 
space. 



Built. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Concrete 

Corrugated 
asbestos. 

— do. 

-...do 

....do. 



....do 

Shingle 

/Steel and as- 
\ bestos. 

Shingle 

Corrugated as- 
bestos. 

ShiMle 

'.y.'.^o'.'.y.y. 

....do 

...do 



Composition.. 
Corrugated 

steel. 
do. 



Composition. . 
Corrugated 

steel. 
Composition.. 
Corrugated 



.do. 



.do., 
-do.. 



Composition 
and concrete. 

...do 

...do 

Asbestos shin- 
gle. 

-...do 

Concrete and 
tile. 

Shingle 



...do 

....do 

Corrugated 

iron. 



y.'.Ao'.'.'.'.'.V.'. 

Asbestos and 
shingle. 



....do 

do 

Shingle 

Asbestos and 

shingle. 
Concrete 



aq.ft. 

1,23: 



Cu.ft. I 
16,377| 1913 



I 



16,000 309, 371 



18,849 
13,200 
24,129 

14,300 
676 

1,872 

266 

42! 

712 
826 



480 



1,277 
1,377 

2,400 

1,508 
5,638 

240 
140 

1,800 

1,930 
4,050 



3,747 

3,747 

3,747 
3,265 



746,738 
596,695 
597,687 



503,600 1916 
2,572 



19,440 1016 



2,527 

378 



8,9001 1014 



10,325 
10,325 
10,325 



6,000 1914 



1908 



15,324 
23,319 

37,200 

17,233 

86,840 

2,400 
1,225 



24,300 1912 

26,248 1912 
101,250 1912 



50,978 

50,978 
50,978 
36,022 



3,265 36,022 
100,368 2,384,000 



404 



404 

404 

3,900 



2,1 

2,996 

1,959 

7,208 

26,827 



2,742 
2,742 
1,902 
4,707 

1,248 



5,858 



5,858 

5,858 

54,600 



71,220 
71,220 
32, 105 

141,560 

580,774 



41,370 
41,370 
29,909 
97,670 

31,373 



1916 



1913 
1915 



1914 
1914 
1914 



1913 

1913 
1913 
1914 

1914 
1913 



13,693.35 
24,999.72 



24,999.09 



12,515.59 

1,235.51 
221.61 

200.00 
240.00 
240.00 
240.00 
119.00 



800.00 



1500.00 



15,1 



!9.05 



15,539.05 
15,539.06 
8,898.75 

8,898.75 
125,816.55 



2,755.00 

2,755.00 

2,755.00 

101.25 

101. 25 
3,480.00 



1915 
1915 
1915 

1915 

1915 



1914 
1914 
1915 
1914 



I 25,880.15 
i 106,851. 



27 



7,000.00 

7,000.00 

2,493.18 

24,014.93 



I 
4, 670. 00' 



13,600.00 

35,000.00 

44,000.00 
43,000.00 

66,ooaoo 

26,ooaoo 
4oaoo 

12,500.00 

1,200.00 
220.00 

200.00 
250.00 
250.00 
250.00 
125.00 



1,300.00 
1,200.00 

1,500.00 

1,500.00 
1,200.00 

200.00 
75.00 

1,600.00 

800.00 
3,000.00 



18,000.00 

18,000.00 
18,000.00 
9,000.00 

9,000.00 
130,000.00 

500.00 



500.00 

500.00 

2,000.00 



10,600.00 
10,500.00 
4,500.00 

22,000.00 

90,000.00 



7,000.00 
7,000.00 
2,600.00 
10,000.00 



oioaoo 
6oaoo 



100.00 



100.00 



10.00 
10.00 
10.00 
10.00 
10.00 



300.00 
400.00 



300.00 



300.00 
600.00 



100.00 
60.00 



300.00 



200.00 
500.00 



300.00 

300.00 
300.00 
100.00 

100.00 
3,000.00 



50.00 



50.00 

50.00 

200.00 



100.00 
100.00 
50.00 

500.00 

1,000.00 



300.00 
300.00 
100.00 
200.00 



3,150.00 



13,600.00 

34,500lOO 

43,600.00 
35,60a00 
48,000.00 

26,000.00 
300.00 

12,500.00 

1, 100. 00 
220.00 

19a 00 
240.00 
240.00 
240.00 
115.00 



1,000.00 
800.00 

i,2oaoo 

1,200.00 
600.00 

100.00 
26.00 

1,300.00 

600.00 
2,500.00 



17, 700. 00 

17,700.001 
17, 700. 00 
8,900.00 

8,900.00 
127,000.00 

450.00 



450.00 

450.00 

1,800.00 



10,400.00 
10,400.00 
4,450.00 

21,500.00 

89,000.00 



6,700.00 
6,700.00 
2,400.00 
9,800.00 

3,150.00 



10 

11 

12 
13 
14 

16 
16 

18 

19 
20 

21 
22 
23 
24 
26 



101 
102 



103 



104 
105 



106 
108 



109 



110 
111 



201 

202 
203 
204 

205 
221 

251 



252 
253 
261 



301 
302 
310 

321 

322 



401 
402 
409 
411 

412 
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CharaeUr, value, and condUion of buildings 
PSARL HARBOR, HAWAn-Oontlnaed. 



No. 

1 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height - 
eaves. 


1 NbtbI lla«Mhie-C<mtinoed. 


Steel and tUe 




Ft. in. 
301 8 

56 9 

141 9 

141 9 

141 9 

201 4 

241 9 

81 9 

55 9 

48 9 

48 9 

64 
55 4 

47 

34 4 

80 8 

20 

18 

60 4 

20 3 

18 3 

/ 88 2 

\ 80 2 

34 3 

30 2 

/ 52 3 

i 20 8 

128 3 

30 9 

25 4 

32 

20 

/ 63 

\ 72 2 

16 4 

87 2 

/ 36 

\ 17 10 

20 

48 3 


Ft. <n. 
61 8 

25 
50 
50 
50 
50 
50 
50 

25 
16 9 

16 9 

37 10 
39 10 

26 

35 5 
52 3 
20 
18 
34 3 
10 3 
10 6 


1 

1 

1 
1 
1 
1 
1 
1 
1 
1 

1 

1 
2 

2 

1 

1 
1 
1 
1 
1 
1 


Ft. in. 
14 a 


414 


PrtiDftT house r- - 


do 




15 9 


415 


Magazine No. 1 


do 


Concrete 

do 


15 9 


416 


Magatine No. 2 


do 


15 9 


417 1 

418 

419 

420 , 

421 

422, 

423 


Magazine No. 3 


do 

do 


do 

do 

do 

do 

do 


15 9 
15 9 


Loaded shell house 


do 


15 9 


Sesreffation house 


do 


15 9| 


High explosives house 


do 


15 9 
12 6 


FiUing house No. 1 


Steel and cement 

plMter. 
do 


FUlinff house No. 2 




12 6 


Badio stations. 

Chief operator's quarters 

Power house 


Wood 


Stone piers.. 
Concrete 

piers. 
Concrete 

Wood 

do 

do 

do 

do 

do 


,4. 




Concrete 


26 6j 




OpflffttlTiF buildiriF. . . 


do 


20 
12 3, 


1 


Marine harraeks. 

Office and bedroom 


...do 


2 


Guardhouse 


do 


7 3i 


3 
4 
5 


Laundry 

Toilet and shower baths 

OymnftsJliTn 


do 

do 

do 


7 61 
18 0^ 


6 


Prisoners' cells 


do 


7 3:' 


7 


Policeshed 


. .do 


do 

do 

do 


7 7| 


8 
9 


Amusement hall and library . 
Hospital ward 


do 

do 


25 8\ , 
20 0/ * 
16 4 1 

18 51 1 


10 

11 9 

12 2 

12 

12 
9 9 

11 6 

13 10 
10 

10 

11 
8 

12 

12 
L 11 9 


10 


Sickbay 


do 


do 


11 
12 


Canteen and clothing store- 
room. 
Mess hall 


}....do 

do 


do 

do 


30 2 
16 4 
36 2 
36 2 

30 4 
32 
10 2 
18 3 
26 8 
16 3 
16 10 
22 
8 11 
20 
36 1 


I ; 

} 
} 


13 


Kitchen 


....do 


do 


14 


Bake shop 


do 


do 


15 
16 


Public property storeroom . . . 
Coal shed 


.....do 

do 


do 

do 


17 


Stable 


do 


do 


18 


Incinerators (3) 


....do 


do 


19 


Carpenter shop 


do 


do 


20 


Band building 


do 


do 


21 


do 


do 


22 


Quartermaster's office and 
storeroom. 

Total . . 


do 

1 


do 




Grand total -. ' 




















1 





PEKING, CHINA. 



American legation. 
Officers' quarters 



Servants' quarters... 
Office and quarters.. 
Hospital 



Hospital, servants' quarters. . 

Quarters, enlisted men 

Quarters, kitchen, mess hall, 
brig, and guardnouse. 

Quarters for enlisted men 

Gun shed 



Brick. 



.do., 
.do.. 
..do.. 



.do., 
.do., 
.do.. 



.do., 
.do.. 



Concrete... 



.do., 
.do.. 
.do.. 

..do.. 
..do.. 
..do.. 



.do., 
.do.. 



133 

130 

48 

49 

31 

392 

210 

261 

23 



43 

12 

16 
48 

19 

20 
20 

30 

17 



34 0< 

10 

13 C 

34 



13 a 

12 0; 

13 
13 0; 



1 Not completed. 
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<U the end of the Jueal year 1916 — Continued . 

PBARL HARBOR, HAWAn-Continued. 



Roof. 



Asbestos and 
shinsle. 

..75d! 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 

....do 



Shingle 

Asbestos and 

shingle. 
do 




...do 

....do 

Galvanized 

iron. 
Shingle 

'.'.'.'.do'.'.'.'.'.'.'.'.. 

....do 

....do 

...do 

....do 

....do 

....do 



Floor 



10,860 

1,636 
7,30S 
7,305 
7,305 
10,610 
12,670 
4,078 
1,536 
768 

768 



2,841 
7,113 

2,180 



4,186 
400 
324 

1,458 
260 
102 

4,117 

396 
377 

1,913 

4,638 
1,450 

495 

1,038 

140 

3,006 

264 
629 



400 
1,728 



Cable 
space. 



BoJlt. 



Cu.ft. 
190,040^ 

28, 851 i 

120,690, 

120,690 

120,690 

189,180 

206,460 

60,084 

28,851 

10,748 

10,748 



42,387 
103,733 

24,205 



8,820 
30,351 
3,760 
4,066 
30,618 
1,789 
1,651 

61,722 

5,445 
7,104 

28,695 

74,206 
15,583 

7,320 
17,915 
1,700 

30,741 



9.900 1909 
5,032 

13,340 

6,000 



25,344 



1014 

1914 
1914 
1914 
1914 
1914 
1914 
1914 
1914 
1914 

1914 



0) 
0) 



1911 
1906 
1906 
1906 
1906 
1906 
1906 

1910 

1911 
1911 

1909 

1909 
1909 

1911 
1912 
1911 

1909 



1909 
1906 
1909 



1909 



Cost. 



$45, 37a 38 

5,000.00 
18,899.16 

38,302.60 

24,926.48 

28,568.59 

10,000.00 

5,000.00 

9,139.07 



264.78 
1,365.79 
75.20 
60.68 
1,071.63 
35.78 
16.51 

1,851.66 

163.35 
142.08 
860.85 

1,855.20 
311.66 

146.40 
358.30 
35.00 

778.52 

99.00 
50.32 

667.00 

90.00 
1,520.64 



Addi- 
tions. 



Cost to 
duplicate. 



145,000.00 

6,000.00 
19,000.00 
19,000.00 
19,000.00 
26,000.00 
28,000.00 
10,000.00 
5,000.00 
4,500.00 

4,500.00 



Deteriora- 
tion. 



Present 
value. 



1500.00; $44,500.00 



100.00 
400.00 
400.00 
400.00 
500.00 
500.00 
200.00 
100.00 
100.00 

100.00 



662.00 
2,428.00 
300.00 
325.00 
3,060.00 
150.00 
100.00 

4,630.00 

545.00 
710.00 

2,000.00 

3,700.00 
750.00 

350.00 

1,250.00 

110.00 

1,500.00 

500.00 
200.00 

1,100.00 

300.00 
2,500.00 



32.00 
128.00 
20.00 
20.00 
160.00 
10.00 
10.00 

230.00 

30.00 
40.00 

100.00 

180.00 
40.00 

20.00 
50.00 
10.00 

75.00 

25.00 
10.001 

50.00| 

20.00 
125.00 



4,900. 
18,600. 
18,600. 
18,600. 
24,600. 
27,500. 

9,800. 

4,900. 

4,400. 



4,400.00 



No. 



2,300. 

280. 

305. 
2,900. 

140. 
90. 

4,400. 
525. 
670. 

1,900. 

3,520. 
710. 

330. 

1,200. 

100. 

1,425. 

475. 
90. 

1,050. 

280. 
2,375. 



25,695.00 



56,870.00 



413 

414 
416 
416 
417 
418 
419 
420 
421 
422 

423 



601 
604 



605 



1 
2 
3 
4 

5 
6 
7 

8 

9 
10 

11 

12 
13 

14 
15 
16 

17 

IS 
19 

20 

21 
22 



PEKING, CHINA. 



Galvanised 

iron. 

Tile 

....do 

Galvanised 

iron. 

Ttte 

....do 

do , 

....do 

Galvanised 
iron. 



17,167 

1,560 

768 

7,056 



7,840 
4,200 

6,220 
391 



194,346 

16,600 
9,216 
79,968 

7,068 
93,060 
50,400 

62,640 
4,692 



I 



1901 

1910 
1913 
1901 

1914 
1901 
1901 

1913 
1913 



$17,271.37 

1,100.00 
3,903.19 
8,806.00 

636.62 
16,000.00 
7,770.00 

9,298.29 
459.12 



$18,000.00j $3,400.00 



1,000.00 
1,600.00 
9,000.00 



15,000.00 
7,800.00 

9,500.00 
459.00 



120.00 

288.00 

2,000.00 



3,200.00 
1,500.00 

1,800.00 
59.00 



I 
$14,600,001 

880.00. 

712.00 

7,000.00, 

636.62: 
11,800.00 
6,300.00 

7,700.00 
400.00 
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Character J value^ and condition of huildingt 
PEKING, CHINA-ConiinaBd. 



No. 


Structure. 


Material. 


Fonadatlon. 


Length. 


Width. 


Sto- 
rifls. 


Height 
eaves. 


10 


AMeriMB leg aOoB— Gontd. 
DistUUng plant 


Brick 


Conente.... 
do 


Ft. in.< Ft. in. 
O 23 
137 18 

1 
100 o; 25 




Ft. in. 
12 
12 

12 


11 


NoacommJssiQned officers' 
quartera. 

Post exchange 

QfP«rt4r*nMtff8' depot 


do 


12 
13 


do 

do 


do 

do 


14 


Stabtoe 


do 


do 


62 
81 

40 


S3 
20 

iA a 


1 


12 
12 

10 
10 
12 

12 


15 


Fo»»i» . , 


do 


.do 


16 


CariMnter shoD 


Wood 

Concrete and brick 
Brick 


Natural 

Concrete 

do 


17 


MecAfffn^ (i^orral) 


36 18 
50 22 


18 


Wagon shed .'. 


19 


Bloekhouae 


.. .do 


FiUed con- 
crete. 


25 


18 


20 


General mess stores 


do 






21 


Office, company commanders. 
Stable 


do 












22 


do 














Total 































PENSACOLA. FLA. 



A 

B 
C 
D 

a 

H 
I 

K 

M 

1 

2 

3 
8 
9 
10 
12 
13 
14 
15 
16 
18 
10 
21 
25 
26 

26A 
27 
28 

28A 

5!9A 

29B 
34 
35 
36 
38 

38A 
40 
43 
44 
45 
46 
47 

47A 
48 
49 
50 
51 
52 



Aeronantle station. 



Quarters 

do 

do 

do 

do 

do 

do 

do 

do 

General woodworking shop... 
Foundry, copper, and boiler 
shop. 

Bath house 

Guardhouse and prison 

Storehouse 

Yard magazine 

Pitch house 

Fire engine house 

Vacant 

do 

Medical office, armory 

Temporary marine barracks. . 

Carr&ge house 

Lime house 

Storehouse 

Foundry 

Coppersmith shop 

Timoer shed 

Stables 

Carriage shed 

Vacant 

do 

Chimney 

Administration building. . 

Blacksmith shop 

Cisterns Nos. 1 and 2 

Machine shop 

Boiler and dynamo room.. 

Storehouse and offices 

Crane shed 

Shlpfltters' shop 1 

Shops, lofts, and offices 

Temporary boat shed 

Central powerhouse 

Chimney 

Radio station 

Sawmill 

Dry kiln 

Locomotive ebed 

PaintShop 

Crematory 



Bricl^ . . 
....do.. 
....do.. 
....do.. 

do.. 

do.. 

....do.. 
Wood.. 

do.. 

Bric\ . . 
Steel... 

Wood.. 

Bric'c . . 
.do., 
.do.. 



Briclcand wood. 

Brick 

Brick and wood. 

....do 

Brick 

....do 

do 

....do 

....do 

...-do 

....do 

do 

....do 

Wood 

Brick 

....do 

....do 

.do.. 

.do.. 



Brick.... 
....do.... 

do.... 

....do.... 
....do.... 
....do.... 

do.... 

....do.... 

do.... 

Brie .... 
Concrete. 



Piles 

Concrete. 

Briciv 

....do.... 



do 

do 

do 

do 

Wood 

Steel 

Steel and brick.. 

Wood 

Brick 

do 

Wood 

Wood and steel.. 

Brick 

do 

do 

do 



....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
....do.... 

do.... 

....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
....do.... 
Granite.. 

Brick 

....do.... 
....do.... 
.do.. 



Concrete. 
Brick.... 

do.... 

do.... 

Concrete. 

do... 

do.... 

do.... 

do.... 

do.... 

do.... 

do.... 

do.... 

do.... 



44 

66 
49 
49 
49 
49 
49 
49 
49 
300 
271 



25 8 
50 



219 

10 

40 

40 

55 

56 

48 
184 
116 

87 
300 

66 

60 
225 
116 

30 
131 

30 

12 




5 



2 

60 
43 



250 
70 

179 
44 





7 
5 


269 8 
200 
142 2 



30 
80 
62 8 
80 
80 
22 



40 

18 
18 
18 
18 
18 
18 
18 
18 
50 
56 



18 

32 

61 

10 

20 

31 

22 

18 

48 

60 

32 6 

51 



60 
50 
40 
60 

32 6 

20 

76 

10 

12 

54 6 

28 

26 

60 

31 5 

60 

14 

60 

61 5 
45 

111 



30 
45 

12 

30 

56 8 

27 
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Roof. 


Floor 
space. 


Cubic 
space. 


Buttt. 


Cost. 


Addi- 
tions. 


Cost to 


Deteriora- 
tion. 


Present 
value. 


No. 


Tile 


2,466 
2,500 


Cu.ft. 
14,628 
29,502 

30,000 
71,454 
24,552 
19,440 

6,400 
6,480 
13,200 

5,400 


1903 
1913 

1911 
1914 
1901 
1901 

1911 
1911 


$430.96 
1,667.12 

1,614.08 

7,436.32 

305.00 

306.00 

106.00 
1,119.04 


"$232.' io 


$600.00 
1,000.00 

1,650.00 

7,436.32 

340.00 

340.00 

110.00 

1,200.00 

500.00 

1,900.00 

275.00 
241.00 
655.00 


$40.00 
100.00 

100.00 


$460.00 
900.00 

1,550.00 

7,436.32 

300.00 

300.00 

100.00 

1,100.00 

400.00 

1,660.00 

275.00 
241.00 
665.00 


10 


Galvanized 

iron. 
do 


u 

12 


13.24 


13 


Ruberoid 

Galvanized 

Ruberoid 

Cement 

Galvanized 

iron. 
Tfle 


2,046 
1,620 

640 

648 

1,100 

450 


40. 0» 
40.00 

10.00 
100.00 
100.00 

250.00 


14 
15 

16 




17 




18 


1904 

1912 
1913 
1914 


1,900.00 

271.05 
240.78 
763.08 




19 






20 












21 












22 










. 




65,305.94 
























PENSACOLA, FLA. 



Tin.... 
Slate. . . 
do- 
Metal.. 
....do.. 

do.. 

do.. 

Slat«... 

do.. 

do-. 

Metal.. 



....do 

Tae 

Metal 

Tin 

Slate 

....do 

....do 

Metal 

do 

do. 

Slate 

Metal 

do 

Slate 

Tin 

Metal 

Slate 

Iron 

do 

Metal 



Metal 

....do 

Brick 

Slate 

Metal 

....do 

....do 

....do 

Copper 

Metal 

Copper 



Wood 

Metal 

do 

Concrete 

do 

Steel 



1,760 
1,188 
882 
891 
891 
891 



891 
15,030 
15, 176 

470 

1,600 

13,350 

82 

813 
1,260 

692 
1,008 
1,960 
8,640 
3,795i 
4,437 
18,030 
3,300 
2,400 
13,500 
3,781 

610 
9,956 

300 



2,451 
1,680 
2,236 

15,000 
2,205 

10,780 
623 

13,500 

16,592 
9,000 

15,673 



900 
53,600 

600 
2,400 
4,560 

594 



70,400 
32,076 

10,584 
24,057 
24,057 
24,057 
24,057 
10,692 
10,692 
571,140 
273,168 

8,265 
22,400 

427,488 
1,312 
13,008 
16,380 
17,304 
18,144 
«8,600 

285,120 
18,135 
53,244 

613,020 
85,700 
26,000 

256,600 

49,160 

7,320 

288,724 
3,000 



124,266 

23,520 

7,020 

495,000 

41,985 

355,740 

9,968 

202,500 

779,859 

225,000 

540,718 



17,550 
55,800 
6,000 
48,000 
130,000 
12,000 



1874 
1874 



1875 
1877 
1875 
1875 



1909 

1908 
1908 
1874 
1874 
1867 
1867 
1867 
1867 



1882 



1874 
1882 



1872 



1873 
1868 
1868 
1882 
1901 
1875 
1899 
1906 
1907 
1905 
1907 
1906 
1905 
1907 
1906 
1908 
1908 
1908 



$27,931.00 
8,568.00 



7,256.00 



9,251.00 
8,014.00 



10,410.00 

1,217.00 

8,200.00 

55,417.00 

1,136.00 



8,100.00 

8,100.00 

4,091.00 

42,071.00 



77,657.00 
5,353.00 



43,651.00 



24,545 

6,661.00 

2,050.00 

58,481.00 



51,326.00 



17,159.00 

109,782.00 

5,069.00 

97,000.00 
6,288.00 
2,015.00 
2,526.00 
5,020.00 
7,045.00 

23,050.00 
6,662.00 



$15,000.00 
5,398.00 
300.00 
4,644.00 
4,950.00 
5,920.00 
5,129.00 
3,496.00 
3,496.00 
45,600.00 
10,410.00 

1,217.00 
8,200.00 

33,000.00 
545.00 
1,500.00 
1,400.00 
1,620.00 
2,100.00 
3,708.00 

30,291.00 
1,755.00 
3,250.00 

48,923.00 

3,800.00 

360.00 

31,528.00 

3,195.00 

189.00 

17,150.00 

255.00 

4,500.00 

15,218.00 
3,797.00 
3,000.00 

41,452.00 
6,300.00 

32,335.00 
135.00 

16,301.00 

105,390.00 

4,764.00 

93,120.00 
6,219.00 
1,894.00 
2,425.00 
4,769.00 
6,834.00 

22,359.00 
6,462.00 



$500.00 
398.00 



644.00 
950.00 
920.00 
129.00 
496.00 
496,00 
600.00 
410.00 

217.00 
200.00 
800.00 

45.00 
500.00 
400.00 
220.00 
100.00 
208.00 
291.00 
255.00 
250.00 
923.00 
800.00 
160.00 
528.00 
195.00 

39.00 
150.00 

55.00 
500.00 
218.00 
297.00 
500.00 
452.00 
300.00 
335.00 

35.00 
301.00 
390.00 
2&«.00 
120.00 
119.00 

94.00 
125.00 
169.00 
134.00 
109.00 
112.00 



$14,500.00 
5,000.00 



4,000.00 
4,000.00 
5,000.00 
5,000.00 
3,000.00 
3,000.00 
45,000.00 
10,000.00 

1,000.00 
8,000.00 

25,000.00 
500.00 
1,000.00 
1,000.00 
1,400.00 
2,000.00 
3,500.00 

30,000.00 
1,500.00 
3,000.00 

48,000.00 

3,000.00 

200. OOi 

31,000.00 

3,000.00 

150.00 

17,000.00 

200.00 

4,000.00 

15,000.00 
3,500.00 
2,500.00 

41,000.00 
6,000.00 

32,000.00 
100.00 

16,000.00 

105,000.00 

4,500.00 

93,000.00 
6,100.00 
1,800.00 
2,300.00 
4,600.00 
6,700.00 

22,250.00 
6,350.00 
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Character y valuer and condition of buildings 
PEN8ACOLA, FLA.-ContiniMd. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


sto- 
ries. 


Height 
eaves. 


64 


AeroBintle statioM— Contd. 
Flagstaff 


Wood 




Ft, in. 


J^. <n. 




Ft. in. 

103 
36 
11 

"*'9"2' 
i5 
53 


55 


Ben tower 

Bandstand 

Watch boxes 

Latrines 

Saluting battery shed 


do 


Brick 

do 

Concrete 



18 6 


9 
18 6 


i 

1 
1 
1 


56 
57 


do 

.. ..do 


58 


do 


Piling 






59 


:.: .do.;;:. :::::: 


Concrete 

do 


U 2 
14 
14 6 


14 2 
14 
14 6 


60 


Signal tower 


steel 


61 


Hose drying tower 

Total 


do 


do 




Naral hospital. 

Officers* quarters 


Wood 


Brick 

do 


120 6 
127 
32 

21 8 

22 
15 7 
30 3 

49 9 
20 7 




22 4 
30 5 
19 3 
17 7 

22 

13 6 

14 7 

23 

9 7 


1 
1 
2 
2 

1 
1 
1 

1 
1 


30 
20 
19 6 

15 6 

19 

16 
14 8 

20 
13 




Hospital wards 


do 




Stewards' quarters 


Brick 


do 




Guardhouse 

Dead house 


do 

do 


do 

do 




Coal house 

Gallev 


do :.... 

Corrugated iron... 

Brick 


do 

do 

do 




Stable 




Toilet 


do 


do 




Total 








Naval magsKlne. 

Shell house 


Bric'< 


Granite 

Brick 


102 
68 
301 


33 8 
41 
86 


1 
1 


13 5 
16 7 




do 










Total 










Grand total 














1 











PHILADELPHIA, PA. 



Navy yard. 



Officers' quarters.. 
do..: 



do 

do 

do 

do 

do 

do 

do 

Civilian quarters 

do 

do 

Offices and storage 

Chemical laboratory 

Copper, boiler, and pipe- 
ntters' shops. 

Offices and general storehouse. 

Administration offices 



Storehouse 

Steel storehouse 

Boiler house 

Boat shop, sail loft, court- 
martial rooms. 

General offices and rigging 
loft. 

Outside ship fitter and Joiner 
shops. 

Old power house 

Shipwright shop and sawmill. 



Brick.. 
Frame. 



do 

do 

do 

do 

do 

do 

do 

do 

do 

do 

Brick 

do 

do 

Brick and steel.. 
Brick 



do 

Corrugated steel. . . 

do 

Brick and steel.... 



...do... 
...do... 



Pile 

Brick and 
concrete. 

.....do 

do 

do 

do 

do 

....do 

do 

Brick piers.. 

do. 

....do 

Pile 

do 

....do 

do 

Pile, stone, 
and con- 
crete. 

PUe 

Concrete 

do 

Pile 



Wood 

Brick, wood, and 
steel. 



.do. 



do 

Concrete 

Pile and 
concrete. 



34 9 


38 3 


3 


53 


28 


3 


53 


28 


3 


50 6 


41 6 


3 


50 6 


41 6 


3 


50 6 


41 6 


3 


50 6 


41 6 


3 


47 


39 


3 


43 


28 


3 


36 8 


17 2 


2 


49 


16 3 


2 


36 8 


17 2 


2 


230 7 


65 Zh 


2 


49 8 


40 6 


1 


274 8 


85 


1,2 


400 3 


230 


2,3 


84 


56 7 


3 


401 


65 10 


2 


348 3 


61 7i 


1 


39 9 


30 8 


1 


309 6 


62 1 


2 


349 7 


65 5 


2 


276 2i 


73 


2 


106 


92 7 


1 


255 


148 8 


1 



25 

25 

25 

23 6 

23 6 

23 6 

23 6 

22 

22 I 

19 ; 

20 : 

19 I 

30 9 



17 
20 



34 U; 
43 6 



38 

um 

20 
45 

38 6 

41 

19 6 

21 



1 Destroyed by fire Apr. 9, 1907; reconstructed f6r central offices, temporarily assignad as storehouse. 



PUBLIC WORKS OF THE NAVY. 



158 



<U the end of the fiscal year 1915 — Continued. 

PBN8AC0LA, FLA.^-Continned. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Detcriorar 
tion. 


Present 
value. 


No. 




Sq.ft. 


Cu,ft. 


1903 

'1903' 
1907 
1907 
1907 
1907 
1907 


$35aoo 

1,212.00 
414.00 
923.00 
895.00 
270.00 
110.00 
380.00 




$350.00 
250.00 
414.00 
923.00 
675.00 
262.00 
108.00 
380.00 


$100.00 
50.00 
64.00 
123.00 
75.00 
62.00 
33.00 
30.00 


$260.00 
200.00 
360.00 
800.00 
600.00 
200.00 
75.00 
350.00 


54 


Wood 




Open. 
Open. 




55 


Metal 






56 


do 






57 


do 








58 


do 


196 


3,352 
Open. 
Open. 




59 


do 




60 


do 






61 










610,875.00 




Tin 


2,459 

3,627 

2,080 

1,284 

828 

168 

406 

1,127 
144 


49,180 
72,540 
40,560 
19,902 
15,732 
2,688 
5,954 

22,540 

1,872 


1875 
1875 



8.686.00 
8,686.00 




12,500.00 

12,500.00 

1,600.00 

1,200.00 

1,000.00 

700.00 

500.00 

1,000.00 
500.00 


11,000.00 
11,000.00 
300.00 
200.00 
200.00 
200.00 
200.00 

200.00 
250.00 




1,600.00 

1,600.00 

1,200.00 

1,000.00 

800.00 

500.00 

300.00 

800.00 
250.00 




do 

do 

Slate 


















Tin 










Slate 










Galvaniaed 

Iron. 
Tin 


















do 




















7,850.00 




Slate 


2,664 
2,470 


35,742 
40,960 


1852 
1862 






9,000.00 
6,000.00 


500.00 
500.00 




8,500.00 
5,500.00 




do 




































14,000.00 






















676,225.00 























PHILADELPHIA, PA. 



..::::::i 



Slate.... 
Shin^e. 

do.. 

do 

do 

do.. 

do.... 

do.... 

do.... 

do.... 

do.... 

do.... 

Slate 

do.... 

do.... 

Slate and tin. 
Slag. 

Comx>o8ition . . 
Corragatediron 
Tin..,. 
Slate... 

do. 

do. 

Tin.... 
Tile.... 



4,260 
3,260 

3,260 
3,813 
3,813 
3,813 
3,813 
3,200 
2,700 
1,136 
1,380 
1,136 

30,350 
1,360 

23,008 

131,418 
12,320 



48,093 

21,228 

1,209 

35,264 

41,968 

38,220 



48,900 
33,176 

33,176 
54,380 
54,380 
54,360 
54,380 
48,000 
27, 716 
11,928 
12,420 
11,928 

521,914 
36,665 

908,716 

2,914,726 
189,540 



943,272 

413,946 

30,198 

1,673,216 

1,767,576 

1,710,346 



6,957 214,012 
21,0121,438,896 



1875 



1892 
1900 
1900 I 
1900 
1900 
1905 
1906 
1899 
(') 
1899 
1875 
1875 
1877 

1906 
1901 



1882 
1899 
1901 
1903 

1903 

1905 

1904 
1904 



$12,761.00 
5,000.00 

5,000.00 
6,260.00 
6,260.00 
6,250t00 
6,250.00 
8,000.00 
8,000.00 
1,673.00 



$3,106.00 
1,660.00 

1,625.00 
2,040.00 
1,918.00 
2,260.00 
2,040.00 
3,086.00 
840.00 
720.00 



1,511.00 

159,945.00 

18,471.00 

123,749.00 

399,922.00 
65,420.00 



72,000. 
23,560.00 

0) 
113,414.00 

113,811.00 

09,900.00 

24,875.00 
61,000.00 



9,904.00 
2,137.00 
1,600.00 

16,594.00 
407.00 



0066, 



>,621.00 
1,066.00 



2,164.00 

1,064.00 

477.00 



828.00 



$20,000.00, $6,000.00 
10,000.00' 2,000.00 



10,000.00: 

12,000.00; 

12,000.00, 

12,000.00 

12,000.001 

9,600.00 

9,000.00 

2,500.00 

1,600.00 

1,500.00 

100,000.00 

16,000.00 

100,000.00 

400,000.00 
66,000.00 



90,000.00 

23,600.00 

2,600.00 

120,000.00 

115,000.00 

09,500.00 

i5,ooaoo 

61,000.0» 



2,000.00 

1,600.00 

1,600.00 

1,500.00 

1,600.00 

600.00 

600.00 

200.00 

860.00 

550.00 

26,000.00 

8,000.00 

35,000.00 

100,000.00 
10,000.00 



8,600.00, 

1,300.00 

20,000.00 

15,000.00 

0,600.00 

7,000.00, 
6,500.00 



$15,000.00 
8,000.00 

8,000.00 

10,500.00 

10,600.00 

10,600.00 

10,600.00 

8,900.00 

8,600.00 

2,300.00 

660.00 

960.00 

75,000.00 

8,000.00 

65,000.00 

300,000.00 
56,000.00 



90,000.00 

16,000.00 

1,200.00 

100,000.00 

100,000.00 

90,000.00 

8,000.00 
45,600.00 
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Character, value, and condition of buildings 
PHILADELPHIA, PA.-<3oiitta|iied. 



No. 


Structure. 


Material. 




Length. 


Width. 


Sto- 
rJes. 


HMght 
eaves. 


15 


fiMjj yard— Continaed. 
Smitbery 


Brick and steel... 
do 


Pile and 
ccmcrete. 
do 


Ft. m. 

277 9 

183 9} 

128 Sk 
100 
171 6 
103 4 
157 

191 4i 
60 7 
308 9 

270 
100 1 
106 3 
292 

32 9i 
18 9 
68 

46 

28 

28 

27 9 

80 3} 

23 6 

44 9 

52 
40 3 

85 

72 6 

72 6 
72 6 
72 6 
72 6 

45 

»19 

m 6 

26 
37 
20 
76 5 

30 

24 6 
78 

87 6 

65 
48 

66 

28 
\295 
/50 

55 

40 6 

353 

25 

25 

10 

208 6 

40 6 


Ft. in. 
63 2 

119 

81 2 
384 9 
102 9 

65 2 

110 10} 
59 10 

62 8 

52 6 

51 8 
49 

52 2i 

22 2| 

18 9 
34 4 

22 2i 

19 

19 

24 10^ 

20 3 

19 6 

26 7 

41 4| 

34 10 

48 
37 

37 
37 
37 
37 

36 

17 

37 

25 
33 6 
13 6 
25 

25 

20 
31 

35 
65 
25 
51 

27 

}50 

35 

20 3 

36 

21 

21 

9 6 
45 
21 4 


1 
1,2 

1>2 

2 
2 

1 
1 
2 

2 
1 
1 
2 

1 
1 

1 

2 

1 

1 

1 
2 

2 
2 
2 
2 

1 

1 

1 
2 
2 

1 
1 

2 
1 
2 

2 

1 
2 

1 
1 
1 

1 
2 

1 
2 

2 

1 
1 
2 


Ft. in. 

20 7 

/ 25 3 
\ 40 

40 6 

39 6 
20 

32 
12 9 
35 

40 
23 6 
18 
40 6 

17 
9 

11 6 

9 6 
88 

8 8 

14 

12 

6 

9 6 

13 6 
12 6 

22 7 
22 8 

22 8 
22 8 
22 8 
22 8 

18 

7 

15 6 
25 

21 

16 
12 

16 
12 
18 

22 

15 
25 
20 

12 

17 

17 
17 
20 

13 

13 

7 6 

16 8 

14 3 


17 


Foundry 


18 


liacb ine shop 


do 


do 


19 


Pattern shop 


.. ..do 


do.. 


21 

22 
24 


Pump house, dry dock No. 2. 

Central power house 

PaintShop 


do 

do 

Corrugated steel... 
Brick and steel.... 

do 

Corrugated steel... 
Brick 


Concrete on 
piles. 

do 

Concrete 

Concrete on 
piles. 

do 

do 

do 


25 

26 
27 


Plumbers*, sheet-metal, sad 

tool shops. 
Offices and etoctrical shop. . . . 
Storehouse 


28 


Shed for combustibles 

Storehouse and receiving ship 

office. 
Garbage incinerating plant. . . 
Water-closet building 


29 
30 


Brick and steel.... 
Brick 


do 

do 


31 
32 


Concrete 

Brick and steel.... 

Brick 


Concrete 

Concrete on 

piles. 
do 


33 


lene plant. 
Water-closet buUdlng 

do 


34 


Concrete 


Concrete 

footing. 
do 


85 


do 


40 
41 


Pump house (artesian) 

Electroplating shop 


Cobblestone 

Brick 


Concrete 

do 


42 
43 


Motor house (shear legs) 

Water-closet buUding 

Disinfecting plant , . 


Corrugated iron... 
Concrete 


do 

Concrete on 
piles. 

Concrete 

Concrete on 

piles. 
Concrete — 
do 


44 


Brick 


45 


SubstatlonT 


do 


47 

48 


Oil-burning testing plant 

Water-closet and laundry 

building. 
do 


Brick and steel.... 
Brick 


49 


do 


.. ..do 


50 


do 


do 


do 


51 


do 


do 


. . do 


52 


do 


do 


do 


53 
54 


Water-closet, dry dock No. 2. 

Water-closet, north of build- 
ing No. 1. 
Provision storage 


do 

do 


Pile and 
concrete. 
Concrete — 

.... do 


55 


do 


114 


Gate house 


Frame 


Brick piers., 
.do 


115 


Yard dispensary 


do 


119 


Scale house 


. ...do 


do 


122 


Outbuilding for quarters B 

andC. 
Post office 


do 


Wood 

Brick piers. . 


127 


do 


128 


BlaPkSTnfth sbop . . . . 


do 


130 


Yard stables 


...do 


Concrete 
piers. 


132 


Carriage house 


do 


136 


Cart shed 


do 




137 


Guardhouse 


do 


Brick piers. . 
Pile..:. 


139 


Pump house, dry dock No. 1. . 
Water-closet bufiding 

Boats, gears, ship labor shop. 

Chemicals, dry paints 

Stable, Marine Corps 


Brick 


140 


Frame 




141 

142 
143 


Frame and steel... 

Corrugated steel... 
Frame 


/Concrete on 
\ piles. 
do 


144 
145 

146 

147 


Boat storage shed 

OutbuUdings for quarters K 

andL. 
Outbuildings for quarters M 

andN. 
Scale house 


do 

do 

do 

do 


Pile 

Wooden sills 

do 

do 


148 


Lumber storage 


Corrugated steel. . . 
Frame 


do 

do 


148a 


Stable, quarters A 



1 Outside diameter. 

9 Licluded in cost of dry dock No. 2. 

s Has two offsets 5 feet 8 inches by 6 feet 10 biches for entranoes* 
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Boof. 



Tito. 



Copper.. 



Slate 

do... 

Copper... 



Slate 

Sheet ivon.. 
Tfle 



Slate 

Sluetlion., 

Slate 

do.... 



do.. 

Tin 

Slate.... 



Tin. 



do 

do 

do..... 

Slate 

Coimgatedlron 
Slate 



....do... 
— ..do... 

Concrete. 
do... 

do... 

do... 

do... 

do... 

Slate 



....do 

Ready roofing 

Tin 

.--.do 

....do 

....do 



....do 

....do 

....do 

....do 

....do 

....do 

Slate 

Tin 



Ck)migated iron 

do 

Tin 

Wood 

Shingle 



.do. 



Tin ., 

Corrugated iron 
Tin.?. 



Floor 
space. 



Cubic 
space. 



Bum. 



Sq.ft 
1«,166 

18,688 

61,083 

12,078 
3,125 

20,304 
3,600 
30,361 

34,833 
5,150 
4,560 

28,322 

1,042 

289 

1,890 

1,531 

364 

364 
550 

1,404 
358 

1,075 

1,950 
1,235 

3,690 
5,004 

5,004 
5,004 
5,004 
5,-004 
1,462 

217 

10,800 

840 

3,648 

228 

1,776 

1,392 

450 

4,620 

5,848 
4,096 
1,776 
3,636 
650 

16,250 
1,782 
1,482 

12,250, 
960 

960 

81 
9,130 
1,600 



CH.fi. 
484,9601 11W3 



1,616 



2,046,296 

362,647 
123,486 

824,706 

64,900 

912,274 

618,430 
161,300 
114,650 
686,808 

11,799 
3,612 
27,405 

19,209 

4,368 

4,368 
8,800 

19,656 
2,900 

13,977 

32, 175 
18,525 

84,870 
53,410 

53,410 
53,410 
53,410 
53,410 
22,-" 

2,712 

86,400 
17,225 
31,000 
4,"- 
27,700 

14,250 
5,400 
68,544 

94,000 
63,375 
17,225 
100,000 
12,712 

373,250 

41,200 

18,860 

573,8.73 

8,150 

8,150 

760 

210,334 

14,400 



1905 



1908 

1906 
1907 

1907 
1899 
1904 

1904 
1902 
1902 
1901 

1903 
1903 
1904 

1904 

1904 

1904 
1906 
1905 
1906 
1908 

1909 
1910 

1912 
1912 

1912 
1912 
1912 
1912 
1913 

1913 

1914 

1878 
1875 
1898 
(*) 

1875 
1899 
1876 

1876 
1880 
1878 



1897 



1902 

1901 
1003 

1903 



1902 
1875 



Cost. 



H2, 074. 00 $1,816. 00 



116,561.00 

332,061.00 
61,500.00 



0032, 



101,000. 

5,422.00 
103,267.00 

101,756.00 
11,000.00 
15,000.00 
97,630.00 

8,000.00 
1,883.00 
8,893.00 

5,196.00 

1,973.00 

1,972.00 
2,835.00 
2,478.00 



4,605.00 

10,000.00 
1,822.00 

15,000.00 
15,000.00 

15,000.00 
15,000.00 
15,000.00 
16,000.00 
7,352.00 

2,000.00 

9,999.25 
1,300.00 
4,725.00 
1,880.00 



1,319.00 

300.00 

3,000.00 

4,500.00 

600.00 

1,300.00 

5,580.00 
16,772.00 
3,716.00 



5,823.00 
1,122.00 

1,122.00 



6,169.00 



Addi- 
tions. 



52.00 



735.00 



!,837.00 
3,246.00 
3,367.00 

8,726.00 



3,600.00 



63.00 
96.00 



149.00 



165.00 
1,003.00 



428.00 



192.00 



593.00 
1,630.00 



485.00 



710.00 



2,809.00 



3,275.00 



Cost to 
duplicate. 



140,300.00 

117,000.00 

330,000.00 
60,600.00 



130,000.00 
6,500.00 
96,300.00 

106,000.00 
12,000.00 
14,800.00 
98,200.00 

8,000.00 
1,060.00 
5,000.00 

5,200.00 

2,000.00 

2,000.00 
3,000.00 
2,450.00 
1,500.00 
4,500.00 

10,000.00 
2,000.00 

15,000.00 
15,000.00 

15,000.00 
15,000.00 
15,000.00 
16,000.00 



2,000.00 

10,000.00 

1,500.00 

4,700.00 

700.00 

1,200.00 

2,000.00 

800.00 

4,000.00 

4,500.00 
3,400.00 
1,500.00 



5,600.00 

20,000.00 

3,800.00 

600.00 

5,800.00 

l!, 000. 00 

1,000.00 

150.00 
6,100.00 

1, 500.00; 



Deteriora- 
tion. 



15,300.00 

27,000.00 

40,000.00 
10,600.00 



16,000.00 
2,000.00 
6,300.00 

11,000.00 
4,000.00 
2,800.00 

23,200.00 

2,000.00 

450.00 

1,000.00 

1,200.00 

400.00 

400.00 

500.00 
450.001 
300.00 
300.00 

1,000.00 
100.00 



Present 
value. 



185,000.00 

90,000.00 

290,000.00 
60,000.00 



750.00 

2,700.00 

400.00 

700.00 

1,300.00 

600.00 

1,500.00 

2,500.00 
400.00 
760.00 



1,600.00 

4,000.00 

800.00 

400.00 

1,800.00 

400.00 

400i00 

50.00 

2,100.00 

700.00 



116,000.00 
4,000.00 
90,000.00 

95,000.00 
8,000.00 
12,000.00 
75,000.00 

6,000.00 
1,600.00 
4,000.00 

4.000.00 

1,600.00 

1,600.00 
2,500.00 
2,000.00 
1,200.00 
4,200.00 

9,000.00 
1,900.00 

7,500.00 
15,000.00 

15,000.00 
15,000.00 
15,000.00 
15,000.00 
7,352.00 

2,000.00 

10,000.00 

750.00 

2,000.00 

300.00 

500.00 

700..00 

200.00 

2,500.00 

2,000.00 

3,000.00 

750.00 



4,000.00 
16,000.00 

3,000.00 
200.00 

4,000.00 
600.00 

600.00 

100.00 

4,000.00 

800.00 



< No record. 

« Cost Included in dry dock No. 1. 

• Cost unknown. Built under contract for construction of Building 29. 
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Character J value, and condition of buildings 
PHILADELPHIA, PA— Continued. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




149 


N»Ty jard— Continued. 


Corrugated steel... 
do 

gated iron. 
Frame 


Woodensills. 

do 

do 

do 


1 

1 

Ft. te.i Ft. in. 
21 21 
38 31 

180 0, 39 10 

70 o! 12 
600 26 

46 5 18 3 
40 3| 20 3 
83 0, 25 6 
25 2| 21 3 
23 31 13 3 
13 3| 13 3 
108 20 


2 

2 
2 
1 

1 
1 
1 
1 
1 
1 
1 
1 

1 

1 

1 
1 

1 

1 
1 


Ft. in 
11 i 
Ifi < 
11 1] 

11 ( 

13 ( 

11 ( 

8 ' 

9 ( 
9 ( 
9 ( 
9 ( 

17 C 

17 C 
17 fl 
8 
8 

11 

12 

7 6 

8 

8 

14 

12 

12 

7 

7 

11 

18 9 

9 3 
17 




150 
151 


Boiler house T 

Cement shed 




152 


PrtntioE office 




163 


nr^imhji 


do 


Concrete 

piers. 
Woodensills. 

do 

do 




164 


^^uardhocm 


do 




155 
156 


Postmaster's store*. 

Kitchen 


do 

do 




157 
158 

159 
160 


Boiler house 

Surgeon's office 

Dispensary 

Barracks . ..... . . ........ 


do 

do 

do 

do.. 


do 

do 

do 

Concrete 
piers. 

do 

do 

Woodensills. 

do 

do 

Brick piers.. 
do 

Wood 

do 

do 

Wood sills.. 

Concrete 

piers. 
do 




161 
162 
163 


do 

do 

Armory and office 


do 

do 

do 


108 
108 
53 

45 3 

46 6 

44 

on 

10 4 

16 4 
28 

62 

51 

60 
60 
24 6 
80 
30 2 

45 


26 
26 
13 3 
13 3 
18 3 
18 
5 3 

onai« 
...do... 

20 

22 

21 

15 
15 
18 6 
41 

22 2 
26 3 




164 
165 
166 


Pay office 

Prfeon 

Board of Labor office 


do 

do 

do 




167 
168 


Raih-oad scale house 

Bandstand . nnarters A 


do 

.... do 




100 
170 

171 

172 


Bandstand, quarters M 

Wash and locker rooms for 

painters. 
Outbuildinp, quarters O 

and P. 
Shed for molding sand 


do 

do 

do 

do 




173 


Coal shed 

Coke shed 


Corrugated iron . . . 




174 


do 


do . . . 




175 


Wireless station 


Frame 


.... do 




177 


Storehouse and office. 


Frame 


Concrete .... 
-do .. . 




178 


Water-closet 


Concrete 




179 


Bitumen plant 


Steel and wood . . . 


do 






Total ... . 








36 


Rifle-range stmctares. 

Rappf^ house 


Brick 


Concrete.... 
do 


50 
90 6 
30 
30 


40 
26 6 
12 9 
12 9 


1 
1 
1 
1 


13 

" 2 
9 

9 




37 


Revolver gallery 


do 




38 


Rantre shed 


.. .do 


do 




39 


do 


do 


....do 






Total.... 










Mlscellaneotts stmctares. 

Markers' shelter « 


Reinforced con- 
crete. 
.. ..do 


Concrete 

do 


85 6 

85 6 
96 8 
84 8 
96 8 
96 8 


10 

10 

11 3 
32 8 
32 8 
32 8 





6 






do.< . - .. 


1 
6 0' 




Markers' gallery * 


do 


Piles 

. .do.... 


6 




Stop butt *. 


. ..do 


31 8 




do.* 

do.6 

Total 


do 

do 


do 

do 


ill 




1 
3 


Naval home. 

ters for beneflclarles; quar- 
ters for executive officer, 
chaplain, secretary, and ci- 
vilian employees; offices of 
the governor, executive offi- 
cer, pay officer, and chap- 
lain. 

Residence of the governor .... 

Residence of the medical offi- 
cer in command of naval 
hospital. 


Granite and brick. 
Brick 


Stone and 
cement. 

Stone 

do 


378 

99 4 
99 4 


115 6 

47 
47 


3i 

2 
2 


43 

i 
29 


4 


do 


29 



1 These buildings were built by the Construction and Repair Department under one Job order, 
s Actual cost of buildings unknown, as the Job under wluch they were built included other work. 
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at the end of the fiscal year J 915 — Continued . 

PHILADELPHIA, PA .-Continued. 



Corrugated iron 

do 

do 

Beady roofing. 
do 

..do 

do 

do 

Coirugatediron 
Ready roofing. 

do 

do 

do 

..do 

do 

..do 

do 

Tin 

do 

..do 



Roof. 



....do. 
....do. 



Readyrooflng. 
Slag 



Corrugated iron 

do 

Tin 

do 

Ready roofing 



Slate... 
Slag.... 

do.. 

do- 



Wood. 



do.... 

Concrete. 



Tin. 



-do... 
.do.., 



Floor Cubic 
space, space. 



8,350 
249,600 1903 



Sq.ft. Ou.ft. 

360 5,950 

1,110 17,670 

6,961 118,295 

759 
14,976 

800 

775 
1,968 

515 

284 

154 
5,350 

5,350 
5,350 

634 

538 

810 

731 
45 

222 



613 
1,281 
1,000 



391 
3,685 

607 
1,125 



1, 

2,232 
308 
308 



77,343 



8,241 
8,241 



11,000 
9,550 

27,550 
5,880 
3,390 
1,932 

58^968 
7,740 
6,600 
11,050 
10,200 
407 
1,770 

1,770 
8,960 



20,460 1907 



9,103 

10,560 
10,560 

4,300 
73,800 

8,040 
25,155 



32,082 
31,300 
4,016 
4,016 



Built 



Cost. 



1902 , 

1903 I 

1904 I 

1903 



1903 
1903 
1903 
1903 
1903 
1903 
1903 

1903 
19a3 
1903 
1903 
1903 



S461.00 
1,64L00 
1,880.00 

839.00 
19,235.00 



1 



Addi- 
tions. 



$797.00 



2,600.00 



1904 
1900 



1901 



1908 

1909 
1909 
1910 
1915 
1915 
1914 



1905 
1905 
1905 
1905 



1911 

1911 
1910 
1910 
1910 
1910 



I 



2,939,034 1833 

I 



87,962 1845 
87,962 1845 



46.00 
208.00 



245.00 



1,261.00 

773.00 

786.00 
636.00 



3,177.30 

3,203.00i 

874.00' 



562.00 



582.00 
682.00 



86.00 



24,050.00 



Cost to 
duplicate. 



$450.00 
1,650.00 
2,200.00 

820.00 
25,000.00 

1,000.00 

1,000.00 

3,000.00 

800.00 

500.00 

600.00 

7,000.00 

7,000.00 
7,000.00 
1,000.00 
1,000.00 
1,200.00 
1,500.00 
50.00 
210.00 

245.00 
280.00 

1,260.00 

775.00 

750.00 
750.00 
500.00 
3,175.00 
3,200.00 
875.00 



3,500.00 

3,200.00 

500.00 

500.00 



600.00 

600.00 
1,800.00 
5,000.00 
5,500.00 
6,000.00 



249.185.00 



18,000.00 
18,000.00 



7,303.22 300,000.00 



Deteriora- 
tion. 



Present 
value. 



$150.00 
650.00 
400.00 

420. Oo| 
7,000.00 

500.00 
600.00 

1,600.00 
400.00 
260.00 
260.00 

3,000.00 

3,000.00 

3,000.00 

500.00 

600.00 

600.00 

700.00 

25.00 

60.00 

95.00 
150.00 

760.00 

175.00 

150.00 
150.00 
150.00 



2,093,105.00 



500.00 
700.00 
100.00 
100.00 



18,000.00 
18,000.00 



150,815.00 



4,000.00 
4,000.00 



$300.00 
1,000.00 
1,800.00 

400.00 
18,000.00 

500.00 
500.00 

1,500.00 
400.00 
250.00 
250.00 

4,000.00 

4,000.00 
4,000.00 
600.00 
500.00 
600.00! 
800.00' 
25.00 
150.00 

150.00 
130.00 

500.00 

600.00 

600.00 
600.00 
350.00 
3,175.00 
3,200.00 
875.00 



3,000.00 
2,600.00 

400.00: 

400.00 



6,300.00 



600.00 

600.00 
1,800.00 
6,000.00 
5,500.00 
5,000.00 



19,500.00 



149,185.00 



14,000.00 
14,000.00 



s For 200-yard rifle range. 
« For 300-yard rifle range. 



• For 600 and 600 yard rifle ranges. 



I 
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Character y value^ and condition of buildings 
PHILADBLPmA, PA.-ContimMd. 



No. 



Struetnre. 



NaTftl hoMe-Oontlnued. 



5 I Oatehouse, north gate. 

6 ' Oatihoaae, south gate.. 

7 Carpenter shop 



8 I Housing fire-hose carriage. . 
10 Boiler house 



11 



12 
13 
15 
16 

18 
23 



1 

2 

3 

4-5 



99 
100 
101 
102 
103 



176 



Outhouse to buikUng No. 3, 
used as tool and storage 
house. 

Stable 

Wagon shed 

Tool house 

Greenhouse 

Rose house 

Gatehouse, west gate 

Summer house for benefici- 
aries. 

Outhouse to building No. 4; 
tool house. 

Collection of waste 

Annex to building No.l; quar- 
ters for female employees. 

Summer house for benefici- 
aries. 

Paint shop 

Sentry box 

Scale house 



Material. Foundation. 



Stone and briA. . . 

....do 

Wood, covered 

with thi. 
Wood and corrn- 

gated iron. 
Brick 



do.. 



do 

do 

Wood 

Glass and iron...., 

do 

Stone and brick. . . 
Wood (openwork). 

Brick 



Stone.. 
....do.. 
....do.. 



Wood 

Stone 

....do 



Wood,thilhied.. 
Brick 



Total.. 



Marine barracks. 



Officers' quarters >.. 

do 

....do 

....do 



Commanding officer's quar- 
ters. 

Bachelor officers' quarters 

Steam laundr^s 

Bakery and rme gallery * 

Barracks 6 

do.». 



Wood (openwork). 

Wood,thi sheathed 

Wood 

do 



Brick.. 

do.. 

do.. 

do.. 



.do.. 



....do.. 
Wood.. 
Brick. . 

do.. 

do.. 



Barracks No. 3 Brick and steel . 

Central heating plant j Brick 



Garage Corrugated iron . . . 



Total 

Naval hospital. 
Hospital 

Stable 

Morgue and storehouse. 
Laundry 

Total 



Fort Mifflin, Pa., naval 
jNo.4 



Fixed ammunition house. 
FflUng house 



Brick and stone. 

Brick 

Stone 

Brick 



Brick. 



do 

Corrugated iron... 



....do 

Concrete 

Wood 

Brick 

....do 

Stone 

Stone and 

wood. 
Stone 



Wood. 
Stone.. 



Stone and 
wood. 

Stone 

Wood 

do 



Concrete 

do 

do 

Wood piles 
and con- 
crete walls. 

do 



do 

do 

do 

do 

do 

Concrete pile 
do.. ... 



Concrete. 



Stone. 



.do., 
.do., 
.do.. 



Concrete on 

piles. 

...:.do 

Brick on 

piles. 



Length. 



Ft. in. 

14 

14 

40 9 

ao 6 

56 

10 



66 
56 
10 
37 
67 
10 
12 



Width. 



Ft. in. 

13 

13 

20 6 

7 

38 

10 



10 Oj 10 



10 10 

185 6 



12 31 



24 8' 
5 41 



8 9 



18 6 
5 4 



5 7, 5 3 



40 



34 

34 

40 34 

35 66 



40 



30 4 

30 2 
50 8 
72 8 




43 4 



301 
247 



56 11 



28 



356 

43 

31 8 

45 8 



100 

100 
30 



30 
18 
54 

72 
144 71 
47 5 



18 



37 

31 6 

30 2 

61 



50 



50 
15 



Sto- 
ries. 



1 Rebuilt 1910. 

* Has a basement com] 

* Frame . _ 

* No record 



)asement comprising about half of the width of the house. 

building without ceiline. 

jrdofcost. Constructed by enlisted men. Cost given is « 



Height 



F^. in. 
11 6 

11 6 

31 0| 

8 ol 



25 

K) 

12 o; 

8 

6 

11 61 

10 Oj 

8 6' 

8 0! 

30 Oj 

10 o: 

11 Oi 

8 o; 

8 0; 



3; 23 

31 23 

3 23 

3 25 



24 01 



87 0] 
11 
17 
43 
48 
44 
29 



9 



14 4 
14 7 
14 4 



22 2 



23 3 

15 7 



given is estimated at cost of materials only. 
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at ike end of the fiscal year 1915 — Continuei . 

PHILADELPHIA, PA.— Contiuued. 



Rorf. 


Flocr Cable 
fpsce. apace. 


Btiill. 


C<iit. 


Addi- 
tions. 


Cost to 
duplicate. 

$450.00 

450.00 

1,800.00 

120.00 

8,467.00 

200.00 

3,500.00 

1,800.00 

60.00 

1,554.00 

640.00 

450.00 

382.90 

200.00 

75.00 
16,984.00 

382.90 

800.00 
35.00 
20.00 


Deteriora- 
tion. 


Present 
value. 


No. 


i Tin 


137 

137 

1,490 

73 

1,928 

74 

2,912 

949 

54 

2,775 

1,206 

66 

107 

74 

54 
35,616 

107 

287 
20 
25 


Cu.fi. 
1,306 
1,306 
6,712 

592 

42,416 

6,788 

57,269 

9,490 

640 

36,076 

812 

5,788 

432 
1,380,024 

812 

2,683 
162 
179 


1845 
1845 
1897 

1897 

1897 

1846 

1897 
1905 
1905 
11888 
1910 
1846 
1888 

1845 

1897 
1890 

1888 

ioii* 


1450.00 


1 

1 
$150.00, $300.00 
150. OOi 300.00 
450.001 1,350.00 

20.00 inn.nn 


5 


! do 


460.00 
1,800.00 

120.00 







do 




7 


do 




8 


Corrugated 

iron. 
Tin 


8,467.00 
200.00 

3,600.00 
1,800.00 
60.00 
1,554.00 
640.00 
450.00 
382.90 

200.00 

75.00 
16,984.00 

382.90 

800.00 
35.00 
20.00 


$2,677.00 


1,000.00 
50.00 


7,467.00 

i.w.on 


10 
11 


do 

do 

do 

Glass 




500.001 3,000.00 
100.001 1,700.00 
lO.OOl 40.00 


12 




13 





15 






1,564.00 
640.00 
.%o.on 


16 


do 






16i 

18 


Tin 




160.00 


do 




82.90 300.00 

50.00'| 150.00 

1 

15.001 Ro.nn 


23 


do 

do 

do 

do 

do 




24 




25 




4,984.00 
82.90 
300.00 


12,000.00 
300.00 

.'ioo.nn 


26 




27 




28 


do 

do 




10.00 25.00 


29 






20.00 


30 








Slate and tin. . 

do 

do 

Slate 


4,218 
4,218 
4,218 
6,336 

4,551 

8,976 
1,801 
2,304 
34,520 
68,470 
56,900 
2,408 

459 


43,022 
43,022 
43,022 
69,700 

50,060 

98,736 
28,816 
42,624 
454,080 
785,047 
801.019 
81,060 

6,804 


1909 
19019 
1909 
1912 

1912 

1912 
1908 
1901 
1901 
1911 
1915 
1915 

1915 


13,524.00 
13,624.00 
13,524.00 
18^650. 00 

12,925.00 

31,609.00 
3,020.00 
1,000.00 
95,000.00 
150,000.00 
175,000.00 
15,060.00 

'800.00 




13,600.00 
13,600.00 
13,600.00 
18,880.00 

13,000.00 

32,340.00 
3,000.00 
2,000.00 
95,000.00 
150,000.00 
175,000.00 
15,000.00 

1,000.00 


100.00 
100.00 
100.00 




0.-100,00 
l3,S0au[> 

is^sso.oo 

13,000-00 

Ji2.3«),0O 

1.500.00 
W, 000 00 
150,000 00 
I75,flfl0.00 

is.ono.oo 
i^ooo.oo 


1 




2 




3 


236.20 

las. 97 

731.97 


^5 


do 

do 

Paroid 

Slate 




8 




9 


60.00 

500.00 

15,000.00 


98 




99 


Tile 




100 


do 




101 


Slate 






102 


Concrete cov- 
ered with 
ready roof- 
ing, 

Corru6ated 
iron. 






103 
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sao,i:o.mi 




Slate and tin.. 
Tin 


51,953 

2,867 

850 

1,614 


709,172 

30,553 
12,396 
23,141 


/1866\ 
1867/ 

\\m] 

1845 




(•) 


226,000.00 

3,000.00 

600.00 

6,000.00 






ll>9i 542- U 

2,250 00 

375. OO 

3,T50.00 


2 


3,000.00 

600.00 

6,000.00 


750.00 
125.00 
125.00 


19 


do 

Slate 




20 




21 








iTTj^sn, U 




Tin 


4,539 

4,539 
450 


120,176 

118,876 
7,902 


1900 

1900 
1899 


12,000 00 

12,000.00 
350.00 




18,000.00 

18,000.00 
800.00 




6,000.00 

5,000.00 
288.00 




13,000,00 

13,000,00 
613.00 


1 


do 

Corrugated 
iron. 


'""*88.*64 


2 
3 



& Central portion of building has 3 stories, wings 2 stories. Has basement and attic. 
* Has basement and attic. Quarters 1, 2, and 3 were formerly 2, 3, and 4. Nos. 4, 5, 8, and 9 constructed 
since 1911 report. 
» Cost of material only. « $171,266.14. 
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CharacUr, valtte, and condition of buildings 
PHILADELPHIA, PA.— Gontinned. 



StnictorB. 



Material. 



Foundation. 



Length. 



Width. 



ries. 



Height 
eaves. 



Fort Millln, Fa., naTal m%g' 
ailae— Continued. 

MagadneNo. 2 



Magazine No. 1. 
Filling house.... 



Stone. 



....do. 
Brick.. 



Magazine No. 3.. 
Shot bed No. 1.. 



Shot bed No. 2.... 
Shell house No. 1.. 

ShotbedNo.3.... 



do 

Corrugated iron. 



....do. 
Brick.. 



Shot bed No. 4.... 
Shell house No. 2.. 

Filling house 



Corrugated iron. 



do. 

Brick.. 



Corrugated iron. 



Wharf storehouse . 



.do. 



FilUng house 

Office and storeroom . 
Employees' quarters . 

FUling house Ex. D.. 

do 

Gunner's house 



Watchman's house. . 

Marine barracks 

Pump house 

Ouncotton, wet 

Guncotton, dry 

Watchman's house.. 



.do. 
.do. 
.do. 



....do. 
....do.. 
Brick.. 



....do... 
....do... 
....do... 
....do... 
....do... 
....do... 



Quarters, watchman and hos- 
pital steward. 
Shell house No. 4 



ShellhouseNo. 3.. 
Filling house 



.do. 



Stone on 
pUes. 

do 

Brick on 

piles. 
Concrete on 

piles. 
Rests on 
ground. 

do 

Concrete on 

piles. 
Rests on 
ground. 

do 

Concrete on 

piles. 
Brick and. 
con Crete 
on piles. 
Concrete 
crib on 
piles. 

Brick 

do 

Rests on 
ground. 

Concrete 

do 

Concrete on 
piles. 

do 

do 

do 

do 

do 

Brick on 

piles. 
...:.do 



do Concrete on 

piles. 

....do ' do 

Corrugated iron . . . Concrete and 
brick on 



Storehouse. 



Stable 

Magazine No. 7.. 
Magazine No. 5.. 
Shot bed No. 5.. 



Brick. 



....do 

....do 

....do 

Corrugated iron . . . 



Shot bed No. 6.. 
Carpenter shop.. 

PaintShop 

Filling house 



.do. 
.do. 
.do. 
.do. 



Magazine No. 6 

Stable keeper's house. 
Blacksmith shop 



Brick. 



44 I Building for reforming plant.. 

Surveillance test house 

Magazine for explosive *'D".. 



Magazine for internal detonat- 
ing fuses. 



....do 

Corrugated iron... 

Brick 



Hollow terra cotta 
tile. 

Concrete, galva- 
nized steel, 
wood frame. 

....do 



piles. 
Concrete on 

piles. 

do 

do 

do 

Rests on 

ground. 

do , 

do 

do 

Concrete and 

brick on 

piles. 
Concrete on 

piles. 

do 

Brick 



Wood piles, 
concrete 
walls. 

Concrete 
walls. 

do 



.do. 



Ft. in. 

48 

57 

30 

100 

33 

32 

100 

32 

32 

100 

20 



52 



30 
100 
32 



Ft. m 
32 



34 
15 



80 
20 



20 
50 



20 



20 
50 



20 



32 



15 
30 
18 



17 





17 





17 





17 





38 





33 





44 





18 





45 





25 





21 





21 





32 





17 





17 





17 





51 





14 






66 
200 



200 
20 



217 



57 



200 
32 



32 
32 



75 

45 

16 

61 U 



27 4 
39 

24 10 



18 



50 



50 
20 



50 



20 
50 
50 
20 

20 
20 

20 
20 



50 

21 

10 

40 6 

25 3 

23 

15 10 



Ft. in. 
14 4 



14 7 
14 8 



17 3 
7 11 



7 11 
19 2 



7 11 



7 11 
19 2 



13 3' 



14 3 



11 

13 6 

10 2 

11 6 
11 6 
26 4 



24 
26 
12 

13 11 
13 8 
25 3 

22 10 

24 3 

24 3 

18 8 



23 10 

12 10 

24 6 
21 8 

7 ii; 

7 111 

7 11! 

7 11: 

20 6l 

I 



24 6 

8 



16 



10 
11 



11 



1 The cost of Imllding includes gasoline engine and pump. 
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atAeendofthe fiwal year t915—Con\XDXitA, 

PHILADSLPHIA, P. 



Boot 



Floor 
space. 



Cubic 
spaco. 



Boflt. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Pre5»nt 
value. 



No. 



Slate.. 



do 

Corrugated 

iron. 
Tin 



Corrugated 
iron. 

do 

Tin 



Corrugated 
iron. 

do 

Tin 



.do. 



C orru gated 
iron. 

do 

do 

do 

do 

....-do 

Tin and slate- 



Tin 

Slate 

Tin 

do 

do 

Qrayelandtar. 

Tin 



.do.. 



do.. 

do.. 



Slate.. 



Tin 

Slate 

Tin 

Corrugated 
iron. 

.....do 

....do 

.....do 

Tin 



do 

do 

Corrugated 

iron. 
Tarandgncvel. 



Slate 

Beady roofing. 



...do. 



Sq.ft. 
1,006 

1,428 

376 



4,539 
589 



329 

1,581 

450 

2,881 

527 

256 

256 

2,236 

1,844 

1,978 

370 

450 

2,176 

9,504 

9,504 
329 



10,058 

1,980 
3,619 
9,504 



589 
589 
589 



1,634 
13& 

%164 

624 
836 

360 



Cu.ft. 
29^036 

87,974 
7,497 

73,750 

6^(120 

6,620 



1897 
1901 

i«a 



119,375: 1897 

0,620. 1901 

6,6ao! 1901 
119,375 1807 

6,300 1906 



29,536 



1907 



6,030 1899 
61,375' 1903 
7,128 1907 



4,154 

4,154 
36>48S 

21,384 
33,746 
6,284 
8,761 
4,653 
17,028 

33,026 

970,000 

970,000 
2^500 

326,500 

23,370 

980,000 

870,000 

6,620 

6,620 
6,620 
6,620 
32,800 



881,250 



21,384 1897 



1,460 



30,788< 1912 



6,864 
10,868 

4,140 



1909 
1909 
1897 

1897 
1909 
1807 
1897 
1897 



1902 



1900 
1908 



1911 

1897 
1911 
1903 
1901 

1001 
1901 
1901 
1908 



1906 



1909 



1914 
1914 

1913 



188.54 



tMI,OO0LQO 

5oaoo 

500.00 
12,000.00 

500.00 

500.00 
12,000.00 

1,700.00 



3,009.00 



350.00 
5,000.00 
1,175.00, 

161.721 

161.72 

6,000.00 

3,500.00 



238.56 
6,617.00 904.88 

»22,000.00 

1,200.00' 

1,000.00 

1,500; 00 



1,825.62 
1,270.92 



25,000.00 

22,000.00'. 
1,700.00'. 



24,529.00. 

1,600.00'. 
14,291.00. 
22,000.00. 

5oaoo.. 

500.00. 
500.00,. 
500.00'. 
1,700.00 



19,265.751 

3,500.00 
166.96 

6,000.00 

1,997.30 
2,483.50 



33861—16 11 



596.00 
t Under construction. 



t4,000LO0 

S,50QL0O 

1,700.00 

15,000.00 

750.00 

750.00 
18,000.00 

750.00 

750.00 
18,000.00 

1,700.00 



3,009.00 



1,700.00 
8,000.00 
1,175.00 

800.00 

800.00 

9,000.00 

4,000.00 
7,000.00 
25,000.00 
2,000.00 
1,800.00 
4', 060^ 00 

8,000.00 

30,000.00 

30,000.00 
1,700.00 



30,000.00 

3,000.00 

17,000.00 

30,000.00 

750.00 

750.00 

750.00 

750.00 

1,700.00 



20,000.00 

4,000.00 
200.00 

6,00a 00 



2,000.00 
3,500.00 

600.00 



1500.00 

500.00 
300.00 

4,5oaoo 

200.00 

200.00 
5,000.00 

200.00 

200.00 
5,000.00 

100.00 



450.00 



600.00 

1,350.00 

150.00 

50.00 

50.00 

2,500.00 

900.00 
150.00 

7,000.00 
560.00 
500.00 

1,500.00 

3,000.00 

5,400.00 

6,400.00 
100.00; 



450.00 

300.00; 

4,200.00' 

200.00 

200.00 
200.00 
200.00 
100.00 



2,000.00 

900.00 
10.00 



13,500.00 

3,00a 00 

1,400.00 

11,500.00 

550.00 

550.00 
13^000.00 

550.00 

550.00 
13,000.00: 

1,600.00, 



2,559.00, 15 



1,100.00, 16 
6,650.00 17 
1,025.00 18 



750.00 

750.00 

6,500.00 

3,100.00 
6,850.00 
18,000.00 
1,440.00 
1,300.00 
3, 560; 00 

5,000.00 

24,600.00 

23,600.00 
1,600.00 



480.00 29,530.00 



2,550.00 

16,700.00 

25,800.00 

550.00 

560.00 

550.00 

590.00 

1,600.00 



18,000.00 

3,100.00 
190.00 

6,000.00 



2.000.00 
2,500.00 

600.00 
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Character J value, and condition of buildings 
PHILADELPHIA, FA.-Continiied. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


48 


Fort Mlflla, Pa., MTal ■•- 

yislBe— Continued. 

Mftgagine for segregated 

smokeless powder. 
Filling houselor explosive^D" 

Bombproof 


Brick 


Concrete 

footing. 
Concrete 

walls. 

Concrete — 


Ft. in. 

34 

35 4 
15 


Ft. in. 
23 4 

15 10 
11 


1 
1 

1 


Ft. in. 
17 

15 

8 


49 
50 


Concrete, galva- 
nised steeTwood 
frame. 

Armor plate 




Total 




Grand total 































PICHILINQUE, MEXICO. 



1 


Oo^l sheds 


Brick 


Cement 

do 


301 

43 
14 


124 

20 
12 


1 

1 
1 


10 

8 
8 


2 


Custodian's house 


Wood 


3 


Powerhouse 


do 


On wharf... 




Total 





















POINT ARQUELLO, CAL. 



Radio Btatton. 
Dwelling house 



Power house. 
Pump house. 
Oil house 



Wood. 



.....do 

....do 

Oalvaniiedlron.. 



Concrete 

...^. 

do 

Gonerete.... 



37 5 



30 
24 

10 8| 



88 

20 
12 
8 



POINT LOMA, CAL. 



Radio station. 



Dwelling house. 



Powerhouse. 
Pump house. 
Oill 



Wood. 



....do 

....do 

Galvanized iron.. 



Concrete 
piers. 

...f.do 

do 

Concrete 



37 5 



30 
24 



10 8 



88 6 

20 

12 

8 8 



PORT ROYAL, S. C. 



A 


Marine recruit depot. 
Officers' quarters 


Frame 


Brick 

do 

do 

do 


109 9 
58 
52 6 
52 6 
52 6 
52 6 
48 
48 

145 
48 6 
61 

120 
58 4 
28 3 
87 

210 4 
242 
125 


57 9 

36 
42 
42 
42 
42 

37 
30 
60 
36 6 
45 6 
78 6 
24 
15 3 
48 2 

62 4 
50 8 
60 


2 
2 

1 


15 1 
14 11 
14 11 
14 11 
14 11 

14 11 
18 
13 11 
12 

15 
6 

15 

16 
8 

12 6 

32 
31 
15 


B 
C 
D 


do 

do 

do 


do 

do 

do 


E 
F 


do 

do 


do 

do 


do 

do 


G 


... do 


.... do 


do 


1 


Offices 


do 


do 


2 


Coalshed 


.... do 


Pins 

do 


3 


Bam 


do 


4 


Boathouse 


.... do ^.. 


Piles 

Brick 

.... do 


5 


Officers' club 


do 


7 


Brig 


.... do 


8 
9 


Servants' quarters 

Pump and power house 

Barracks 


do 

Brick 


do 

Piles and 

concrete. 

do 

Concrete 

do 


10 


Brick and stone.,. 
.... do 


11 


. . do 


12 


Bakeshop 


Steel 
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at the end of the fiscal year 1915 — Continued. 

PHILADELPHIA, PA.-ContU»Md. 



Boof. 


Floor 
space. 


Cubic 
space. 


Built. 


cx-t. 


Addi- 
tions. 


Cost to 
dupUcate. 


Deterk^ar 
tlon. 


Present 
value. 


No. 


Skkte 


630 
610 

84 


Cu.ft. 
U,840 

8,160 
672 


1918 
1913 

1013 


18,000.00 
996.84 

603.22 




18,000.00 
1,000.00 

603.00 




83,000.00 
1,000.00 

603.00 


48 


B«ady roofing. 
do 






49 






50 








298,399.00 






















3,382,616.94 























PICHILINQUE, MEXICO. 



Corrugated 

iron. 

fihinglee 

Corrugated 

iron. 


24,321 

860 
168 


243,210 

6,880 
1,344 


1900 

1900 
1900 






$22,000.00 

5oaoo 

150.00 


12,000.00 

200.00 
50.00 


120,000.00 

300.00 
100.00 


1 






2 






3 








20,400.00 























POINT ARGUELLO, CAL. 



do 

a-tnch plank.. 
Galvanized 
Iron. 



1,242 

551 

353 

80 



23,463 

8,265 

3,795 

645 



1906 

1906 
1906 
1906 



$10,998.00 



$11,540.00 



$3,197.90 



$8,242.10 



POINT LOMA, CAL. 



Slunglee 

do 

2-incli plank.. 
Galvanized 
iron. 



1,242 


23,463 


1906 1 


551 


8,265 


1906 


253 


3,795 


1906 


80 


645 


1906 J 



$13,600.00 



$14,280.00 



$4,080.00 



$10,200.00 



PORT ROYAL, S. C. 



Tin 

Shingles. 
Tin.T... 
.....do.. 
.....do.. 
.....do.. 
Shixigles. 

Tin..°V. 
.....do.. 
.....do.. 

do.. 

Shinies. 

Tin 

Slate.... 

.....do.. 
....do.. 
Steel.... 



4,531 
2,550 
1,681 
1,681 
1,681 
1,681 
1,776 
1,264 
7,050 
1,106 
2,745 
5,600 
1,225 
420 
4,176 

17,484 
12,100 
7,500 



52,700 
41,326 
43,050 
43,950 
43,950 
43,950 
20,484 
23,850 
141,375 
16,000 
27,450 
82,700 
15,150 
4,928 
68,894 

580,760 
425,600 
86,250 



1894 
1894 
1894 
1894 
1896 
1891 
1897 
1894 
1894 
1803 
1892 
1893 
1894 

1897 
1897 
1898 



$6,800. 
3,100. 
3,200. 
3,200. 
3,200. 
3,200. 
1,600. 
2,150. 
3,809. 

712. 

949. 
6,110. 

685. 

646. 
24,161. 



63,577.23 

29,954.66 

7,422.86 



$6,800.00 

3,100.00 

3,200.00 

3,200.00 

3,200.00 

3,200.00 

1,600.00 

2,000.00 

2,600.00 

700.00 

950.00 

6,000.00 

600.00 

600.00 

25,000.00 

63,000.00 

30,000.00 

7,000.00 



$1,150.00 
3,300.57 
212.00 
849.80 
610.06 
185.00 
296.46 
4,161.33 

8,677.23 
1,054.66 
5,422.86 



$6,800.00 

3,100.00 

3,200.00 

3,200.00 

3,200.00 

3,200.00 

1,500.00 

1,000.00 

600.00 

500.00 

100.00 

4,500.00 

400.00 

250.00 

20,000.00 

66,000.00 
28,000.00 
2,000.00 
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Character, valtie, arid condition of buildings 
PORT ROYAL. 8. C.^-ContiiiMd. 



No, 


Stfuott^e. 


BfateriQ]. 


FcHindaMiui. 


Liiic^. 


WUth. 


ato- 


HAlgbt 

eaves. 


13 


Mmrln*rvfniltdftfol— 

Stor^hous6 ....... 


Frame. « 


Wck 

Posts 

Concrete 

do 

Piles and 
concrete. 

Concrete 

.... do. ... 


Ft. M. 
44 
50 4 
18 

47 6 
243 10 

120 
129 
20 4 
30 4 

48 3 
16 8 
59 
28 

40 3 

35 4 

41 
8 

36 
26 6 
11 4 

lt)l 
34 
15 


Ft. If*. 
33 
25 4 
12 
39 
93 2 

60 
70 
16 3 
12 3 
16 3 
16 4 
25 
18 

18 6 

19 5 

31 
6 

12 
8 
8 4 

25 4 

32 
10 


2 


Ft. in. 
20 
12 

11 
23 6 
37 

15 
34 

9 6 

8 

10 

9 
8 6 
8 6 

7 

8 

12 e 

6 

7 a 

7 

7 

W 

11 9 
17 


15 


,... do 


19 


Mafrazine 


Brick 


17 


0^.. .::::....:: 


Brick and stone. . . 
.... do 


18 


Amusement hall 


19 




do 


90 


Barraclcs 


.... do 


V 


Barn 


Frame 


Posts 

.... do 


VI 


Tool house 


.....do 


vu 


Canteen., ..,..,..,,,.,.,,,, 


,.,..do*,... ....,, 


erick 

Posts 

Brick 

do 


VIII 


Hose house 


... do... 


XI 


Barracks 


do 


XII 


Guardhouse 


... do 


XV 


Blaeksmith shop 


do 


.... do 


XIX 


Storehouse 


do 


do 


XX 


Cart shed 


do 


....do. . . 


XXI 


Magazine 


... do. 


Posts 

....do. , . 


XXII 


Conservatory 


do... . . . .. 


XXIII 


Chicken house 


do..... 


do ' 


XXIV 


Workshop 


.... do 


... do . 


xxvn 


Shootine gallery. 


do.... 


do 


XXIX 


M«;«hafC. y: 


.... do 


do 


XXX 


Paint shop 


do 


.... do 




Total 






I 


NavAl hospital. 
Dispensary 


Frame . . . 


Brick 

.... do... . 




56 
56 
32 
22 
26 6 

26 6 
46 6 

25 6 


30 6 

31 
14 
14 
10 

10 
31 

13 


1 


12 6 
12 6 
12 6 
12 6 
9 

9 
12 6 

14 


II 


Pavilion ^^tfds 


do 


in 


Kitchen ChosDltal) 


._..do 


.....do 


IV 


Mess hall. !^..^..::.::. 


.... do..:.. . . 


..:: do 


XVI 


Operating room and dress- 
ing room. 
Storeroom and laboratory 

ters. 
Hospital stewards' dining 
room and kitchen. 

Total 


do 


do 


XVII 
XXXIII 


do 

do 


do 

do 


XXXIV 


do 


do 










Grand total 
































PORTSMOUTH, N. H. 



Navy y«rd. 



Ofllcers' quarters 

do 

do 

do 

do 

.....do 

....do 

do 

do 

do 

Civilian quarters 

.....do... 

Officers' quarters 

,.,..do 

.....do 

do 

Storehouse 

do 

Watchhouse 

Inspects 

Masthouse 

Storehouse 

Administration bulldiog. . 



Wood,. 
Brick.. 
....do. 

do. 

do. 

....do. 
....do. 
.....do. 

do. 

do. 

do. 

.do.. 



Wood. 

do. 

Brick.. 
....do. 

do. 

do. 

Wood.. 

do. 

Stone.. 
Wood.. 
Brick.. 



Stone 

....do... 
....do... 
....do... 
....do... 

do.,. 

do... 

do... 

.....do... 
.....do... 
.....do... 
.....do... 

do... 

.....do... 
.....do... 
.....do... 

do... 

do... 

....do... 

Posts 

Stone 

Brick.... 
Stone 



85 
85 



120 
120 
120 
120 
40 
54 
83 
61 
67 
67 
200 
101 
104 
13 
250 
121 
101 



50 
45 
30 
30 
30 
30 
29 
29 
29 



40 
34 
23 
34 
40 
40 
50 
51 
25 



8 
70 
60 
51 



2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 
2 

i 



» Rebuilt 1909. 
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at the end of the fiscal year 1915 — Ck>ntiiiu6d . 

PORT BOTAL, 8. C. 



Roof. 



Floor 
space. 



Cubic 
space. 



Built 



Cost. 



Add!- 
tlons. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Tto 

Shingles.. 
Copper... 

Tin 

— do..k 



Corraga'd 

Slate.... 

....do.. 

....do.. 

....do.. 

....do.. 

....do.. 

....do.. 

....do.. 

....do.. 

do.. 

do.. 



steel 



Shini 



....do. 
....do. 
...do. 



Shingles , 

....do , 

....do , 

....do , 

....do , 



.do. 
.do. 



....do 



8i.ft 

1,452 

1,400 

216 

1,853 

22,506 

7,200 

9,030 

400 

360 

768 

272 

1,475 

504 

745 

689 

1,271 

48 

444 

212 

94 

2,558 

1,088 

391 



Cb./t 

33,942 1898 

30,300 1899 

2,616 1899 

47,775 1900 

782,568, 1900 

169,20ol 1899 
383,775, 1899 
3,800! 1897 
3,600| 1897 
2,300| 1897 
3,216 1896 
10,75( 
4,34^ 
7,21- 

8,r 

12,71( 




708 
1,736 



265 

265 
512 

231 



7,612 
15,666 
8,388 
3,388 
2,340 

2,340 
5,120 

3,241 



12,185.00 

902.50 

1,472.78 

47,889.96 

11,209.50 
39,014.96 

17.00 
135.00 
331.00 
390.00' 
500.00 
240.00 
250.00 
315.00 
403.47 

10.00 
206.25 

15.00 

15.00 

1,102.37 

402.58 

20.00 



t2,100.00 

900.00 

1,300.00 

10,000.00 

30,000.00 



1385.00 
203.60 
172.78 



1898 



1808 
1899 



1910 
1910 



1,200.00 

1,600.00 

350.00 

300.00 

200.00 

150.00 

1,500.00 



000.00 
600.00 

17.00 
135.00 
330.00 
125.00 
600.00 
240.00 
250.00 
300.00 
400.00 

10.00 
200.00 

20.00 

15.00 
100.00 
400.00 

20.00 



} 7,889.96 

1,200.50 

1,514.96 

17.00 

85.00 

106.00 

340.00 

300.00 

60.00 

100.00 

65.00 

103.47 

7.00 

56.25 

15.00 

10.00 

202.37 

52.58 

15.00 



$1,800.00 13 

700.00 15 

1,300.00 16 

40,000.00 



fl7 
U8 



i}) 
1 $200. 00 



1,200.00 

1,600.00 

350.00 

300.00 

550.00 
1,500.00 



10,000.00 
27,500.00 



50.00 
225.00 

50.00 
200.00 
180.00 
150.00 
250.00 
300.00 
3.00 
150.00 



5.00 
900.00 
350.00 

5.00 



196,368.00 



300.00 
400.00 
100.00 
100.00 



900.00 
1,200.00 
250.00 
200.00 
300.00 

250.00 

1,500.00 



4,600.00 



225,168.00 



19 

20 

V 

VI 

VII 

VIII 

XI 

XII 

XV 

XIX 

XX 

XXI 

xxn 

XXIII 

XXIV 

XXVII 

XXIX 

XXX 



I 
II 

lU 
IV 
XVI 

XVII 

jxxxni 
Ixxxiv 



PORTSMOUTH, N. H. 




.3,491 
4,720 
3,350 
3,350 
3,350 
3,350 
1,860 
1,640 
1,640 
1,860 
^,010 
1,848 
3,200 
3,060 
4,0.50 
4,050 
34,882 
20,874 
2,600 
104 
48, 817 
7,260 
8,944 



$3,000.00 
8,621.00 
8,182.00 
8,182.00 
8,1^2.00 
8>182,00 




4,000.00 

4,000.00 

4,000.00 

3,000.00 

10,000.00 

10,000.00 

30,000.00 

36,000.00 

350.00 

200.00 

90,000.00 

12,000.00 

40,000.00 

> Included with Seaveys Island. 



$10,000.00 
15,000.00 
11,000.00 
11,000.00 
11,000.00 
11,000.00 

20,000.00 



$6,422.00 
4,000.00 
2,500.00 
2,500.00 
3,000.00 
3,000.00 

3,000.00 

1,045.00 
750.00 
1,045.00 
2,015.00 
1,000.00 
1,000.00 



150.00 



2,000.00 
12,420.00 



$3,578.00 
11,000.00 
8,500.00 
8,500.00 
8,000.00 
8,000.00 

17,000.00. 

2,955.00 

3,250.00 

2,955.00 

985.00 

9,000.00 

9,000.00 

30,000.00 

36,000.00 

350.00 

50.00 

90,000.00 

10,000.00 

27,580.00 



A 
B 
C 
D 
E 
F 
G 
H 
I 
J 
K 
L 
M 
N 
O 
P 
1 
2 
3 
6 
7 
10 
13 
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Character f value, and oondition of buUdvngs 
PORTSMOUTH, N. H.--€ootliiiied. 



No. 


Stnicture. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Heigh 
eaves. 


14 


N«Ty y«rd-CkatiniMd. 
Joinv shop r 


Stone 


Stone 

do 


Ft. in, 
120 
50 
286 
170 

125 

100 

22 5 
60 

140 

103 
50 
30 
45 
30 
56 
66 

104 
81 
81 
70 

200 
200 
100 
248 
56 
28 
301 
26 
60 
25 
151 
203 
60 
173 
77 
50 
36 

19 
60 

20 
257 

40 
140 
205 
498 
275 
250 
120 

74 

33 
205 

33 
200 
220 

58 
434 

350 

100 
167 

274 

23 
134 


Ft, in. 
50 

30 
157 

44 

148 
20 4 
14 5 

31 

55 
48 
35 
22 
28 
30 
48 
33 
35 
26 
74 
40 
65 
65 
50 
65 
37 
30 

131 
16 
30 

16 

56 
78 
54 
30 
63 
30 
20 
13 
40 

17 
110 

25 

45 
65 
81 
99 
91 
50 
12 
22 

103 
22 
81 
50 

^^8 

90 

50 
80 

180 

16 
50 


3} 

f 
f 


Ft. in. 

37 

10 

31 

38 

38 

11 

11 

25 5 

27 
15 5 
10 

12 

15 
14 
12 

12 

13 
8 

21 
13 

16 
16 

16 

28 

17 
10 5 

22 

10 
21 

8 5 

27 
48 

12 6 

13 
16 

19 5 

18 

11 
21 

9 5 
34 

26 

28 5 

32 

23 5 
57 

24 5 

27 

12 
12 5 
46 5 
12 5 
53 6 

33 

20 
41 8 

/ 90 

\ 55 

18 7 

50 3 

{ s 


15 


8torrtioti96 


Brick 


18 
20 

22 


Part f oundry^part unoccupied 
Tatophooe ex(dtBiig6 and 

storehouse. 
Ordnance ..x tt ,- 


do 

do 

do 


do 

do 

do 


25 


Storehouse 


Wood and brick... 
Wood 


do 

Poets 

Stone 

do 


26 


Boatffwatai's ofAce. ..,,-.,. ^ . . 


27 


Pftfnt nhnn . . . 


Brick 


29 


Ordnance ...r.r...x.r.-xr.T.T 


do 


31 


Magazine ... 


Stone 


do 


32 


do * ! 


do 


do 


33 


Shell house . . 


.do 


do 


34 


do 


....do 


do 


35 


Stable . . . 


Wood 


do 


36 


.do 


..do 


do 


37 


do 


do 


do 


38 


.do 


..do 


do 


39 
40 


do 

do 


do 

Brick 


do 

do 


41 




Wood 


do 


42 


Publicworks 


Brick 


do 


43 


Storehouse 


Wood and stone... 
Brick 


do 

do 


44 


Unoocunied . .... .... 


45 


Cooner shoo 


. . .do 


do 


46 


Unoccupied 


do 


do 


51 
53 


Electric welding shop 

Ship house 


do 

Wood 


do 

do 


54 


riiiArdhoiifM 


do 


do 


55 


Oakum house 


Brick 


do 


56 


Teamft^T's office . . . 


Wood 


do 


59 


Boat shop 


Brick 


do 


60 


Boat Rtorege . . . . x 


....do 


Concrete — 

Stone 

do 


62 


Storage 


do 


63 


Cart wed 


. .do 


64 


Fire engines 


do 


do 


65 


Storage 


.do 


do 


68 


Radio quarters 


....do 


do 


60 


Pump house 


.do 


do 


70 


Ice house 


Wood 


do 


71 


Scale house 


do 


do 


72 


Central power plant 


Brick 


Conoxete 

do 


73 


Dispensary 


.do 


74 
75 
76 
79 
80 


Sawmill 

Foundry 

Smith shop 

Electric shop and sail loft 

Machine shop 


do 

do 

do 

do 

.do 


do 

do 

do 

do 

do 


81 


Office 


....do 


do 


82 


Drvkiln 


.do 


..do 


83 


Latrine 


.do 


do 


84 


Coal plant 


Wood 


do 


85 


Latrine 


Brick 


....do 


86 
89 


General storehouse 

Chain shed. ..___._.__ . 


do 

.do 


do 

do 


91 


Pump well 


StDue 


do 


92 


Steelplant 


Brick.. 


. ..do 


93 


Naval pris>Dn 


Concrete 


do 


94 


Office 


Brick 


do 


95 


Pattern shop 


do 


do 


96 


Boiler shop 


.do 


....do 


97 


Scale house 


Wood 


do 


98 


Oil house 


Concrete .... 


do 




Total 








Marine barracks. 
Marine barracks 


Brick... . 


Stone 

Concrete — 


192 
42 


73 
26 


3 
1 


30 
11 




Stable, marine barracks 

Total 


Wood 
























1 Diameter. 
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at the end ofthefiaoal year i9i5— Continued. 

PORTSMOUTH, N. H.— ConUnued. 



Hoof. 


Fioor 


Cubic 
apaire. 


BllUt. 


Cost. 


Addi' 
tlons, 


Cost to 
duplicate. 


D^tertorar 
tlon. 


Prawnt 
value. 


No, 


Slalo.., 


32, MO 

23.170 
1.874 

3,202 
33,076 
4,074 
1,2US 
500 
1,017 

m 

2.013 
3,fl40 
2.106 
7.642 
3,100 
23,31)5 
23.3&5 

g,m 
••So* 

3T9 
24,545 
2ft, 900 
2,696 

3,034 

4,074 

7,324 

216 

340 
21,093 
3, ♦'JOS 
11,616 
16 J 60 
30,5Si5 
WJ48 
32,SS3 
11,177 

720 

643 
20, 6W 

643 
60,676 
3D,i360 
2,375 
63,600 

S4,60D 

5,000 
3&,444 

41,920 
$.000 


Ca./L 
364,000 


t»»l 


ta4,435,00 

3,000.00 

195,247.00 

60,774.00 

96,019.00 




ISO, 000. 00 

3,000,00 

160,000.00 

65,000.00 

BO, 000. 00 

1,200.0^ 

400.00 

7,000.00 

30,0f».00 

30,000.00 

10,000.00 

2/100.00 

10,000.00 

1,500.00 

1,500. Of} 

l,fl00.00 

3, .'500.00 

600. D(^ 

20,000,00 

1,350.00 

40,000.00 

25,000.00 

16,000,00 

70,000.00 

g,<moo 

3.000, 0() 

100,000,00 

800,(10 
8,000.00 

500.00 

3s,of»n,oo 

S0.00(».OO 
3,000.00 
3,000.00 
0,000. 00 
6,00O.OQ 
3,600.00' 

soo.oo 

4,000,00 

.wo. 00 

00,000.00 

S, 500,00 
35,000.00 
45,000.00 
6?i,0O0.OO 
135,(100,00 
110,000.00 
40,000,00 

3,nno.oft 

2,300.00 

iio,«iaoo 

3,300.00 
170,000,00 
55,000.00 


15,000.00 

1,520.00 

50,000.00 


145,000.00 

1,4«0.00 

100,000,00 

65,000.00 

6fl,000.00 

500,00 

05,00 

3,^0.00 

34,625.00 

3,1,640.00 

5,010.00 

985,00 

4.025.00 

290,00 

485.00 

4fi.5,00 

775.00 

50,00 

11,830,00 

750.00 

35,000,00 

30,000.00 

14,000,00 

65.000.00 

3,000,00 

1.970,00 

100,000.00 

195,00 

4,03;5.D0 

WOO 

30.000.00 

75,000,00 

1.475.00 

1,000.00 

3,500,00 

4.000.00 

1,480.00 

395,00 

2,010.00 

24.V00 

80,000.00 

8,00a 00 

10, 54a DO 

40,400.00 

00,00a 00 

115,000,00 

110.000,00 

40,000.00 

085,00 

1,970.00 

100,000,00 

1,970.00 

170,(100,00 

55,000.00 


14 


1 Tin 

j glate 






IS 




IS 


1 Orftvel 

Slat© 


423,000 

362.000 

2^,000 

4, SIM 

62,5«0 

303.000 

lOS.gOO 
30,300 
n.»)0 
26,000 
18,000 
48,3^4 
34,321 
SI, 000 
23J60 

103,544 
63.120 

344, sas 

344,838 

\%%m 

638. 6S0 
.■51,800 
lO^OflO 

i,en,6oo 

5,824 
46,800 
3,314 
304,000 
618,500 
50,800 


1911 
1865 




20 


21,000.00 

400.00 

305.00 

3,060,00 

5,375. 00 

6,360,00 

4,ffX1.0O 

1,015, 00 

5,075.00 

1,210.00 

1,016,00 

1,415.00 

2,725.00 

550.00 

s,imoo- 

500. DO 
.^,000.00 
."1,000.001 
2,000.(W 
iJ.OOO.OO 
5,000.00 
1.034X00 


32 


Tin.., 

ShinglM. 

Slate...., 




35 


1864' 
1863 

iseo 

i8-56' 

m& 

1851 
1851 
1851 
1851 
1851 
1S5S 

itm 

1853 

1A04 
1858 

im 
im 

1004 


400.00 
6,500.00 

2s,^;i.oo 

2,%31«.0t> 

10.000. oa 

1,935.00 

10,123.00 

2,000,00 

1,500.0(^ 

1/900.00 

3,500.00 

flOO.OO 

21,082.00 

U0Q0.0O 

16.250.00 

16,348.00 

12,410.00 

50.630.00 

7.43.1.00 

3.061,00 

80,638.00 

800.00 

6,376.00 

500.00 

30,725.00 

70,000.00 

3,000.00 

2j500.0D 

8,663.00 

s,ooo:oo 

2.500,00 




26 




37 


,....do-.,,,... 
.♦. ..do........ 

.....do 

-...,do.. ..-,.. 

....-do 

SHinglas 

:::;:dci:::.:::: 

do. 

...do .. 

siato 




30 
31 




33 
33 




34 
35 
36 




37 
38 




30 




40 


Bhiugbas 

Slat* 


41 




43 


do 

.-...do........ 

^»- 

do .-, 

.....do 

do._...,„ 

Shingles 

Slate ........ 


43 




44 

46 
46 
51 
53 


605,00 
.1,075.00 

405.00 
.S, 000, 00! 
5,000.00 
1,525.00 
2,000.00 
5, .500. 00 
3,000,00 
1,030,00 

405,00 
1.090,00 

2.'i5.O0 
10,000.00 

SOCK 00 

4,460.00 

4,600.00 

S, 000. 00 

10,000.00 


54 

55 


Shinffles .- 

Slate.--. 

.....do., .. 

---♦.do 

GraveL,. 

Tin. 




56 
50 




60 




62 


a3.ooo .."V. 

67.700i 1S70 




63 
M 


Slate., ..„,„, 


43,300 

14. 68^ 

3.340 

S5,tOO 

6.130 

795.671 

3.5,112 

22fl,80n 

550,000 

017,600 

601,000 

1,051,000 

33,000 

12,240 

10,000 

670,713 

10,000 

971,000 

440,000 

124.317 

1,740,000 

l,o,'>5,000 

120,000 
^1,000 

1,870,000 

s,ooa 

141,300 


1875 


65 


.....do 

do ,. 

do,,.,.... 

BIftti!, 

do 

.....do 

do.--.,.,, 

do 

riastlB 

SIsto . 


6» 
69 
70 








71 


1908 
1900 
1002 
1904 
1902 
1904 
1906 
1905 

'!962' 
1906 
1903 

190.^ 
19M 
I90fi 
1901 

190§ 

190'i 

1908 

1908 

1906 
1911 


74,237.00 
6,198,00 
30, 121. 00 
40,316.00 
57,000.00 
114,650.00 
100.650.00 
35,065.00 

■■"2; 660.06 

106, 562. no 

2,000,00 

L%,756.00 

50,072,00 

150,838.00 




73 
73 




74 




75 
76 




79 
80 


Copper,,,,..,. 

Slate 

Flint 

IroD...... 


"'i"6i5."66 

230.00 
10,00tl.00 

230.00 


81 




83 




S3 

84 


Slate..,,,..,.. 
Flastio .,. 

TtTl „. 

Coppar.* 




s.^ 




86 
88 




91 




175,000.00 
370,000.00 

i8,n<io.oo 

110,000.00 

165,000.00 

1,100.00 
33,000.00 

75,000.00 

3,«Kioa 


15,000.00 

10,000.00 
3,000.00 

10,000.00 

15,000.00 

150.00 

31,000,00 


160, 000^00 

3ao,ooaofi 

LI, 000. 00 
100,000.00 

i.w,ooaoo 
^,000.00 


92 


Tin 


347,730.00 
15,000.00 

100,51s. 00 

150,690.00 

ftiO.OO 

23,036.00 


..,,-.... 


93 
94 


SlatB.... ...... 

}■-' 

dq.. 

QfavBl.. ...... 




05 




90 




m 


2^530,2401 DO 




Bbto 

.....do .,. 


25,»24 
2,050 


322,350 
17,472 


'iflii' 


"""2*m66 




WiOOOlDO 
3, 000. DO 










53,eOO.DO 

























3 Included in dry dock No. 2. 
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CkaraeUTf value, and condition of buildings 
PORT8MOX7TH, N. H.~Contliraed. 



No. 


Structure. 


ICatfldal. 


FonadAUon. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 




N«val hoipltal. 
Old hospital 


Brick 


Stone 

do 

Briok 

do 


Ft. in. 
68 5 
39 
12 
27 

384 6 


Ft, m. 

54 

22 
12 
27 
233 


3 

1 
1 
1 
3 


Ft. in, 

41 

9 
9 

42 




Boiler room and laundry 

Dead house 


do 

Wood 




Coalshed 


do 




New hospital 


Brick 


Concrete 




Total.. .. 

























PUGET SOUND, 


WASH. 










A 


Navy yard. 


Wood 


Stone 

do 


53 
63 
76 8 
63 

63 
48 
48 
88 
33 

31 

33 
36 
86 
44 
44 

44 (^ 

64 
30 

/ 96 

\ 76 

100 

28 
327 7 
121 
105 

62 
242 4 

10 

20 3 
207 
150 

150 

45 2 

41 
133 
35 8 

193 

34 
15 
34 

150 10 

61 6 

209 6 

44 10 
23 
30 6 

32 6 

45 
68 
60 

84 3 
164 6 
309 3 

III 


89 10 
39 10 

64 4 
89 10 
39 10 
35 
86 
28 
28 

24 
28 

25 
25 
28 

28 
38 
44 
SO 

63 
50 
12 
20 3 
67 7 
60 
60 
86 
92 8 
8 
16 3 
63 6 
60 

60 

24 8 

20 

65 
65 

65 

25 6 
10 
25 6 
50 
37 
70 
70 
23 
15 
20 8 

29 
50 

30 

34 3 
62 6 
65 6 
19 
18 10 


2 
2 
3 
2 
2 
3 
2 
2 
2 
2 
2 
2 
2 
8 
3 
2 
Z 
1 

1 
1 
1 
1 
2 
2 
3 
1 
1 
1 
1 
3 
1 

1 
1 

1 
1 

1 

2 
1 
1 
1 

i 

3 
3 

1 
1 
2 
2 
1 
1 

1 
2 
3 

i 


26 6 
26 6 
28 10 
26 6 
26 6 
28 
28 
12 2 
12 2 
21 
12 4 
25 2 

25 2 
24 2 
24 2 

26 6 
31 

12 

17 
17 
9 

13 

34 
SO 

35 

17 
41 6 

7 6 
10 6 
45 

18 4 

^ i 
12 8 

12 
20 
20 6 

33 

13 
13 
13 
24 

13 

*7 5 
47 

10 

8 6 
24 
24 
12 8 

14 6 

16 
35 
55 

11 s 


B 


do...*. 


do 





do 


do 


do 


T> 


do 


do 


do 


K 


do 


do 


do 


F 


do 


do 


do 


G 


do 


do 


do 


F 


do 


do 


Concrete.... 
do 


T 


do 


. .do 


,T 


do 


do 


do 


K 


do 


do.. 


do 


O 


do 


. . ,do 


do 


P 


do 


do 


do 


§ 


do 

do 


do 

do 


do 

.....do 


8 


do 


do. . 


Brick 

Concrete.... 
Wood 

Brick 

Wood 

do 

Concrete 

do 


50 




do 


51 


Power plant foreman's quar- 
ters. 
(So. 1 dry dock pump and 
\ paint shop. 

Shooting eauery 


do 


52 


\Brick 


55 


/ 

Wood 


56 


Board of &bor office 


do.... 


58 


Pipe and coppersmith shop. . 
/Electric shop 


Brick !....!! 




do.. . 


59 


\Patternshdp 


do 


do 


65 


Toolroom 


; do ; 


do 


66 

67 


Machine shop No. 1 

Hose-carriage house 


do 

Wood 


do 

Wood 

do 


76 


Scale house 


.... do 


78 


General offices 

Provision and clothing store- 
house. 

do 

Water-closet 


Brick 


Concrete.... 
do 

do 

do 

do 


80 

81 
82 


do 

do 

Reinforced con- 
crete. 
Brick 


83 






Smithy and shipfittera' shop. . 
North extension 


Steel. 

do.. 


do 

do 


84 


South extension 


..,..do.„ 


do 




/Bremerton gatehouse 

\Extension 


wwd....::.:::::: 


Brick 

Concrete 

Brick 

Concrete 

do 


86 


do 


87 


Charleston gatehouse 


. . do 


88 


Storehouse 


Brick 


90 


Stable and tool shed 


Wood 




Joiner shop and extension. . . . 
Water-closet 


Brick 


do 


91 
92 


do 

do 


do 

do 


96 


Saluting battery 


Wood.. 


Wood 

Concrete 

do 




/Yard d^pensary and exten- 
\ sion. 
Comfort station 


/Brick 


97 


\Wood 


98 


do 


Wood 

Concrete — 

do 


99 


PlAtincr shop 


Steel and iron 

Wood '. 


100 


Freisht shed 


102 


Plate-metal shop 


Brick 


do 


104 


Boat shop 


do... . 


do 


105 


Water-closet 


Wood 


do 


105A 


Laundry and water-closet. . . . 


Stone and plaster. 


do......l 



*■ Appreciation. 
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at the end of the fiscal year 1915 — Continued. 

PORTSMOUTH, N. H.-Contbmed. 



Koof. 


Floor 
ip«oe. 


CuWc 
ip«oe. 


BoUt. 


Co«t. 


Addi- 
tions. 


Cost to 
dupUoate. 


Deteriora- 
tion. 


Present 
value. 


No. 


R1at4^ .. , . 


864 

144 

727 

54,00(^ 


Cujt. 

171,138 

10,368 

1 500 

7,000 

966,000 


1801 
1801 
1801 
1801 
1913 






140,000.00 

3,000.00 

200.00 

350.00 

300,077.64 


$20,000.00 


$20,000.00 

3,000.00 

200.00 

360.00 

300,077.64 




do 

Rhiriglffl 

Slate '.'."."." 












































323,627.64 























PUGET SOUND, WASH. 



do.. 

.-..do„ 
.,..do.. 

dij.. 

, ...do.. 
..,,d^.. 
,.-,do.. 

do.. 

..-,do.. 
,.,.do.. 

do.. 

.,,..do.. 

do.. 

do.. 

Slate.,.. 

do.. 

SWncIa. 

Slate. ". 
....do,. 
Copper. . 
Slate... 
Tin 

Tlii\.,V. 



do 

TinandgravQl 

Tin 

Sblnglfl , 

C o r r u g Qted 

Shiiifla.. 

do.., 

do._- 

. ...,do... 

Asbcstoa. 

Shingla. . 

Tin...... 

do.., 

.....do... 

Sbinple. . 

8}i!i]f^leaDdUi] 

.....do.. 

Q ft 1 V a □ Jsed 

IroD. 
.. ..do.. 

Tin 

Slate... 

Shfnplfl. 



S.ftSO 


78,000 


1896 


fi.oaa 


76,000 


1^ 


9.m> 


125,000 


im 


e.eao 


7fl,t)00 


im 


5,fi80 


7fl,00<) 


j«^ 


3,830 
3,820 


S2.000 


1S304 


52.000 


1904 


2,370 


23,axy 


1905 


2,270 


2S,000 


im 


2,U04 


22,500 


1902 


2.!^m 


26,500 


1911 


3,4*5 


«,000 


1911 


3,435 


41,0f» 


1911 


4,lli2 


46,000 


1913 


4,n2 


16,000^ 


1913 


3JS4 


55,300 


18** 


0.417 


93,300 


1896 


7S4 


u,my 

167,600 
03.3.W 


18^1 


3,9aj 


1896 


■i.rj<^} 


1901 


l.QSI^ 


n,50(^ 


1K&4 


■m 


8,000 


1901 


35. r^} 


950,000 


imi 


m.m 


279,000 


1R9S 


2rt,89e 


233,9^ 


1W06 


1.R25 


42,000 


IS99 


23.010 


1,155,300 


19f)0 


m 


600 


am 


2H5 


5,000 


1900 


37,:^00 


706,000 


190:i 


fl,!>50 


185, OOO' 


1^2 


0,&*0 


la-^W 


1902 


i.oia 


11, 3W 


1912 


TOO 


22,000 


l«01 


H. (i-Xl 


343,000 


1902 


2,;!20 


72,600 


1*13 


25.fX,>0 


506,000 


1907 


7Sf} 


13,400 


1901 


\-i5 


£, Oi50 


1913 


TSO 


13,400 


1901 


r.-'liJO 


225,000 


1014 


5.ftfi7 


92,100 


1902 


JLSOO 


«^1, 2S0 


19a3 


y, TOO 


176,400 


Ifl07 


^i^;f> 


5, 450 


1902 


406 


4 200 


1901 


1.100 


16,000 


1901 


2^:ro 


42,700 


1908 


3,300 


55,000 


1901 


1 . 7:\r^ 


30,000 


1901 


2, "^'^i 


ri.% 496 


1901 


VJ, '.aO 


443.000 


iy05 


m. t.it) 


1,221,000 


1906 


^■12 


13,157 


lOftl 


tiTO 


10.313 


1009 



54,000,00 
4. 000. .70 
9.000,00 
4,000.00 
4.000.00 
5.000.00 
5.000.00 

3, 6O0.no 

3,600,00 
3,000 00 
4,000.00 
3,9^5.00 
Sj99i5.00 
9,000,00 
9,tX10.00 
4,670.00 
7,003.00 
550.00 

,19,074,00 

12,494.00 

2O0, m 

454.00 

59,999.00 

19,S&2.D0 

50,000.00 

5,548.00 

55,719,00 

16.00 

247.00 

94,780.00 

20,610,00 

20,610,00 
5,fi22.00 



1^ 
IL. 

2, 

4h 
2. 

3, 
7, 
6, 
^% 
17, 
Ij 

2, 
^, 
I. 
3p 



700.00 
61,00 
819.00 

322.00 
050.00 

872.00 

aTO.Go 

930,00 
100.00 
91*5.00 

m.oo 

566.00 
292.00 
664.00 
072.00 
479,00 
fi82.O0 



1.859.00 
46,710.01} 

16fl.S79.00 
6,000.00 
2,147.00 



S780.OO 



5,000.00 



300.00 
246. UO 



300.00 



112,000.00 
13,000,OOJ 
15,000.0(1 
12,000.00 
12,000,00 
11,000.00 
11,000. ooj 
4,000.00 
4, 000, 00 
3,500.00 
4,000.00 

»,ooo,ool 

9,000.00 
9,000,00 
9,000.00 
11,000.00 
20,000.00 
1,300.00 

60,000.00 

300.00 

1,600.001 

75,000,tXj| 

25.000. QO 

&5,000,0O 

6,000.00 

70,000.00 

100,00 

250.00 

110.000. ool 

25,000.00 

25,000.00 
6,000,00 

1,300.00 

I 75,000. ool 

2,200, Oo! 
675. DO 

2,a00.00 
10,000.00 

8,000,00 
£5,000.00 



1.300,00 

300,00 

4,. 500.00 



i, 500,00 
3,800,00 

1,800,00 
46,000.00 
175,000,00 
5,000.00 
2,200.00 



S2,113.00 
2,720,00 
6, 130. ool 
3,712,001 
2, 712 00 



2,350.00 



2;35a00 
1,550.00 
1,550. ool 
1,5S!0.00 

760.00, 
1,745.00 
1,745.00 

900.00 

000. ool 

2,850.00 

8,093.00 

396.00 

25,568.00 

485,00 

392.00 

23,599.00 

M08.00 

12,600.00 

2,373,00 

23,919,00 

13.00 

230,00 

32,180.00 

7,410.00 

7,410.00 
822.00 

920.00 
2,363.0a 



12,722.00 

1,475.00 



1,350.00 

12«I.OO 

5,2fi0.00 

26,231,00 



826.00 

285.00 

2,397.00 



l,255,ffJ 
1,087.00 

979,00 

13,110.00 

37.S79.0O 

3,500,00 

1,267.001 



$usa7, 

2.350. 
1,288, 
1,288. 
2,650, 
2.650. 
2,050. 
2,0.^. 
1,410, 
3,240 
7,250 
7,£.W. 
3,100, 
8,100. 
1,320. 
4.900 
154. 

26,000. 

15. 

308. 

36,400, 

20,300, 

37,400. 

3,170 

32,800. 

3. 

8 

62,600. 

13,200 



13.200.00 
4,1500.00 

iSO.OO 
12,217.0O; 



31,600.00 
1,400,00 



900.00 

8,200.00 

8.50.00 

55,400.00 



740.00 

7.00 

2,330.00 



224.00 
2,795.00 

880.00 

33,600.00 

123,01X1,00 

1.500.00 

8:^,00 



100 
102 
104 
105 
105 A 
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PtJBLIC WORKS OF THE NAVY. 



Character^ vcUue, and condition of buildings 
PUOBT SOUND, WA8H.--Contfaii]«d. 



No. 


Stmotura. 


ICaterial. 


Foondatton. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


106 




Steel and brick.... 
Steel 

Briflk... .. 


Concrete.... 
do 

do 


Ft. in. 
109 8 
243 10 

212 

290 

100 

50 

47 4 

156 6 
«30 
«30 

40 
16 

156 6 

77 4 

300 6 

87 4 

340 

14 2 

41 
249 4 

80 3 
36 6 
144 


Ft. in. 
103 
60 

90 
89 4 
40 
20 6 
19 2 

26 


2 

1 

1 
1 
1 
1 
2 

1 


Ft. in. 
64 6 
25 

87 
48 
14 
16 8 


107 




106 




109 
113 


Erectine an^bolter abbp 

RftcrontYoTi building . 


do 

Wood 


do 

Piles 

do 


114 


Poww plant..... 


do 


116 




Steel and wood.... 
Wood 


Concrete.... 

Wood 

Concrete — 
do 


18 9 


119 


Pipe storage 


14 
40 
40 
13 

10 2 
26 

28 

22 4 

20 4 
51 
8 

19 9 
48 6 

12 1 

11 8 
28 


124 


WfttflT tank 


steSL:::.::;:::;:: 


125 


do 


do 






133 


Radio station 


Wood 


do 


30 
12 
61 

50 

60 

14 
117 

10 

18 
170 

30 

18 
84 


6 

6 

4 

6 



2 

6 
3 






1 
1 
1 

2 

2 


139 


Water-closet 


do..... 


do 


140 


Onu shed 


Steel 

Reinforced con- 
crete. 
Wood 


do 

do 

do 


144 


Oil house 


145 


Hardwood lumber shed 

Pry kiln 


146 


Brick 


do 


147 


OeiMiral foundry 


do 




149 


Pay booth 


Wood 


Wood.. 

Concrete 

do 

Wood 

Concrete.... 
Brick 


155 


Water-closet 


Brick 


167 


General stOTehouse 


Reinforced con- 
crete. 
Wood 


168 


Workshop 


169 


Water-closet 


Brick 


160 


Unassigned 


Wood 


160 


Addttinn rnniuslflmAd^ . 




161 


do 


do 


Wood 

do 


60 4 
82 6 
12 4 
24 7 
160 

48 
55 2 
43 6 

28 3 
15 9 

24 

93 10 

25 2 
627 4 

90 
12 4 


34 
19 
8 
16 
20 

30 
65 
24 

24 
12 
22 

20 
17 
312 
44 
10 


4 
4 
4 
3 
6 


2 


3 
9 
6 


8 
6 

4 




13 2 
26 6 

8 2 
. 10 9 

14 

12 6 
12 1 

18 5 

10 6 
8 10 
8 

7 3 
14 9 

58 4 
18 
10 2 


162 


UTiASfflgned , 




163 


do 


do 


do 


164 


Storehouse and workshop .... 


do 


Concrete 

Wood 

do 

Concrete 

do 

Wood 

do...... 


165 


do 


166 


Steel 

Brick 


168 


Dry dock iTo. 2 pump house.. 
11 storage shed 


172 


Reinforced con- 
crete. 
Wood 


173 


Club house 


174 


Water-closet 


do 


175 


Substation No. 3 


Steel and wood.... 
Wood 


Concrete 

Piles 

Concrete.... 

do 

do 

do 


176 




177 


GarlSage Incineratit 1 


Brick 


178 
179 
185 


Shipfitters' and b«ller shop . . . 
Temporary locomotive shed. . 
Linseed oil house ........ x -. - 


Steel and concrete. 
Corrugated iron... 
Concrete 




Total 








Fuel stotlon. 
/Coal shed 


Wood 


PUes 

do 


620 
700 
600 
40 

40 

/ 31 
\ 26 4 

23 6 

985 
16 

24 
1,015 


93 
67 
44 
29 

29 

16 
18 
14 

20 
12 
14 
20 


4 


6 

6 


2 
9 







2 


40 3 


79 


\Coal wharf 


. ..do 


121 


Coal chute and trestle 

Traveling coal hoist, north 

tower. 
Traveling coal hoist, south 

tower. 

Boiler house and extension. . . 
on house 


Wood and steel... 
Wood 


do 

do 






122 


1 
1 
1 


"ii 6 

21 

14 7 

17 
9 


123 


do 


do 


134 
135 


do 

Corrugated steel 

WSSS'?!^;. 


do 

Concrete.... 

Wood 

Pfles 

do 


141 


Westtrestle 


142 


OflBice 


do 


1 
1 


10 


143 


Lavatory 


do 


166 


Sftst trcmtlA AnnAT . . . 


do . . 


Wood 




Total 






















...... 





1 Estimate. 



'Diameter. 
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(U the end of the JUcal year 1915 — Continued. 

PUQET SOUND, WASH.-Conttnoed. 



Roof. 


rioor 
spaoe. 


Cubic 
apace. 


BoUt. 


Cost. 


Addi- 
tions. 


Cost to 
dapiia^te. 


Deteriora- 
tion. 


Preseitt 
value. 


No. 


Tin and gravel 
Galvanized 
iron. 

Asbestos 

Tin 


13,700 

18,183 

25,000 

3,861 

2,350 

1,700 

3,862 


1,074,405 
478,710 

727,112 
1,046,900 

107,000 
21,500 
23,781 

76,520 
28,274 
28,274 
22,300 
2,200 
320,000 

118,000 

475,000 

24,500 

18,400 
1,800,000 

43.300 

9,500 

86,700 

110,000 


1010 
1905 

1905 
1907 
1904 
1903 
1900 

1906 
1807 
1807 
1006 
1007 
1000 

1011 

1000 

1012 
1012 
1000 

1010 
1011 

1010 
1012 
1800 
1907 
1900 


$105,030.00 
30,726.00 

70,151.00 

00,420.00 

5,005.00 

1,610.00 

11,500.00 

860,00 
V 10,300.00 

21,600.00 

27,352.00 

20,000.00 

6,377.00 

168,474.00 

277.00 

11,480.00 
250,096.00 

1,800.00 

3,078.00 

35,000.00 

9,500.00 

1,000.00 

800.00 

200.00 

800.00 

1,200.00 

2.071.00 

2,655.00 

500.00 
300.00 
836.00 

1,019.00 
6,000.00 




$110,000.00 
32,000.00 

76,000.00 

90,000.00 

6,000.00 

3,000.00 

1,500.00 

1,000.00 

10,000.00 

3,000.00 

200.00 

23,000.00 

27,000<00 

20,000.00 

5,000.00 

170,000.00 

250.00 

11,000.00 
260,000.00 

2,000.00 

3,000.00 

35,000.00 

9,500.00 

1,000.00 

800.00 

200.00 

800.00 

1,200.00 

2,000.00 


$15,030.00 
8,026.00 

2,451.00 

21,629.00 

3,522.00 

160.00 

1,290.00 

774.00 

5,729.00 

1,128.00 

214.00 

2,900.00 

4,052.00 

8,200.00 

1,237.00 
126.00 
147.00 

2,669.00 
38,996.00 

1,062.00 

438.00 

22,6ia00 


$90,000.00 
22,700.00 

67,700.00 

68,800.00 

1,483.00 

1,450.00 

210.00 

86.00 

4,580.00 

1,680.00 

26.00 

18,700.00 

23,300.00 

11,800.00 

4,140.00 

153,500.00 

130.00 

8,840.00 
221,000.00 

738,00 

2,640.00 

12,390.00 


106 




107 


$7,000.00 


108 
109 


Galvanized' 
iron. 




113 


1,500.00 


114 
116 




110 




/ 124 

\ 125 

133 


do 

do 

do 

Galvanized 
iron. 

Tar and gravel. 

Galvanized 

iron. 
Tar and gravel. 

do 

Galvanized 

iron. 
Tar and gravel. 
do 

Tin 

Tar and gravel. 

Shingles. 

TinT. 


"'i,m 

165 
9,046 

10,740 

29,252 

896 

40,752 

121 

1,280 
172,800 

2,300 

543 

14,er8 






130 




140 




144 




140 


i6,'566.'o6 


146 
147 
140 




155 




157 




158 




150 




160 




160 


Rhhlfr^fl 






740.66 
672.00 
168.00 
480.00 
936.00 

851.00 


260.00 
128.00 
32.00 
320.00 
264.00 

1,220 


161 










162 


do 

do 

Galvanized 
iron. 

do 

Copper 

Tar and gravel. 

Shingle 

Rubberoid.... 

Corrugated 

iron. 
do 

Tar and gravel. 
do 


100 

363 

3,100 

1,363 

2,096 

058 

635 
174 
494 

1,400 

356 

155,478 








163 


6,700 
54,940 

25,600 
173,875 
16,900 

11,200 
1,800 
6,075 

13,240 

9,450 

6,344,652 


1910 
1010 

1012 
1013 
1013 

1013 
1913 
1913 

1913 
1912 
1915 




164 




165 




166 




168 




2,600.00 

500.00 
300.00 
800.00 

1,000.00 
6,000.00 


2,215.00 

40.00 
50.00 
124.00 

249.00 
840.00 


2,440.00 

460.00 
260.00 
712.00 

770.00 
5,160.00 


172 




173 




174 




175 




176 




177 




178 












170 


Copi»r, tar, 
and gravel. 


09 


822 


1915 


375.00 








376.00 


185 










1,570,234.00 




Tin 


66.329 
40,440 


2,228,000 


1903 
1903 
1903 
1903 

1903 

'im 

1906 

1908 
1906 
1906 
1909 


186,226.00 


5,000.00 






} ™ 




200,000.00 


145,384.00 


45,842.00 










121 


Corrugated 

steel. 
do 

Tin 


741 

741 

465 
526 
309 

58,510 
201 
300 

64,700 


15,250 

15,250 

8,870 
10,065 
3,550 

"'"2,*6i6 
3,360 


26,218.00 

26,218.00 

620.00 

1,168.00 

314.00 

8,461.00 
200.00 
544.00 

8,460.00 




25,000.00 

25,000.00 

1,200.00 


17,568.00 
17,568.00 
1,536.00 


8,650.00 

8,650.00 

244.00 


122 




123 


100.00 


}134 


do 

Corrugated 
iron. 








140.00 

2,530.00 

40.00 

109.00 

7,380.00 


135 


2,858.00 


10,000.00 

200.00 

600.00 

9,000.00 


8,780.00 
160.00 
435.00 

6,167.00 


141 


ShiMle 

y.'.'.Ao'.'.'.'.'.v.'. 


142 


'6,*d87."66 


143. 

156 






73,685.00 























• Included in dry-dock value. 
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PUBLIC W0BK8 OF THE NAVY. 

Characier, value, and condition of buildings 
JPUOST SOUND, WA8H.--OoaUiui»d. 



No. 


Structure. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


L 


Marine barrackt. 

Marina offloecs' quarters 

. do ... . .... 


Brkk 


Concrete.... 
do 


Ft. in. 
50 4 
46 
50 4 
90 6 

259 2 
81 
20 4 
85 


Ft. in. 
46 
44 6 
46 
55 5 

107 4 
26 
20 4 
15 


Ft. in. 
2 25 6 
2 27 
2 25 6 

2 30 10 

3 41 
2 18 4 
1 11 
1 10 


M 


.... .do .•••... 


N 


do 


do 


do 


T 
169 


Baohelor marine offlcers' 

quarters. 
Marine baimcks 


do 

do 


do 

do 


170 


Stable 


Wood 


do 


171 


Oun house 


do 


do 


186 


Rhoot^Tiff RiallArv . . . .r 


do 






Total . 






127 


NaTal hoipltol. 
Tool house 


Wood 


Wood 

do 

Concrete 

do 

do 

do 


12 3 
73 
84 11 
54 7 
98 2 
6 3 

71 

44 


8 3 
21 6 
68 
46 8 
51 2 

5 6 

41 
24 


1 
1 
3 
2 
2 


8 

9 
48 

36 

37 


150 
151 


Pest house 

Administration Building 

Operating and subsistence 

WardBiSlding 

GarbaiFe incinerator 


do 

Brick... . . 


152 
153 
180 


do 

do 

do 


181 
182 


Oootagious ward pavllioDS. . . 
Stable 


Wood 


do 


1 
2 


10 10 
16 6 


183 
184 


do 


do 




Total . 






A 


Naval mifatlne. 

Gunners' quarters (N) 

Gunners' quarters (S) 

Inspector of ordnance. . . 


Wood 


Concrete 

do 

....do . . . 


35 

34 8 
44 

46 
40 4 

24 4 
50 
50 
50 
50 
50 

100 
100 

47 3 

36 

25 9 
60 
24 
38 8 
16 2 
24 
24 

20 
10 4 

35 
42 
52 6 

121 2 
120 
24 

32 
16 

21 


30 

29 
28 

30 
30 5 
16 4 
30 
30 
30 
30 
30 
50 
50 
15 9 

15 11 

16 
25 
16 
55 2 
21 2 
16 
16 
16 

8 4 
20 
20 5 
24 8 

41 2 
30 
15 

14 

9 

20 


2 12 6 

2 14 6 

3 24 
2 12 6 
2 13 
2 17 8 


B 

c 


do 

do 


D 

E 


Watchmen's quarters V.'. 

Stable 


do 

do 


do 

do 


F 


Rtableman'snuarters .. 


do 


Wood 

Concrete 

do 

do 


1 




Brick 




11 6 
11 6 
11 7 
11 6 

11 7 

15 6 

16 4 

12 3 

13 
10 

9 
13 9 
15 
13 
13 9 
13 9 
13 9 
10 4 
10 

7 
13 

24 

17 5 
10 6 

6 6 
10 6 

10 6 


2 
4 


do 

do 


do 

Ck>ncrete 


6 


do 


Brick 


do 


6 


Small arms ammunition house 
Shellhouse 


fCk>ncrete 


do 


7 


Brick 


do 


8 


Iifa{i:azine 


do 


do..... 


9 


Filling house ' ' 


Corrugated steel. . . 
do 


:::::do::.:::: 

do 


10 


do 


11 


do 


Wood 


do 


12 


Freight house 


do 


Piles 

Concrete 

do 


13 


Detonating fuse house 

Office 


Brick 


14 


Wood 


15 


Laboratory 


do 


.. .do 


16 


Gun cotton (dry) house....*"..' 
Primer house 


Brick 


do 


17 


do 


. ..do 


18 


Fuse house 


do 


do 


19 


Test house 


Wood 


do 


20 


Observation magazine 

Bomb proofs 


Brick 


do 


21 


Steel and concrete. 
Steel 


do 

Concrete 

do 


22 


Power house 


23 


Bag factory 


Brick 


24 
25 


Temporary store shed '. 

Paint house 


Wood 

Corrugated steel... 

Wood 


Wood 

Concrete 

Wood 

Concrete 

do 

Steel . 


26 


Comfort station 


27 


Latrine 


do 


28 
29 


Reservoir and settling bashi. . 
Fresh- water tanks, 2 . 


do. 

Steel 


30 


Storage shed 


Brick 


Concrete 

do 


100 
120 

149 6 

100 
300 


50 
50 

60 6 

50 6 
50 




16 i 

11 

15 6 

15 6 

12 


31 


Wood 


32 


Maeazine . . 


Brick 


do 


33 


do 


do 


do. .. 


34 


Shell house 


Reinforced mortar. 


do 




Total 



















I Et'.terment not yet completed. 
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(U the end of the fiscal year i5J5— Continued . 

PUQET 80UNP, WASH.^-OonttaiMd. 



Roof. 



Floor 
space. 



Cubic 
space. 



Bom. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



No. 



Slate 

....do 

....do 

....do 



....do.. 
....do.. 
Shingle. 
Shingle. 



Sq.ft. 
6,106 
6,000 
6,156 

13,400 

54,495 

2,600 

360 

1,275 



Cu.ft 
74,600 
77.500 
74,000 
M»400 

686,740 
41,000 
5,400 
14,025 



1012 
1912 
1912 
1914 

1912 
1913 
1913 
1915 



$16,818.00 
17,614.00 
16.818.00 
33,5ia00 

135,428.00 

5,500.00 

200.00 

390.00 



$17,000.00 
17,800.00 
17,000.00 
33,500.00 

135,500.00 

5,500.00 

200.00 



$2,188.00 

2, am. 00 

2, 188. QD 
1,010.00 

13,628.00 

83a 00 

16.00 



$14,630.00 
15,320.00 
14,690.00 
32,500.00 

121,800.00 

4,670.00 

184.00 

390.00 



Shinttle . 

Rubberoid 

Slate 

.....do. 

do 



82 
1,476 

15,320 
6,190 

10,560 



950 

19,500 

247,000 

107,300 

199,000 



1905 
1909 
1911 
1911 
1911 
1914 



100.00 
518.00 

149,820 

309.00 



150.00 
600.00 

149,820.00 

500.00 



84.00 
278.00 

14,320 

47.00 



203,734.00 



16.00 
240.00 



135,500. 
262.00 



"1 



Wood-asbestos 



2,112 



22,492 



1916 



1,674.00 



1,674.00 



135,756.00 



ShU^le 

V.'.do'.'.'.V.'. 

...do 

...do 

...do 

Concrete... 

...do 

...do 

...do 

...do 

...do 

Asbestos... 
Corrugated 

steel. 

do 

do 

Shingle 

Concrete... 
Asbestos... 

do 

Concrete... 

do 

do 

Shingle 

Concrete... 
Tar and gravel 
Corrugated 

steel. 

Asbestos 

Tar paper 

Corrugated 

steel. 

Shingle 

Corrugated 

steel. 
ShiMle 

Asbestos 

Corrugated 

iron. 
Asbestos on 

wood. 

Sheathing 

do 



2,563 
2,732 
4,178 
2,344 
2,262 
756 
1,203 
1,203 
1,203 
1,203 
1,208 
4,670 
4,670 



522 
372 

1,176 
290 

2,722 
577 
290 
290 
236 
68 
364 



29,000 
31,500 
43,900 
32,300 
22,700 
10,300 
25,250 
25,250 
25,250 
25,250 
25,250 
102,500 
105,000 
9,600 

8,900 
5,900 



190S 
1914 
1913 
1910 
1910 
1901 
1909 
1909 
1912 
1913 
1912 
1909 
1912 
1914 

1911 
1909 



16,200 1907 



6,240 

31,940 

6,900 



1909 
1913 
1913 



6,240 1909 



12,874 

8,280 

3,420 

330 

404 
120 

400 
S284 
4,670 
6,000 

6,800 

4,520 
15,000 



1909 
1910 
1914 
1910 
1915 
33,900 1911 



6,240 

5,200 

980 

10,000 



140,500 
68,400 
5,000 

3,840 



1914 
1913 
1913 

1913 



1,712 1912 



10,540 
* 7,216 
105,000 
129,000 

122,500 

81,350 
333,750 



1906 
1908 
1912 
1915 

(•) 



4,000.00 
5,928.00 
8,695.00 
4,450.00 
1,476.00 
1,000.00 
7,000.00 
3,900.00 
6,966.00 
4,577.00 
6,998.00 
11,000.00 
12,800.00 
1,494.00 

1,087.00 
1,800.00 
1,000.00 
2,400.00 
7,313.00 
1,580.00 
2,400.00 
2,400.00 
2,150.00 
760.00 
3,676.00 
1,977.00 
5,225.00 

14,988.00 
673.00 
408.00 

511.00 
500.00 

20,317.00 

12,963.00 
3,924.00 

0) 

0) 



$400.00 



6,000.00 
6,000.00 
8,700.00 
4,500.00 
1,500.00 
1,000.00 
7,000.00 
4,000.00 
7,000.00 
5,000.00 
7,000.00 
11,000.08 
13,000.00 
1,500.60 

1,100.00 
2,000.00 
1,200.00 
2,500.00 
7,500.00 
1,600.00 
2,500.00 
2,500.00 
2,500.00 
760.00 
4,000.00 
2,000.00 
5,000.00 

15,000.00 
675.00 
400.00 

500.00 
500.00 

21,000.00 
13,000.00 



1,250.00 
328.00 
895.00 
850.00 
515.00 
560.00 

2,800.00 

1,100.00 
846.00 
740.00 
850.00 

1,860.00 
900.00 
185.00 

490.00 
1,260.00 
900.00 
520.00 
900.00 
280.00 
530.00 
530.00 
680.00 

45.00 
850.00 

77.00 
350.00 

650.00 

355.00 

66.00 

214.00 
80.00 

5,800.00 
1,000.00 



2,750.00 
5,600.00 
7,800.00 
3,600.00 
960.00 
440.00 
4,200.00 
2,800.00 
6,120.00 
4,260.00 
6,150.00 
9,200.00 
12,100.00 
1,315.00 



610. 

740. 

300. 
1,980. 
6,600. 
1,320. 
1,970. 
1,970. 
1,820. 

715. 
3,150. 
1,900. 
4.650. 



14,350.00 
320.00 
334.00 

286.00 
420.00 

15,200.00* 

12,000.00 
3,924.00 



137,930.00 



s£ach. 



* Not yet eompleted. 



• $100 held back for flnidiiiig brickwork. 
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Character, value, and condition of buildings 
PUOET SOUND, WA8H.-Conti]U]ed. 



No. 


Structure. 


ICaterial. 


Foandatlon. 


Length. 


Width. 


Sto- 
ries. 


Height 
eaves. 


A 


Torpedo itstton, Keyport, 
Week. 

Watchman's quarters 

do. 

do. 


Wood 




Ft. in. 
40 4 
37 4 
28 6 
50 2 
30 6 

254 6 
50 

50 6 
44 4 


Ft. in. 
20 4 

24 4 
26 4 
42 2 
28 

87 H 
20 4 

36 4 

25 4 


1 
2 
2 
2 
2 
2 
1 

1 
1 


Ft. in. 


B 


do 






c 


do 






D 


O^Pcflrs* qunrters.. 


:::::do::::::::::::: 


Concrete — 
do. 







do...r 


do. 


"'23' 'si 
12 

12 6 
9 4 


1 




Ckmcrete and brick 
do. 

do. 

do. 


do 

Wood 

Concrete 

Piles 


2 

7 
11 


kitchen. 

Barracks dormitory 

Freight shed on pier 




Total 





















SAN DEEOO, CAL. 



Fnel pUat. 

'Quarters... 

ij^ien house 

Stable and office 

Coal and wood shed 

guarters for watchmen., 
il and paint house 



Total. 



Frame , 

....do 

....do 

....do 

....do 

QalYanixed iron. 



Brick 

.....do 

....do 

Conerete... 
Wood sills. 
Concrete... 



40 

24 

28 
20 

31 

24 2 



62 
40 
24 



30 

21 

18 

20 

20 
10 

24 

21 4 
18 6 



SAN FRANCISCO, CAL. 



/Apprentice barracks, old 
\ power plant. 

General storehouse 

Swimming tank 



Gymnasium. 



TraiBlBg statloB* 



Officers' quarten. 
.do.... 



.do. 
.do. 
.do. 
.do. 
.do. 



Laundry shed. 

Bakery , 

Drying room... 



/Detention camp buildings.. . , 
\ BlbuOdinga total. 

mispensary building and iso- 
[ lationward. 

Stable 

Propagating house , 

Blacksmith shop , 

Boathouse and carpenter shop 

Machine shop 

Carpenter shop 

Riggmeloft 

WardA 

Head laborer's quarters . . . 
Power plant 



Total. 



Frame. 
....do. 
....do. 
....do. 
....do. 
....do. 
....do. 



Brick. 



Frame. 
....do. 
.do. 



Brick. 



^Frame. 

^....do.. 

....do.. 
....do.. 
Brick.. 
Frame. 
....do.. 
....do.. 
....do.. 
....do.. 
....do.. 
Frame. 



Brick.. 
....do. 
....do. 
....do. 
....do. 
....do. 
....do. 



.do. 



Tank con- 
crete. 

Concrete 
piers. 

Piles 

Concrete.... 

Rocks 



Wood. 



Piers 

Brick piers. 
Concrete... 
Brick 



Concrete... 

do 

Piles 

Brick piers. 

Wood 

Brick piers. 



46 
SO 
42 
42 
42 
40 
40 

300 
50 



86 6 
108 



80 
34 
10 
18 
14 
60 
80 

100 
40 
40 
12 

100 
32 
SO 
60 
SO 
24 
98 



45 
32 






80 
30 
30 
30 

184 
40 



36 6 
40 



20 
30 
12 
9 
4 
20 
40 
80 
34 
16 
14 
30 
24 
22 
24 
24 
16 
44 



1 Betterments not yet completed. 

s Original date of completion not known. These buildinp were transfererd from the War Department 

to the Kavy Department Feb. 4, 1909, and appraised at 13,237.42 by the United States Army Engineers. 
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ct the end ofthefiacal year 1915 — Continued. 

FUQET SOUND, WABH.-Continued. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Coat to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Shlneie 


1,263 
1,094 
2,690 
1,440 
19,628 
1,207 

1,750 
1,015 


Cti.ft. 
14,600 
17,000 
17,600 
40,000 
18,500 

326,538 
18,300 

27,420 
11,300 








$1,500.00 
1,800.00 
1,800.00 




$1,500.00 
1,800.00 
1,800.00 
5,000.00 
2,500.00 

84,868.00 
500.00 

800.00 
1,000.00 


A 






$457.00 
457.00 




B 


do 








c 


do 

do 

Tar and gravel 
do 








D 






0) 






a 


1916 


I34,868.X)U 






1 


0) 

800.00 
0) 






2 


do 










7 


do 










11 














14,900.00 























SAN DIEGO, CAL. 




1,200 
504 
504 
400 
620 
241 

1,494 
860 



40,500 
11,970 
10,458 
4,200 
6,200 
2,295 

19,422 
13,118 
5,605 



1907 
1907 
1907 
1907 
1911 
1909 



$10,726.25 

300.00 
225.00 



$11,000.00 

325.00 
250.00 

3,400.00 



$3,500.00 

25.00 
25.00 

400.00 
50.00 



$7,500.00 

300.00 
225.00 

3,000.00 
150.00 



11,175.00 



SAN FRANCISCO, CAL. 



Shingles. 

do... 

....do... 
....do... 
....do... 
— do... 
— do... 

Tin 



Tar. 



do 

do 

Wood 

do 

Ready roofing. 



.do. 



Tin 
Glass 

81 

S) 



Tare 

Felt 

Tin 

Ready roofing, 
Cor. steel 



4,140 
3,200 
3,198 
3,198 
3,198 
2,262 
2,262 

75,2001 
2,000 



1,164 
4,320 

228 
5,106 

6,672 

2,720 

640 

168 

3,000 

768 

1,100 

1,440 

1,200 

384 



82,800 
04,000 
34,378 
34,378 
34,378 
34,378 
34,378 

1,504,000 
24,000 



30,600 
79,120 



10,200 
2,280 

45,954 

66,720 

54,400 
2,720 
5,120 
36,000 
7,680 
11,000 
12,960 
12,000 
3,072 



1900 
1900 
1901 
1901 
1901 
1903 
1908 

1900 
1900 



1901 

1907 

1907 
1907 
1901 

1909 

1908 

1900 
1904 
1902 
1902 
1902 
1902 
1901 
1901 
1910 
1907 



$14,268.52 
9,251.10 
8,709.78 
8,709.78 
8,709.78 
5,998.34 
5,998.34 

75,999.57 

994.72 
4,999.78 

3,500.00 

1,983.56 
331.00 
970.98 

4,680.63 

19,993.38 

1,248.51 

1,305.93 

192.97 

1,304.03 

616.69 

417.64 

500.00 

500.00 

500.00 

39,153.00 



$14,268.52 
0,251.10 
8,709.78 
8,709.78 
8,709.78 
5,998.34 
5,998.34 

75,999.57 

994.72 
4,999.78 

3,500.00 

1,983.56 
331.00 
970.98 

4,080.03 

19,993.38 

2,248.51 
1,365.93 
192.97 
1,304.03 
516.60 
417.64 
500.00 
500.00 
500.00 



25 p. c. 

25 p. c. 
36^.0. 

26 p. c. 
25 p. c. 
20 p. c. 
20 p. c. 

25 p. c. 

25 p. c. 
20 p. c. 

10 p. c. 

15 p. c. 
15 p. c. 
15 p. C. 

10 p. c. 

5p. c. 

30 p. c. 
25 p. c. 
20 p. c. 
20 p. 
20 p. 
15 p. 
60 p. 
60 p. 
60 p. 



$10,701.39 
0,938.32 
0,532.33 
6,532.33 
0,532.33 
4,798.67 
4,798.67 

56,999.68 

746.04 
3,999.82 

3,150.00 

1,686.02 
281.35 
825.33 

4,117.96 

18,993.71 

873.95 

1,024.44 

154.38 

1,043.22 

413.35 

336.49 

200.00 

200.00 

200.00 

39,153.00 



* Item is a building located on the reservation, but owned and used by the lighthouse department. 
< Not inclosed. 
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CharaeUr, valtte, and condition of buildings 
SAN FRANCISCO, CAL.-CoDtiniied. 



No. 


Straeture. 


Material. 


Foundation. 


Length. 


Width. 


Sto- 
ries. 


Hei^t 

eaves. 






Radio itotloB. 

OpentJngandUyingqutftera 
eombined. 

Grand total 


Yr^ir^ 


Brick piers.. 


Ft. in. 


Ft. te 


1 


Ft. in 



. 


































SITKA, ALASKA.1 










) 


lA 


Naval station. 
Gnardlioase. 


Wood 


Wood 

do 


99 

175 

ITS 

31 

31 

1» 

8 

6 6 

8t 

38 

10 

10 9 
30 
12 4 
24 
40 8 


80 6 
63 
63 
21 
21 
15 e 
6 
5 6 
18 
37 

8 8 

8 8 
20 
10 4 
12 
20 6 




19 ( 


IB 


Coal shed, 


do 


12 


2B 
SB 
4B 
6B 


do 

Magailne 

Storehouse 


:::::dS::::::::::::: 
::::fc::::::::: 

do 


::.::dS:.::::: 

Concrete.... 
do 

Wood 

do, 

do. 

do. 

Concreta.... 

do. 

do. 


12 

ifi 


6B 
7B 
8B 
9B 


Scale house 

do 

lywelUnc house and <qpentlag 

rooins.' 
Oilhouse> 


do 

do 

do 

do 


9 C 

6 ( 

7 (1 
13 Q 

7 

7 
10 

6 9 
15 
10 




lOB 


Galvanized iron... 
do 




ilB 


Storehouses. 




12B 
18B 


Power house, old (workshop)'. 
Coal shed 


Wood 

do 


do. 

do. 

do. 

do 




14B 
16B 


Tank house*. 


::::to::::::::::;:: 






Total. 










Marine barracks. 


Wood 


Bride pien.. 
do 

Wood sills... 

Brick piers.. 

Wood&Hs... 

do. 

do 

Concrete sills 
do 


33 
70 
43 
56 
66 
23 
13 
26 
8 

28 


33 6 
40 6 
21 

10 

11 
15 
10 
19 
19 

9 

12 


2 
2 
2 
2 

1 
1 


10 
10 
8 
14 
5 
5 

3 

7 5 

8 

4 
7 






Marine harradks. 

Post ATftbfUVW 


do. 

do 








do 






Coal shed No. 1 


do 






CoalshedNo.2 

Tool shed ,. 

Powerhouse 


do 

.....do 

do 






Power-house extension 


do 




10 


Ice house, barracks * 


do 


Wood sills.. 
do 




11 


Storeroom 


do 






Total 










Naval hospital. 
Hospital 


Log 


Log 


56 
20 


36 
15 


1 
1 


8 

10 






Coalbin 


Wood 


Wood 














ST. AUGUSTINI 


S, FLA. 














Radio station. 

Radio'statioD and quarters. . . 


Wood 


Briek 


41 


33 9 


2 


96 5 





























> All prcmerty at Sitka proper turned over to Governor of Alaska. Radio station and fuel plant co 
Japonsky Island retained, 
t Belong to radio station. 
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€U the end of the fiscal year 191S — Continued. 

BAN FRANCISCO, CAL.-CoDtintted. 



Rflof. 


Floor 
spttoe. 


Cubic 


BuUt. 


Cost. 


Addl- 

tlOM. 


Cost to 
duplicate. 


Deteriora- 
tlons. 


Present 
value. 


No. 


Shingles 


810 


Cfu.ft. 

7,638 


1905 


31,002.45 




31,002.45 




31,002.45 



































SITKA, ALASKA. 



do 


1,500 

11,025 

11,025 

651 

651 

285 

48 

35 

648 

1,251 

03 

03 
551 
127 
288 

770 


15,300 
132,300 
132,300 

8,463 

8,463 

4,845 

433 

231 

4,539 

13,762 

607 

4,329 
9,803 












3300.00 

12,000.00 

12,600.00 

500.00 

500.00 

300. OD 

75.00 

50.00 

50.00 

800.00 

100.00 

100.00 
600.00 
160.09 
100.09 
700.09 


lA 


1901-2 
1901-J^ 






313,200.00 
18,700.00 


31,200.00 
1,200.00 


IB 






2B 


do 

do 






SB 












4B 


do 









250.00 
85.00 
60.00 


50.66 
10.00 
10.00 


5B 


do 






6B 


do 


' 






7B 


do 








8B 


do 


1907 

1907 
1907 










OB 


Galvanised 

iron. 
do 


3225.00 








lOB 








IIB 












12B 










13B 


do 


\^ 










14B 


do 










15B 














29,125.00 




:::;:dS::::::::: 

do 

do 


2,244 
5,670 
1,806 

737 

384 
130 
475 
160 
81 
276 


39,139 

100,809 

»,060 

4^384 

«,159 

3,073 

fll9 

2,371 

1,440 

667 

3^208 


1991 
1892 
1904 
1907 
1910 
1904 


9,900.00 




«,000.00 


3,000.00 

1,300.00 

900.00 

600.00 

23.00 

25.00 

\ 500.00 

20.00 




8,060.00 
1,300.00 
1,709.00 
8,300.00 

an. 00 
16a 00 

9,000.00 
09.00 


I 




2 


2,6oaoo 

8,700.00 




2,600.90 

2,700.O(^ 

300.00 

175.09 


3 




4 




5 


do 






6 


do 






/ 7 


do 

do 


1909 
1911 

'mi' 


« 9, 146. 00 




S^509.0Q 
110.00 


{ ft 




^ 5 


do 


•(») 




lo- 


do 










ll 
















17,717.90 




,^ 


3,000 
306 


18,000 
.3,000 


1840 













































ST. AUGUSTINE, FLA, 



Shingle.. 



1,279 26,657 



1905 



36,500.00 



/•340e.00 
\ 7 480. 00 



} 17, 



380.00 



37,380.00 



1,540,270.00 



•Cost inehidaB total cost of boHdine and plant. 
« Is ol no value: built by barrack laoor. 
» Cost, etc, ixKuuded in boilding No. 1. 



•Cistern. 
' Fence. 



33861—16 12 
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PUBLIC WORKS OF THE NAVY. 



Character, value, and condition of buildings 
BT. GEORGE, PRIBILCp ISLAND, ALASKA. 



No. 



Stracture. 



BAdlo station. 



Dwelling house.. 
Coal shed 



Material. 



Wood.. 
....do.. 



Foundation. 



Wood.. 
....do.. 



Length. 



Ft. in. 
30 
14 



Width. 



Ft. in 
24 

10 



Sto- 
ries. 



TATOCSH ISLAND, WASH. 



Radio station. 

Chief operator's quarters. 

Coal storage 

Gasoline storage. 



Provisions storage. . 
Tperating station.. 

Powerhouse 

Radio masts 

Patait storage. 



TotaL.. 



Wood 

.....do 

Corrugated steeL. 



Wood... 
do.. 

..do.. 

..do.. 

..do.. 



Concrete. 

do.... 

do.... 



do.. 

do.. 

do.. 

do.. 

do.. 



55 6 
14 4 
10 9 



7 
61 
30 3 



250 

8 



27 2 

14 4 

8 9 

6 4 

38 9 

20 2 

4 

8 3 



TIBURON, CAL. 



Quarters... 
Cookhouse. 
Quarters... 

do 

do 



....do 

Storehouse., 

....do 



Bam and stable 

Woodshed and storehouse. . . . 

Quarters 

/Engine room, machine shop, 
'i and office. 

jBoiler house and blacksmith 
\ shop. 

S torenouse 

Stable 

Woodshed 

Bunk house 

Transformer house 



Total.. 



Wood.. 
....do., 
.do., 



....do.. 
....do.. 
....do.. 
....do,. 



.do.. 



.do., 
.do,. 



do.. 
}....do.. 

Brick.. 



Wood.. 

do., 

do.. 



....do.. 
Steel... 



Timber, 
.do., 
.do.. 



do.... 

Concrete. 

do.... 

Timber.. 



.do.. 



Concrete. 

Timber.. 
Brick.... 



Concrete. 
do.... 



Timber.. 
....do.... 
....do.... 
....do.... 
Concrete. 



24 
54 
22 
12 
30 
38 
16 
40 

46 3 
20 



40 
108 



60 
19 



22 
32 
18 
10 
22 
28 
12 

14 



27 

18 
12 
12 
28 
17 



32 3 

20 

40 3 

31 2 



TUTUILA, SAMOA. 



1 


Naval sUtion. 

Commandant's quarters 

Storehouse i 


Wood 


Concrete 

do 


124 

100 
20 
144 

48 

150 

30 

/ 60 

\ 29 

34 

32 

16 

24 

24 

60 


76 

38 
•30 
96 

44 

100 
50 
47 
40 
20 
20 
16 
24 
28 
30 


2 
2 


24 C 


2 


Concrete 


10 


3 


Storehouse, enlisted men 

Dispensary and sick quarters. 

Officers' Quarters . .... 


Wood 


Iron 


10 ( 


4 


do 


Concrete 
piers. 

W^ 

Concrete 

do 

do 

Wood 

do 

do 

Iron 


12 ( 


5 


. ..do 


12 


6 


Coaling plant 


Steel 


17 ( 


7 
8 


Storehouse 

Power plant 


do 

Wood 

do 

do 

.do 


10 

1^ S 

18 
10 
10 
10 


9 
10 
11 


Storehouse 

do 

Provision house 


12 


Paint shop 

Blacksmith shop 

Carpenter shop 


do 

do 

do 


10 


13 
14 


Concrete 

do 


10 
22 



1 Built by native guards. 
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at the end of the fiscal year 1915— Continued. 

ST. GEORGE, PRIBILOF ISLAND, ALASKA. 



Roof. 


Floor 
space. 


Cublo 
space. 


BuUt. 


CkMt. 


Addi- 
tions. 


Cost to 
dupUcate. 


Deteriora- 
tion. 


Present 


No. 


Roofing paper. 
do 


Sq.ft. 
552 
140 


Cu.ft. 
11,040 
980 


1911 
1911 












1 












2 















TATOOSH ISLAND, WASH. 



Corrugated 

:;:::dS::::::::: 


1,410 
201 
68 

30 

1,731 

522 


28,196 

2.018 

653 

313 

32,961 

8,832 


1914 
1914 
1906 


$4,254.00 




$4,200.00 
60.00 
50.00 

30.00 

5,200.00 

1,000.00 

10,000.00 

50.00 


$254.00 


$4,000.00 
25.00 
25.00 

10.00 

2,000.00 

500.00 

9,500.00 

25.00 
























1906 
1906 
1914 














*"i,'i75."66 




10,675.00 






Shingle 


68 


566 
















16,085.00 























TIBURON, CAL. 



Shingles 

....do 

....do 

....do 

do 

do 

do 

h....do 



v.. ..do 

do 

do 



STin 

}....do 

Building paper 
Shingles.... 

. do 

Building paper 
Corrugated 
steel. 



530 
1,670 
400 
125 
920 
740 
192 



550 6,180 



2,260 
390 

3,ogo 

5,310 

2,320 

540 

380 

240 

1,680 



6,130 
17,670 

5,550 

1,380 
13,900 
13,300 

1,344 



28,980 

6,900 
40,330 

72,560 

62,130 

1,920 

5,500 

2,780 

30,670 



1915 



1907 
1907 

1908 

1908 

1907 
1907 
1907 
1907 
1915 



$100.00 



$150.00 

25.00 

2,20a00 

2,300.00 



100.00 
1,100.00 



200.00 
6,100.00 1,725.00 

5,800.00 

8,000.00 

50.00 
100.00 

75.00 
125.00 
800.00 



60.00 
50.00 



$400.00 
500.00 
400.00 
50.00 
2,500.00 
2,200.00 
160.00 

200.00 

1,800.00 

200.00 
8,000.00 

6,000.00 

7,000.00 

200.00 
200.00 
250.00 
600.00 
1,000.00 



$350.00 
460.00 
200.00 

25.00 
300.00 
200.00 

60.00 

100.00 
300.00 



100.00 

100.00 

50.00 

300.00 



$50.00 

50.00 

200.00 

25.00 

2,200.00 

2,000.00 

100.00 

100.00 

i,5oaoo 

200.00 
8,000.00 

6,000.00 

8,000.00 

100.00 
100.00 
200.00 
300.00 
1,000.00 



30,125.00 



TUTUILA, SAMOA. 



Galvanieed 

iron. 
....do.... 
....do.... 
....do.... 



..do.... 
..do.... 
..do.... 

}..,.do.... 

....do.... 
....do.,.. 
....do.... 
....do.... 
....do.... 
do.... 



8,972 

3,800 

600 

3,981 

1,042 

15,000 

1,500 

1,740 

1 — 

640 

640 

256 

576 

672 

3,600 



113,256 1903 

53,200 1901 

7,800| 1902 

60,307! 1911 

20,9521 1899 

336,0001 1902 

21,0001 1902 

} 80,480'{}90J 

8,320, 1903 

8,320| 1903 

3,072, 1903 

7,488! 1904 

9,702, 1904 

68,3501 1904 



$14,870.00 



294.60 
16,000.00 



7, 650. 00 $1,690. 00 

350.00 

330.00 

213.00 

147.00 

247.15 

2,575.85 



$16,000.00 

2,000.00 

300.00 

16,000.00 

1,500.00 
40,000.00 
2,000.00 

6,590.00 

350.00 
330.00 
213.00 
300.00 
35a 00 
3,000.00 




1,000.00 
10,000.00 
1,000.00 

3,000.00 

150.00 
130.00 
.113.00 
200.00 

2oaoo 
5oaoo 



$14,000.00 

1,200.00 

200.00 

16,000.00 

600.00 

30,000.00 

1,000.00 

3, 690.00' 

200. Ool 
200.00 
100.00 
100.00! 
150.00! 
2,500.00, 



180 



PUBUC WORKS OF THE KAVY. 

CharacUr, value, and condition of huHdingi 
TUTUILA. BAJf OA--CMitiBi3e4. 



No, 


Straetwe. 


Material. 


Foundation. 


Length. 


Width. 


Sto- Height 
riea. eaves. 


15 


Nayal stetloB-Contioued. 
T-ftmp house 


Wood 


Wood 

de 

ftteel 

do 


Ft. in. 
6 

14 
16 
16 
48 
50 
60 
22 
60 

60 
60 
45 
16 
20 

60 5 

60 5 
40 
20 

15 
90 

16 


Ft. te. 
10 

12 
16 
16 
44 
48 
52 
33 
30 
30 
23 
48 
18 
30 
22 
30 
40 
d 
46 5 

46 5 
24-0 
18 
15 
20 
8 


Ft. in. 
I 10 

1 9 
1 10 
1 10 

1 10 

2 22 
2 24 
1 10 
1 10 

1 10 

1 10 
1 10 

! ni 

1 10 

1 10 
1 10 
1 10 
1 10 
1 10 
1 10 


18 
17 


Magazine 

FrintiBeeffioe 


.....do 

de 


18 


Postoiofoe 


do 


10 
20 
21 
23 


Office of captain of the yard. . 

Officers' Quarters 1 

Office building 


do 

do 

do 

do 


Concrete.... 

do 

do 

Steel 

do 

Concrete 

do 

Steel 

do....... 


24 
25 


Lumber shed 

Officen* quartecs 


do 

do 


26 
27 


do 


do 

do 


28 


I^im^^r »*»ed.. 


do 


29 
30 
31 


BakeslMp 

Quarters (improvjwd). 


:::::SS:;::::::::::: 

Wood and conoiete 


Concrete 

Wood 

Concrete.... 

Wood 

Concrete 
plaiB. 

do 

Cement piera 

do 

do 

do 

Cement, steel 


33 




34 


Offioen' quarters 


do 


35 
A 
B 


do 

Not used 


do 

do 

do 


C 
D 




do 

da. ^ 


E 


Crematory ,. t .,,.., x , r - t 


Cen^ent 




TotaL 



















W^IlPHINQTON, d. c. 



30 



Navy yard. 



Ofleero'quartcn.. 
....do 



.do. 
.do. 
.do, 
.do. 
.do. 
.do. 



....do 

Oheadst's quarters. 
Officers' quarters. .. 



.do. 



Conunandant's office 

Marine barracks 

Rear buildings, quarters, C 

andD. 
/Sheds in rear of quarters £, F, 
\ andG. 

Museum 

Ox stable 

Yard stable 

Storehouse at brow 

Pattern storehease 

Foundry 

do 

Locomotive house 

PaintShop 

Store No. 10. 

Timber shop 



Pattern shop, west wing . 
31 Pattern shop, east wing . . 



Briek.. 

....do. 

...jdo. 
....do. 



.de. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 
.do. 

.de. 



..do. 
..do. 
..do. 

..do. 



^Wood.. 
Briok.. 
Stone.. 
Brick.. 
Wood.. 

Brick.. 

.....do. 

do. 

do. 

.....do. 
do. 



Galvanized irmi. 
Brick 



.do do. 

1 Bought with land. 



Brick.. 

....do. 

....do. 
....do. 
....dp. 
.....do. 

do. 

do. 

dp. 

dp. 

do. 

dp. 



.do. 



do. 

,....do. 
Stone.. 

doV 



Poets.. 

Brick.. 
Stone. . 
....do. 
Brick.. 



Stone , 

do , 

:::::t.::::: 

Concrete 

Stone 

fBrick and 
[ concrete 

Stone 



3 

77 
23 
44 
44 
48 
49 
49 
40 



30 
30 



43 
43 
152 
73 
39 

f 22 

188 

60 

23 

120 

17 

246 

262 

265 

53 

30 

250 

^200 
197 



26 
45 
22 
90 
24 
24 
28 
23 
24 
83 



85 7 
30 



30 



27 
48 
46 
21 
18 



13 
18 

30 1 

21 10 

SO 1 

17 

29 

36 
65 
38 
20 
79 

25 
64 



145 8 50 2 



/20 



} M 



20 11 


6 



21 

23 
22 
48 
22 
18 

8 
8 
24 
10 
18 
12 

28 

25 
38 
24 
13 
35 



}» 
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of the end of the fiscal year 1915 — Contmued. 
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Boof. 


Floor 

space. 


C«bfc 

space. 


Btiut. 


CoBt. 


3oiis? 


Cast to 
dupUcate. 


Deterion- 

ilon. 


Present 
value. 


No. 


GalTanised 

iron* 
do 


168 

256 

266 

2,112 

4,800 

3; 120 

726 

1,800 

1,396 

8,760 

1,080 

1,350 

352 

600 

4,312 

112 

1,357 

1,357 
960 
360 
228 
600 
128 


Cu.ft, 
600 

1,848 
3,072 
3,072 

27,720 
122,800 

82,080 
8.712 

25,220 

23,186 

66,240 
12,420 
17 580 
4,576 
8,400 
102,880 

17,' 176 

17,170 
0,600 
9,600 
2,250 
6,000 
640 


1809 

1906 
1899 
1902 
1900 
1897 
1904 
1903 
1905 

19H 

1906 
1906 
1906 
1906 
1901 
1908 
1901 
1010 

1910 
1905 
1900 
1905 
1908 
1900 


875.00 
184.12 




S75;00 
160.00 

100; 00 

176.00 

1,500.00 

2,500.00 

10,000.00 

300.00 

675.48 

1,500.00 

4,966.26 

491.86 

437.38 

361.98 

250.00 

8,000.00 

^ 76.00 

1,750.00 

1,756.00 
8,682.00 
1,000.00 
250.00 
1,800.00 
50.00 


$45.00 

100.00 
80.00 
125.00 
^ 900,00 
1,500.00 
800.00 
100.00 
75.48 

400.00 

386.26 
91.86 
87.33 
81.98 

160.00 


13,000.00 

60.00 

60.00 

80.00 

^ 600.00 

1,000.00 

9,80e.0G 

200.00 

600.00 

1,100.00 

4,600.00 

380.00 
300.00 
100.00 

8,000.00 
50.00 

1,780.00 

1,790.00 

3,000.00 

800.00 

••Is 


16 




16 


do 




17 


do . 


171.00 




18 


do 




19 


do . ... 






20 


do 


10,000.00 
296.37 
675.48 




21 


do * 




23 


do ' * 




24 


I ...do 




26 


do 


4,986.26 
491.86 
437.33 
861.93 




26 


do 




27 


do 




28 


do ,. 




29 


do 


30 


do 


5,000.00 




31 


do..* 

... .do 




26.00 


33 


1,750.00 

1,7W.00 
3,682.00 
1,00000 
250.00 
1,800.00 
80.00 




34 


do 






36 


do 




682.00 
200. OQ 

60. 00 
300.00 

30.00 


A 


do 




B 


do 




C 


do..« 




D 




E 






104,440.00 




' 




_. 


. 






, 







WAgHTIirGTOW, o. a 



ysiikte... 

..do. 



Tin 

....do... 
....do... 
....do... 
....do... 
....do... 



....do. 
Slate... 



....do. 

....do. 
Tin.... 
....do. 
....do. 
....do. 



do... 

do... 

do... 

Shingles.. 

Slate 

Tin 



jSlate 

.....do 

do 

do 

Tin 

do 

/Galvanized 
\ iron. 

Slate 



..do 



8,297 

2,891 

1,493 
1,493 
1,372 
1,127 
1,889 
1,889 

2,420 



950 

1,161 
2,136 
6,992 
1,568 
727 



1,528 
1,812 

511 
6,046 

289 

7,741 

9,463 
17,271 

2,014 

600 

19,813 

5,000 
12,838 



7,3 



106,942 
78,570 



83,926 1979 

53,926 

56,944 
48,954 
47,914 
47,914 

M,358 

34,200 

34,200 



31,592 
71,342 
390,226 
40,768 
17,266 



2,727 
18,280 
47,112 
7,410 
151,126 
4,162 

221,474 

312,279 
777,196 
58,003 
10,200 
794,720 

87,500 
378,633 
209,476 



1848 
1848 



18,000.00 

8,000.00 

8,000.00 
6,000.00 
8,800.00 
3,800.00 
2,000.00 
3,600.00 

\ u^ooaoo 
8,000.00 
5,00a 00 
7,000.00 



1864 
1864 



/1877-\ 
\1879 / 



1884 

1873 

ri877- 

[1879 

1867 

1867 

1901 

1896 

1862 

1893 

/1864-|\ 
\1899 / 
/l854-\ 
U899 / 



36,898.47 

8,686.00 

600.00 

200.00 



4,000.00 
200.00 

11,927.52 
200.00 



10, 

8,000.00 
14,081.75 
4,000.00 
2,100.00 
80,000.00 

7,00000 



40, 
20,000.00 



000.00|f8,000.80 
1,795.00 



000.0018,000.00 
15,000.00 



$8,000.00 

8,000.00 

8,000.00 
8,000.00 
3,500.00 
8,500.00 
3,000.00 
3,600.00 

14,000.60 

8,000.00 

8,000.00 

7,000.00 
22,000.00 
48,000.00 

8,686.00 
500.00 

200.00 



4,000.00 

20a 00 

10,000.00 

200.00 

18,000.00 

9,796.80 
14,081.76 
4,000.00 
2,100.00 
80,000.00 

7,000.00 
66,000.00 
38,000.00 



$560.00 



600.00 

3,oqo.oo 



686.00 
200.00 



50.00 

2,000.00 

50.00 

2,000.00 



100.00 
32,000 00 

1,00ft 00 
10,000.00 
5,000.00 



$8»00B.00 

5, 00ft $0 

8,000.00 
8,000.00 
3,800.00 
3,500.00 
3,000.00 
8,000.00 

14,000.00 

6,(NfteO 

6,000.00 

6,600.00 
19,000.00 
46,000.00 

5,080.00 
300.00 

20000 



4, 00ft 09 

160.00 
8,000.00 

150.00 

16,000.00 

8,000.00 
14,081.75 

4,000.00 

2, 00ft 00 
48,000.00 

6, 00ft 00 
46,000.00 
30,00ft00 31 
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PUBLIC WOBKB OF THE NAVY. 



Character, valuer and conHtian of buUdings 
WASHINGTON, D. C.-ContlniMd. 



No. 



Structure. 



Material. 



Foandation. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



70 
71 
72 
73 

74 

75 
76 
100 

101 

102 

103 
104 
105 
106 
107 
108 

109 

110 

111 
112 
113 
114 

116 
117 
118 
119 
120 

121 

122 

123 

125 
126 



Nayf faid— Contiimed. 

Erecting shop 

West gun carriage shop 

South gun carriage shop 

East gun carriage shop 

Water closets in square 

Pneumatic power house 

Annex north gun shop 

North gun shop 



Bilck.... 

do... 

do... 

do... 

....do... 



.do. 
.do. 
.do. 



Brick.... 

do... 

do... 

do... 

Stone 

do... 

Concrete. 
do... 



Ft, in. 
134 6 
366 9 

186 

432 
52 

62 11 

165 8 

248 



Ft. in. 

80 

65 
65 3 
65 3 
10 4 

50 11 

38 4 

101 7 



South gun shop 

Ordnance office 

Cartridge case shop 

Cartridge case foundry 

Plumbers' and tiimers'shop. 

Boathouse 



.do. 

.do. 
.do. 
.do. 



Stone.... 

Concrete. 

Stone 

do... 



427 11 80 



83 9 
306 1 
130 4 



Boathouse waiting room . 
Lumber shed 



....do. 
Wood.. 

....do. 



....do. 
Piles... 

Posts.. 



Offices 

General storehouse and offices. 

Commandant's stable 

Tool house for quarters A 

Commandant's greenhouse . . . 

Storehouse near quarters A... 

Shed at east gate 

Annex to cartridge case shop. . 
/Boiler house and cartridge 
\ case shop. 

Storehouse 

Scale house 

Experimental model basin . . . 

r il tanks 

Storehouse for track material. 

Secondary mount shop 

Storehouse for guns and 
mounts. 

Powder house 

New breech mechanism shop. 

Torpedo testing house 

Shop and offices 

/Storehouse for combustible 
\ material. 

Coal handling plant 

Tool shop 

Gunners' workshop 

( il plant 

Miscellaneous shop 

Seamen gunners' shop and 

laboratory. 
Pneumatic powerhouse 

Fireproof storehouse 

Forge shop 

Gunners' storehouse 

Coppersmith shop 

Bronzing and plating shop . . . 

Power plant extension 

Coal handling plant 

Electric power plant 

Pipefitters' shop 



Iron columns, open 
sides. 

Brick 



.do., 
.do.. 



Wood. 
Glass.. 
Brick.. 
....do.., 
do.. 

L...do.. 



Piles 

Concrete. . . 

Stone 

Brick 

do 

do. 

do 

....do. 

Stone 



.do.. 



Wood 

Brick 

do. 

....do. 

Wood 

Brick 

Iron and brick. 



Brick 

....do 

Wood 



Brick and hron — 
[Steel 



Wood 

Brick 

....do. 

....do 

....do 

....do 



....do 

Brick and iron.. 

Brick 

....do. 

....do 

....do. 

do 



do 

Concrete 

do 

do 

Brick 

Stone 

Concrete 
piers. 

Concrete 

Stone 

Brick 

Concrete.... 

foncrete 
piers. 

Concrete 

Stone 

do 

....do 

....do 

Concrete 

Stone 



09 
83 

80 

172 

153 10 

204 2 
26 11 
14 3 
50 
30 2 
22 
51 
47 1 
79 
30 
18 



36 

16 
251 
492 3 



31 
250 
58 
92 



4 



1 



87 



102 3 
251 
206 

42 11 

251 

267 

100 7 



Concrete. 

Stone 

Concrete. 

do.... 

....do.... 



Steel and wood.. 

Brick 

do 



....do.. 
....do.. 
....do.. 
....do.. 



Seamen gunners' quarters. . . 



Wood. 



Pumping station 

Fire and telephone station.. 

Electric winch 

Radio station 

Construction shed 



Brick 

Stone and brick. . . 
Brick 



Brick piers. 

Concrete... 

do 

do 



do 

....do 



.do., 
.do.. 



99 

265 
206 
110 
60 

165 
264 
193 
74 
140 
48 
20 

20 

52 
40 
14 
33 
21 



41 
65 1 

43 2 

40 1 
36 11 

9 3 

31 6 

41 10 

44 1 
35 3 



14 
9 
14 
15 
43 
33 

31 3 
15 2 



18 
52 
18 
14 
65 
55 



14 
80 



27 
45 
53 

32 



72 10 

65 2 
60 
32 11 

66 2 

39 5 

52 6 

40 10 

80 

60 

60 

40 



103 

91 

/ 70 0|\ 

\101 9r 

40 '^ 
48 
26 
25 

11 6 

32 
15 
7 

17 
17 






Ft. in. 

39 

39 
40 
39 6 
13 3 
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Roof. 



Floor 
space. 



Cubic 
space. 



BuUt. 



Cost. 



Addi- 
tions. 



Cost to 
duplicate. 



Deteriora- 
tion. 



Present 
value. 



Slate.. 

do. 

do. 

....do. 
Tin.... 

Slate... 

Tin.... 



....do. 

.....do. 
....do. 
....do. 

....do. 

Tin.... 



....do. 
Slate... 



....do.. 

....do.. 
Tin 

Slate.... 

Glass... 

Slate.... 

dOi., 

Tin. 



}siate.. 



Tin. 

Slate...::.. 

Tin 

:.:..do 

do 

Slate 

— do 



Tin.., 
Slate.. 
Tin... 

Slate.. 



Sq.ft. 
10,760 
23,930 
12,137 
28,188 
542 

3,208 

6,359 

25,274 

34,234 

3,497 
19,920 
5,626 

3,176 



Cu.ft. 
523,157 
463,471 
509,204 
1,370,749 
8,423 

136,340 

123,962 
1,607,930 
, 181,800 

1,454,945 

191,461 
921,224 
168,750 

119,970- 

76,224 



1855 
1855 
1855 
1855 

ri896^ 



160,000.00 
140,000.00 
60,000.00 
140,000.00 
3,000.00 



19,030.00 



Steel.... 

....do.., 
Slate.... 
....do.., 
.....do.. 
.....do.., 
.....do.. 



do 

/Corrugated 
\ steel. 

Steel 

Slate 

....do 

....do 

fSlate on con- 
\ Crete. 
None 

}siate 

..do 



Roofing paper. 



^Tin.... 

Tile.... 

Slate... 

....do.. 
Tin.... 



5,425 

6,439 

9,894 

1,854 

200 

673 

426 

344 

2,248 

1,478 

2,475 

459 



659 

226 

16,359 

27,320 



20,000 
1,566 

10,229 

4,876 
2,784 

7,477 
16,359 
12,360 

1,413 
16,359 
10,527 

5,808 

4,071 

21,313 
18,360 
6,600 
2,400 

17,062 

22,023 
2,100 

16,662 
2,960 

8,691 

720 
1,692 

847 

574 
370 



103,075 

333,200 

504,594 

28,095 

2,134 

6,175 

5,112 

4,128 

35,968 

40,139 

42,818 

6,151 

5,661 

569,406 

11,862 

3,189 

785,139 

892,453 

6,141 
850,000 
35,628 

889,846 

\ 66,816 

355,158 
785, 147 
593,280 
39,564 
785,137 
331,506 

246,640 
104,828 
917,962 
593,280 
283,800 
69,200 

1,031,520 



1899 

1853 

/1856~ 

\1911 

1872 

1903 

1859 

1859 
1854 



11,243.00 
15,000.00 
200,294.0025,750.00 

247,627.0025,347^00 

50,000.00 
50,000.00 
2,500.00 

2,000.00 

9,000.00 



19,623.00 



1,000.00 



275.00 
1,500.00 



18,877.00 



176,176 

70,350 

,035,687 

82,436 

239,348 

9,943 

38,919 

9,736 

12,120 
4,262 



1897 
1897 
1808 
1898 
1898 
1899 

1905 
1899 
1900 

1899 

ri900- 
\1902 

1903 
1901 
1901 
1901 
1902 
1902 

1902 
/19Q2- 
\1903 
1902 
1903 
1903 
1903 
/1904- 
\1905 
1905 
1905 
1906 
1906 

1904 



30,000.00 

60,000.00 

3,500.00 

50.00 

300.00 

1,000.00 

25.00 

6,000.00 

50,000.0020,580.00 

75.00 

1,271: 00 

105,000.00 

1,000.00 

300.00 

83,000.00 

27,240.00 



76,996.86 



1,304,89 
110,000.00 
11,458.64 

130,000.00 

4,000J00 

40,000.00 
86,300.00 
80,800.00 
19,518.00 
86,300.00 
40,000.00 

42,600.00 

4,500.00 

73,310.00 
86,300.00 
32,000.00 
20,000.00 

260,964.00 

64,084.00 
172,983.00 



$60,000.00 
140,000.00 
60,000.00 
140,000.00 
2,500.00 

20,273.00 

15,000.00 

226,04i00 

272,974.00 

50,000.00 
60,623.00 
2,000.00 

3,000.00 

9,000.00 

250.00 

1,500.00 

48,877.00 

60,000.00 

3,500.00 

50.00 

300.00 

1,000.00 

25.00 

6,000.00 

70,680.00 

75.00 

1,271.00 

105,000.00 

1,000.00 

300.00 

73,000.00 

104,236.86 

1,304.89 
110,000.00 
11,458.64 

130,000.00 

4,000.00 

40,000.00 
86,300.00 
80,800.00 
19,518.00 
86,300.00 
40,000.00 

42,600.00 

4,500.00 

73,310.00 
86,300.00 
32,000.00 
20,000.00 

260,964.00 

64,084.00 
172,983.00 



14,000.00 
2,000.00 
2,000.00 
2,000.00 

5oo:oo 

273.00 



12,97400 
5,000.00 



500.00 

500.00 

4,000.00 



500.00 



13,877.00 

10,000.00 
500.00 



$56,000.00 
138,000.00 
58,000.00 
138,000.00 
2,000.00 

20,000.00 

15,000.00 

226,044.00 

260,000.00 

45,000.00 

60,623.00 

1,500.00 

2,500.00 

5,000.00 

250.00 

1,000.00 



400.00 



25.00 

271.00 

5,000.00 



200.00 

43,000.00 

4,236.86 



5,000.00 



20,000.00 
6,300.00 

800.00 
1,518.00 

300.00 



405.00 

3,000.00 

310.00 
300.00 



964.00 

14,084.00 
983.00 



35,000. 

50,000. 
3,000. 
50. 
300. 
600. 
25. 
6,000. 

70,580. 

50. 

1,000. 

100,000. 

1,000. 

100. 

30,000. 

100,000. 



1,304.89 

110,000.00 

10,000.00 

125,000.00 

4,000.00 

20,000.00 
80,000.00 
80,000.00 
18,000.00 
86,000.00 
40,000.00 

42,000.00 

1,500.00 

73,000.00 
86,000.00 
32,000.00 
20,000.00 

260,000.00 

50,000.00 
172,000.00 



I 



1904 

1906 

1904 

1906 
1904 



20,000.00 
12,128.64 

6,931.00 

14,000.00 

1,056.00 

3,379.29 
200.00 



20,000.00 
12,128.64 

6,931.00 

14,000.00 

1,056.00 

3,379.29 
200.00 



2,128.64 

031.00 

2,000.00 

56.00 

379.29 



20,000.00 
10,000.00 

6,000.00 

12,000.00 

1,000.00 

3,000.00 
200.00 
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Character, value, and condUum of buildings 
WASHINGTON, D. C.-Conttaued. 



No. 


Structure. 


Mttlerial. 


Foundation. 


Leofth. 


Widtik. 


Sto- 
ries. 


Height 
eaves. 


127 


Muster room 

Rftflroiid fliKt^r rasfdronni . . . 


Bri^V 


Concrete.... 
do....... 


Ft. in. 
41 

21 5 

22 8 
118 10 

jiooio 

191 
85 

20 
138 

72 11 

13 8 

18 

19 7f 


Ft.*n. 
17 
11 7 
2110 

29 8 

21 

23 4 
28 

20 

30 

40 5 
9 4 

17 a 

48 1* 




J^. in. 

11 9 

12 10 

29 ^ 
/ 88 

14 8 

11 

20 
8 8 

U 4 
7 7 


128 


..do 


129 


Sawmill ;. 


Wood 


Wood 

Stone 

/Conoreto 

Stone 

Brick piers.. 
Concrete 

pflee. 
Concrete 

Concrete.... 

Concrete 

pUbs. 
Concrete.... 


lao 




do 


131 


C^ rtied 


.....do 


132 
133 


Model storeroom 

Temporary storehouse 


do 

do 


134 


Bind stand .'."'.. 


da 


135 


Btora« bins for perishable 

AcetyleDe compressor house . . 

Acetylene gas house 

Temporary Drotectim for 

Total 


Brick 


130 


Brick 


138 
130 


Galvanised steel... 
do 


140 


Briek and wood... 




Marine barracks. 

Commandant'sjtuarteis. .^ . . , 
Commandlaf offloer's <iuarter8 
Junior officer's quarters, Na 1. 
Junior officer's quarters, Na 2. 
Junior officer's quarters, Na 3. 
Junior officer's quarters, Na 0. 
Marine barracks, east wing.. . 
Marine barracks, south wing. . 
Seatrybox TT... 

Total 


Brick 


Brick 

io 

do 

do 

.....do... ... 

fe 

do 


67 3 
87 
38 

38 

210 

2a 




57 3 

mi 

87 
37 
87 






32 
80 ( 

89 

90 < 

S! 






do 

.....do 

do 

do 

do 

do 

do 

do 




Atand ttihtl 
















NATai ObserTatory. 

Mata building 


Stone 


Stone 

Brick 

do 


SOT 6 

17 2 
70 
00 
88 6 
32 

M ! 

66 5 
58 

02 
12 4 
48 

00 
80 
55 
12 2 
12 
11 
11 
14 

11 

11 

10 

12 3 

11 
8 
8 6 


88 11 

6 8 
44 

29 10 
24 6 
18 2 

ss 

49 1 

40 
20 
20 
20 
8 9 
6 6 
2 

IS 

8 

(») 

11 

11 
8 

12 3 
11 

6 


8 


87 1 


80 (] 
21 
M 
18 
80 C 
24 6 
16 9 
10 9 
10 4 

6 10 

6 

* 2 

1 8 

7 10 

7 

8 2 

8 2 
62 

7 

7 

7 9 

12 

7 

8 
8 




Gatehouse 


Wood 




Superintendent's house 

Stf5)leNo.l 


Brtek 




do 


Concrete.... 

Brick 

. ...do 




Stable No. 2. 


Wood 




Wagon shed and storeroom... 


do 




Fonman's house 


do 


Concrete.... 

Brick 

Granite 

Brick 

do 




T>(nibie quarters 


Brick 




Boiler house*.. . 


Granite -.. 




Engine room , 


Brick 




Potting house 


L....do 




orf^enfiAu^ ...s 


Brick and glass... 
do 


do 

do 




do 




do ... 


do 


... do 




Hotbed 


do 


do 




Watdi house . . . . 


Wood 


Concrete.... 
.... do 




Paint shop 


do 




North hose-reel house 


do 


Brick 

do 

Concrete..., 

Brick 

do 




South hosfr-reel house 

Water tank 


do 

Iron 




North meridian mark east 

transit. 
North meridian mark west 

transit. 
South meridian mark east 

transit. 
South meridian mark west 

transit. 
North meridian mark south 

transit. 
West meridian mark prime 

vertical. 
East meridian mark prime 

vertical. 


Wood 




do 




do 

do 


do 

.... do 




do 


do 




do 


do 




.... do 


do 









^ Including attic. 
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nt Ihe end of the fiscal year 191S — Continued. 

WASHINOTON, D. C.-Ckmtilltted. 



Boof, 


Floor 
ppace. 


Cubic 
space. 


BiOlt 

i 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Detarlora* 
tlom. 


Preaeafc 
%^]oe. 


No. 


Tin 


247 

m 

a, 527 
2J0C 
4,468 

z,m 

336 

%m 

117 
234 
S74 


Oti.Jf. 
8,290 
2,964 
3,685 

117,180 

44,100 
J66,:S3 

3,250 
43,704 

&e,40D 

1,112 

a, 238 

6,118 


1904 

'iMS' 
10O2 

1902 

1903 

im 

19QS 
1910 


1500.00 

600.00 

247.39 

2,371,44 

2.042.4T 

4,078-13 

1,500.00 

500.00 

6,000.00 

' 14,475.09 




rsoo^oo 

600.00 

247.39 

3,371.44 

3,012.47 

4,078.13 

1,600,00 

500.00 

6,000,00 

14,47S.0& 




jSOO.Ofl 

tioo.oo 

200.00 

2.0(10.00 

1,500.00 

4,000,00 

1,000.00 

300.00 

6,000.00 

14,475.09 


127 


-....do 

PauBT 






a2a 




•47.^ 
371.44 

&«2,47 

78.13 

500.00 


129 


tS^.::::::;: 




130 


I....d0.-.-..... 




131 


do 

„„.d0. .,. 

,,...do 

St<fil 

steel and con- 
crete. 

1 GaLvaDlzed 
steel. 

do........ 




133 




m 




IM 




135 




I3fl 






138 














130 


ma 


325.45 




325.45 






149 








3,084.309.18 




Tfn.. .... 


IS, 900 

J 5, 112 

» 5, 112 
^ 6, 113 
118,200 

36 


ni.SOD 
58,500 

48,600 

4s,eou 

48,600 
48,600 
168,500 

soe^ooo 

2SS 






13,000,00 


30,000,00 
13, 353. 00 
12,000.00 
12,000.00 
12,000.00 
13,000.00 
95,804.00 
79,700.00 
845.00 


ShOOO.OO 
453.00 
500.00 

fioaoo 

500.00 

5O[K00 

5,804.00 

4,7OO.0O 

45.00 




15,000,00 
l^.SfJiLOO 

11^500.00 
U,5<Hl(>0 
1 1 , oWJ. 00 
n.,'"ik><i,EiO 

75,1X10.00 
300.00 




8bta 


1908 
1903 

lyos 

1908 
19U8 
1S02 
1906 

im 


13,353.00 
12,000.00 
13,000,00 
12,000.00 
13,000,00 
95,804.00 
79.700.00 
345.00 




do,,,...., 

...,.do 

do 

do 

do 

do 

do 






















■ 




239,100.00 
g -■ - - — •■ 
§^3S9j683.7^ 






















CoDper and 

'Shingles 

SllAe 


31,791 

114 

7,965 

3,102 

1,893 

1,173 

3^379 

6,748 

2 300 

1,804 

180 

897 

1,081 

629 

357 

111 

120 

88 

88 

154 

121 

121 

80 

150 

121 

48 

57 


659,012 

1,143 
111,471 
48,735 
19,900 
14625 
39,406 
89,178 
38,525 
a, 338 
3,026 
8,640 
10,800 

*'£! 

536 

1,110 
980 
850 
850 

9,548 

980 
989 
740 
2,100 
989 
360 
513 


1890 

1006 
1892 


387,000.00 

100.00 
32,500.00 






15,875.00 

3.00 
1,195.00 




271,125.00 

Of.OO 
33,975.00 










12,609.00 


35»000.00 




...... do 

^SlMt^les 

"y.Ao'.y.'.y.v. 

Slate 




1900 
1905 
1890 
1800 
1890 
1900 
1898 
1800 
1900 
1900^ 

'ifioo' 

1900 
1888 

1890 

1890 

1890 

1890 

1890 

1890 

1800 


3,5O(K00 

13,500.00 

13,840.00 

13.000.00 

1,000.00 

1,400.00 

1,000.00 

360.00 

200.00 

100.00 

50.00 

150.00 

150.00 

2,200.00 

3oaoo 

300.00 
250.00 
350.00 
300.00 
100.00 
100.00 


500.00 
1,500.00 


3,000«00 

14,000.00 

12,840.00 

13,000.00 

1,000.00 

1,400.00 

1000.00 

860.00 

300.00 

100.00 

50.00 

150.00 

150.00 


33.75 

437.50 

706.20 

66a 00 

110.00 

8100 

70.00 

27.60 

12.00 

6.00 

10.00 

9.00 

9.00 

528.00 

66.00 

66.00 

27.50 

38.50 

66.00 

11.00 

11.00 


3;9W.35 

13,562.60 

12,133.80 

11,340.00 

890.00 

1,316.00 

930.00 

223.50 

188.00 

94.00 

40.00 

141.00 

141.00 

1,672.00 

234.00 

234.00 

222.50 

311.50 

234.00 

89.00 

89.00 




Brick 




Tki 






Slate 






Glass 






do 

do 

do 

SWfagles 






















CoVrugated 
Staini^.. 

do 

do 

do 

do 

do 

Tin 
















300.00 
300.00 
250.00 
350.00 









































* Diameter. 
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Character J valuCj and candUion of huUdiTigs 
WASHINGTON, D. C.--ContlniMd. 



No. 



Stnictore. 



Material. 



Foundation. 



Length. 



Width. 



Sto- 
ries. 



Height 
eaves. 



NaTal Obserratorx— Contd. 

Alt.-asimuth house 

Temperature house 

Transit testinc house 

Photographic house 

Sleeping quarters. 

Photo-telescope hoase 

East transit house. 



West transit house 

East observer's house . . 
West observer's house.. 

Clock house 

Prime vertical house .. . 



West colometer house . . 
East colometer house... 
Great equatorial hoose . 



Pomp house.... 
Old Clock vauU ^ 



Total. 



Cormgatediron.. 

Wood 

.....do 

do 

.....do 



.....do 

Granite and cor- 
nuiated iron. 

Granite and wood. 

.....do 

Granite 

Granite and cor- 
rugated iron. 

Wood 

.....do 

Granite and iron. 



Wood. 
Brick., 



Brick 

Concrete... 

Brk5k 

.....do 

.....do 

.....do 

Brick 



.do. 
.do. 
.do. 
.do. 
.do. 



Concrete. 

do... 

Brick.... 



.do.. 
.do.. 



Ft. in. 
23 6 



6 
12 
25 

46 

39 
41 



Ft. in. 
15 2 

19 



37 

21 

31 



[& 2| 



41 
21 
31 9 
23 9 
21 3 



6 
6 
71 8 



Id 3 



31 
19 

19 6 

21 9 

19 3 

6 

6 

39 10 

16 3 



Ft. in. 
11 6 

7 2 
9 6 
13 10 
13 6 
23 
16.0 
21 9 

21 
16 
16 
16 
16 10 

-7 
7 
18 

10 
12 
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Naval hospital. 

Admhiistratlon building and 

sick officers. 
Enlisted men and heating 

plant, laundry. ^ 
Quarters of medical officer in 

command. 
Kitchen 


Brick, wood, and 

concrete. 
do 

Wood 


Brick and 

cement. 
do 

Brick and 

stone. 
Brick and 

concrete. 
Brick and 

stone. 

Stone 

Brick 

Brick and 

concrete. 
Stone and 

concrete. 
Brick 


100 
111 6 
53 6 
32 
21 5 

14 

21 5 
63 

27 10 

22 9 


47 6 
39 6 
36 10 
25 

17 6 

14 

12 4 

18 6 

13 
12 4 




35 2 

43 

16 5 

16 3 

10 2 

9 9 

8 2 

26 6 

10 

6 8 




Brick and stone. . . 

Wood and tile 

Wood 




Carpenter shop 




Isolation ward 




Storeroom 


do 




Japanese quarters , 


Brick and wood... 
Wood 


9 


flArrants' anarten? 


10 


Greenhonse 


Brick, wood, and 
glass. 




Total 


A 


Fuel plant. 
Coal depot 


Wood 


Stone 

do 


/147 
\103 
/171 
\152 
32 


102 
88 5 
92 
90 
27 


1 

1 I 


21 

16 

22 


B 


. ..do 


do 




CustodlftTi'ft aiiftrtfiTR 


do 


do 




Total 























1 Vault (inner) 15 feet 3 inches by 15 feet 3 inches; 234 square feet closed in by 3 outer vaults with 3-foot 
air passages; outermost vault 37 feet 10 inches by 36 feet 4 Inches. 
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cU the end of the fiscal year 1915 — Continued. 

WASHINGTON, D. C-GontinQed. 



Roof. 


Floor 
space. 


Cubic 
space. 


Built. 


Cost. 


Addi- 
tions. 


Cost to 
duplicate. 


Deteriora- 
tion. 


Present 
value. 


No. 


Corrugated 
iron. 

Canvaa 

Tin 


346 

28 

124 

346 

1,620 

840 
1,200 

1,200 
456 
400 
369 
357 

36 

36 

2,166 

264 
1,357 


Cujt. 
3,382 

215 

1,178 

6,239 

30,098 

13,440 
40,145 

40,145 
13,209 
12,792 
13,297 
11,861 

824 
824 

90,746 

3,960 
24,750 


1890 

1900 
1897 
1907 
1890 

1905 
1890 

1890 
1890 
1890 
1890 
1890 

1890 
1890 
1890 

1890 
1907 


13,000.00 

100.00 
300.00 






1330.00 

6.00 
2,250.00 


$2,670.00 

94.00 
277.50 


• 














ShJiulefl 

Tin 








4,000.00 

1,500.00 
12,200.00 

12,200.00 

14,358.00 

6,403.00 

100.00 

100.00 

51,000.00 

400.00 
8,000.00 






440.00 

166.00 
671.00 

671.00 

789.69 

207.17 

11.00 

11.00 

2,805.00 

44.00 
140.00 


3,560.00 

1,335.00 
11,529.00 

11,529.00 

13,568.31 

5,105.89 

89.00 

89.00 

48,195.00 

356.00 
7,860.00 










C r r u gated 
iron. 

do 

Tin 




















do 

Copper 

Corrugated 
iron. 

Copper* and 
iron. 




































18,000.00 








458,405.75 
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Slate 


13,825 

15,810 

1,749 

1,068 

357 

196 

252 

2,950 

360 

260 


161,005 

205,527 

21,000 

11,000 

3,680 

1,550 

1,600 

28,360 

3,500 

1,680 


1909 

1901 

1901 

1909 

1890 

1895 
1907 
1907 

1905 

1906 


924,880.06 




S26, 000.00 

30,000.00 

8,000.00 

2,700.00 

1,000.00 

300.00 

300.00 

2,200.00 

760.00 

750.00 


S3, 000. 00 

23,760.00 

4,800.00 

200.00 

960.00 

240.00 
262.00 
200.00 

696.60 

630.00 


t22,000.00 

6,260.00 

3,200.00 

2,500.00 

60.00 

60.00 

48.00 

2,000.00 

53.60 

120.00 


1 


Tile 




2 


do 

do 

do 

Shingles 

Tile 






8 


2,370.48 




4 




5 






6 






7 


do 

do 

aingj? 


2,156.34 




8 




9 






10 










36,281.50 




Tile 


11,900 
14,784 


249,900 
236,592 


1901 

1901 
1901 






9,000.00 

10,000.00 
1,600.00 


50.00 

1,600.00 
60.00 


7,650.00 

8,500.00 
1,460.00 


A 


do 

.. do 






B 




















17,600.00 























INDEX. 

Adakh Island, Alaska, reeervation.. , f 

Aibonito^ P. R., radio reservation % 

Annapolis, Md.: 

Dairy farm, , 5 

Experiment station 5-65 

Greenboro Point - 5 

Marine barracks , WMfe 

Naval Academy 6-54 

Naval hospital 6-66 

Radio station 6 

Rifle range 0-65 

Balboa, Canal Zone: 

Radio station , 7 

Submarine base 7 

Baquio, Island of Luzon, reservation 7 

Beaulort, N. C-, radio station 7 

Bellevue, P, C, naval marine 7 

Biorka Island, Alaska, radio reservation , , . . . 6 

Blackbeards Island, Ga., reservation 8 

B lythe I sland , Ga. , reservation , 8 

Boston, Mass. : 

Navy yard . , S-W 

Radio station*., ^ ,. , ..... .,,,. fl 

Oabras Island, Guam, fuel plant 9 

Cape Blanco, Or^., radio station 9-*7X 

Cape Cod (see North Truro) 81 

Cape Henlopen, Del., radio station 74 

Cavite, P. I.: 

Naval hospital 10-^ 

Naval station 10-66 

Radio station ,..,. 10 

Cebu, p. I., reservation 11 

Charleston. 8. C: 

Marine Corps reservation. , . . - U 

Marsh reservation, - .,- , . . . 11 

Naval horoital , 11 

Navy yard 11-74 

Radio station 12 

Oilkelsea, Mass.: 

Naval hospital 12-62 

Radio station , . , 12 

Coco Solo, Canal Zone, submarine base 13 

Colon, Canal Zone, radio station lS-7>< 

Cordova, Alaska, new radio station 13 

Cordova Bay, Alaska, reservation 13 

Cordova Point, Alaska, radio station 13-76 

Craney Island, Va 13 

Crescent Beach, Me., range 14 

Culebra, P. R., reservation 14 

Darien, Canal Zone, radio station 14 

Diamond Shoals, N. C, radio station 14 

Distances between yards and stations 50, 51 

Dover, N. J., naval magazine 14-130 

Dry Docks 52,63 

Dry Tortugas, Fla., reservation 16-98 

Dutch Harbor, Alaska, radio station 16-76 

Elk Hills, Cal., petroleum reserve 34 

Eureka, Cal., radio station 15-76 
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Expenditures for lands and public works 49 

Fanillon, Cal., radio station 15-78 

Fire Island, N. Y., radio station 15 

Fleming Key, Fla., reservation 16 

Fort LsSayette, N. Y., naval magazine 16-132 

Fort Mifflin, Pa., naval magazine 16-158 

Fort Norfolk, Va. , reservation 16-140 

Fort Wrangell, Alaska, reservation 16 

Frenchmans Bay, Me., fuel plant 16-78 

Frying Pan Shoals, N. C, radio station 17 

Great Lakes, 111.: 

Training station 17-18 

Radio station 17 

Grovers Island, Gra., reservation 18 

Guam, island of : 

Naval station 18-80 

Radio station 18 

Guantanamo, Cuba: 

Naval station 18-82 

Radio station 19 

Heald Bank, Tex. , radio station 20 

Hingham, Mass., naval magazine -....^ 20-64 

Honolulu, Hawaii: . . 

Naval station 20-88 

Radio station 20 

Indianhead, Md.: 

Powder factory 20-90 

Radio station 20 

lona Island, N. Y., naval magazine 21-128 

Isabella de Basilan, P. I., reservation 21 

Jamestown Bay, Alaska, reservation 21 

Japonsky Island, Alaska, fuel plant 21 

Juneau City, Alaska, reservation 21 

Juneau Island, AlasKa, reservation 21 

Jupiter, Fla., radio station 21-96 

Keyport, Wash. (See Pacific Coast Torpedo Station.) 
Key West, Fla.: 

Naval station 22-96 

Radio station 23 

Kitterv, Me., bridge approach 23 

Kodiak, Alaska, rsidio station 23 

Kyska Islands. Alaska, reservation , 24 

Lands, expenditures for 49 

Las Animas, Colo., naval hospital. 24-100 

Maiden, Mass., niter depot 24-64 

Mare Island, Cal.: 

Navy yard 24-106 

Radio station 25 

Marshfieid, Oreg., radio station 25 

Melville, R.L, fuel plant 25-122 

Midway Islands, cable landing 25 

Monroe Island, Me., range „ 25 

Nantucket Shoals, Mass., radio station 26 

New London, Conn., submarine base. 26-114 

New Orleans, La. : 

Naval station 26-116 

Radio station 26 

Newport, R. I,: 

Government landing 27-122 

Naval hospital 27-122 

Naval station 118 

Radio station 27 

Torpedo station (Goat Island) 27-120 

Torpedo station (Rose Island) 27 

Training station 27-118 

War College 120 
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New York, NY.: Page. 

Marine barracks 28-126 

Naval hospital 28 

Navy yard 28-124 

Radio station 28 

Norfolk, Va.: 

Marine barracks 29-184 

Naval hospital 29-136 

Naval magazine, St. Jnlien's Greek 44 

Navy yard 29-132 

Badio station 30 

Training station 30-136 

North Head, Waah., radio station 30-140 

North Truro, Mass., radio station 31-64 

Olongapo, P. I: 

Naval station 31-140 

Radio station 32-174 

Pacific coast , torpedo station 32 

Pearl Harbor, Hawaii: 

Bishop's Point reservation 32 

Ford Island reservation 32 

Naval magazine 32-146 

Naval station 32-144 

Radio station 33-148 

Waipio Point reservation 33 

Peking, China, marine guard 33-148 

Pensacola, Fla. : 

Navy aeronautic station.. ^ 33-150 

Radio station 34 

Petroleum Reserve No. 1, California 34 

Petroleum Reserve No. 2, California 35 

Petroleum Reserve No. 3, Wyoming 35 

Philadelphia, Pa.: 

Cemetery 35 

Marine supply depot * 35 

Naval home 35-156 

Naval hospital 35 

Navy yard 35-152 

Radio station 36 

Pichilinque, Mexico, fuel plant 36-162 

Port Arguello, Cal., radio station 36-162 

Point Isabel, Tex., radio station 37 

Point Loma, Cal., radio station 37-162 

Portland, Me., radio station 37-74 

Port Royal, S. C: 

Marine recruit depot 37-162 

Radio station 38 

Portsmouth, N.H.: 

Naval hospital 38-168 

Navy yard 38-164 

Radio station 39 

Public works expenditures 49 

Puget Sound, Wash.: 

Naval ma^zine 39-172 

Navy yard 39-168 

Radio station 40 

Rifle range 41 

Radio, Va., radio station 41 

Resurrection Bay, Alaska, reservation 41 

Sackettfl Harbor, N. Y., reservation 41 

San Diego, Cal.: 

Fuel plant 41-174 

Radio station. 42 

San Francisco, Cal. : 

Marine supply depot 42 

Mission Rock 42 

Radio station, Yerba Buena 48 

Training station 42-174 
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Saii Juan, P. R., nuiio station 43 

Sheep Island, Mb., range 43 

Sitka, Alaska, radio station 43-176 

St. Augustine, Fla, radio station 44-176 

St. George, Alaska, radio station. : 44-178 

St. Julien's Creek, naval magazine 44-138 

St. Paul. Alaska, radio station 44 

Tatoosh, Wash., radio sUtion 45-178 

Tiburon,Cal., fuel plant 46-178 

Tutuila, Samoa: 

Navalstation 4&-178 

Radio station '. 46 

XJnalea Island, Alaska, reservation 46 

WasWnjjton, D. C: 

BeUevue magazine 7 

Marine hamcks 46 

Naval hospital (old) , 46 

Naval hospital (new) 46 

Navyyajx[ 47-180 

Naval observatory 47-184 

Radio station 47 

Widows Island, Me., reservation 48 

Winlim^, Md., rifle range 48-94 

Woods Island, Me., reservation 48 

Yerba Buena, Gal., radio station 48 

Yokohama. Japan: 

Fuel plant. 4$-186 



Nv 



el plant. «-i»e 

^val hospital 49-186 
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